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SUBSCRIPTION PRICE $45.00 PER YEAR INCLUDES 12 ISSUES OF 
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$11.00 ADDITIONAL FOR FOREIGN MAILING. 


Domestic Foreign 
MONTHLY CATALOG SINGLE COPIES $3.25 $4.10 
SERIALS SUPPLEMENT $4.50 $5.65 
SEMIANNUAL INDEX $9.00 $11.25 
CUMULATIVE INDEX $16.00 $20.00 





Take time out to check Government Publications 
For sale by the Superintendent of Documents 


AMERICA’S HIGHWAYS, 
1776-1976 


This book, records the story of U.S. 
highway development, beginning in the 
early years of the new nation and 
expanding with the growing country as it 
moved into the undeveloped areas west 


for the past 60 years. Illustrated with 
hundreds of nostalgic photographs, this 
publication brings this little-known area 
of U.S. history to public attention and 
creates a new sense of appreciation for 


1976. 553 
p. il. 
TD 2.2:Am 3/3/776-976 
S/N 050-001-00123-3 
Cloth, $17.00 


FIFTY BIRDS OF TOWN AND 
CITY 


This book pictures and describes 50 
birds commonly seen in U.S. cities. It is 
the non-birdwatcher’s bird bible, 
produced by the U.S. Bureau of Sport 
Fisheries and Wildlife. It’s not a 
textbook, but an easy reading fun book 
for every city dweller who has ever 
wondered what that bird was that just 
whizzed by. Its 54 pages sparkle with 
interesting facts (catbirds mew like cats 
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FIFTY BIRDS 


of Town and ¢ ity 





when alarmed) and with full color 
illustrations that enable you to easily 
identify each bird when you see it. 
1974. 54p. il. 

| 49.2:B 53/4/cloth 

S/N 024-010-00382-1 

Cloth, $4.00 


A NATION OF LEARNERS 


A mosaic of nostalgic art and 
photographs illustrate this collection of 
articles paying tribute to the progress of 
education in America. Treating topics as 
diverse as universal education, 
schooling in the centennial year, libraries 
in the new world, tomorrow’s education, 
arts in the schools and lifelong learning, 
this volume combines the efforts of over 
two dozen authors. Viewed in its 
entirety, this publication, which was 
originally serialized in American 
Education Magazine, graphically 
displays the continuing responsiveness 
of education to the needs of the 
American people. 1976. 184. p. il. 
HE 19.102:L 47/cloth 

S/N 017-080-01541-2 

Cloth, $5.95 


THE SKIPPER’S COURSE 


In the past few years, recreational 
boating has undergone an enormous 
growth in the number of boats on the 
water and the number of people who 
participate (estimated at more than 40 
million). This publication, issued by the 


U.S. Coast Guard, tells you many things 
you need to know if you’re planning to 
skipper your own boat. It is more than 
just a guide, it is a self-instructional 
program. It contains questions and 
answers on boating procedures, 
including tips on good safety practices, 
navigation rules and more. 1972. 94 
p. il. 

TD 5.2:Sk 3 

S/N 050-012-00050-6 

$1.50 


200 YEARS OF AMERICAN 
WORKLIFE 


This is a collection of articles first 
published in Worklife Magazine in 1976. 
The articles describe the progress of 
American workers from colonial days to 
the present, and examine the 

for human resources development in the 
next 100 years. Some of the topics 
discussed are inflation during the 
Revolutionary War; the “Molly 
Maguires”; manpower in the age of 
Andrew Jackson; the violent years of 
labor’s youth; John L. Lewis and his 
genius for organizing; the first Labor Day 
parade; what worklife may be like in 
2001; the legendary Mother Jones, soul 
of the coal mines; and 27 more. The 
book includes many interesting 
photographs and illustrations from each 
era. 

1977. 192 p. il 

L 37.2:W 89 

S/N 029-000-00293-2 

$5.50 








General information 


There is no free distribution by this Office. Regulations 
require remittance in advance of shipment of 
publications, either by check or money order payable 
to the Superintendent of Documents. Do not send 
currency (bills or coins) or postage stamps. 

With the exception of specially priced 
publications, a discount of 25 percent is allowed on 
quantity purchases (100 or more copies of a single 
publication). The same discount applies to orders 
from a bookdealer (any quantity) when the 
publications are mailed to the dealer’s normal place 
of business. No discount will be allowed when 
publications are mailed to a third party (unless in 
quantities of 100 or more per title). 


NON U.S. CUSTOMERS—iInternational 
mailing regulations require special handling for 
which we charge an additional 25 percent of the 
total cost of your order. Remittance is required in 
advance of shipping by draft on a United States or 
Canadian Bank, by UNESCO coupons or by 
International Postal Money Order made payable to 
the Superintendent of Documents. These orders are 
mailed via surface mail unless funds are sent to cover 
airmail postage. Foreign currency or checks will not 
be accepted. All orders must be in English. 


These symbols will be used to explain how your 
order or inquiry was handled. 


CIRCLE Publication(s) enclosed. 

Publication is not sold by this Office. A copy 
may be available from the issuing agency 
indicated on your order. 

We are unable to identify the publication from 
the information furnished. 

Publications are being printed and will be 
mailed as soon as we receive stock. Cost has 
been included in charges on this order. 

Our stock of this publication is exhausted and 
it is no longer available. Consult your local 
library. 

New publication, we cannot accept your order 
at this time. Please reorder in 30 to 60 days. 
Publication is no longer available. We have 
indicated on your order another publication 
which supersedes it or contains 

similar information. 


Do not order on this form after April 30, 1979. 
instead, write for information as to price and 
availability of these publications since they may go 
out of print or be superseded by a later edition. 





Ordering « Detach entire page, indicate quantity beside each publication desired, enclose remittance (check or money order payable 
. 


to the Superintendent of Documents—please do not send cash or stamps) 


1. __America’s Highways, 
1776-1976. 


3. __A Nation of Learners. 


$5.95 S/N 017-080-01541-2 


$17.00 S/N 050-001-00123-3 4.—The Skipper’s Course. 


2. ___Fifty Birds of Town and 
City. 


$4.00 S/N 024-010-00382-1 


$1.50 S/N 050-012-00050-6 


5._—200 Years of American 


Worklife. 
$5.50 S/N 029-000-00293-2 





MAIL ORDER FORM TO: NOTICE: 
Superintendent of Documents, 
Government Printing Office, 
Washington, D.C. 20402. 


Prices of Government publications are subject to change 
without notice. Prices charged on your order may differ 
from prices printed in the publications. Quantity Charges 





FOR OFFICE USE ONLY 


.. Enclosed 





Enclosed is $ () check, [] money order, or 


Street address 
City and State 





Charge to my Deposit Account No. LI ra: Lr LJ 


To be mailed 

Subscriptions 
Postage oon 
Order No. .... ‘ Foreign handling 





. Pelatwegue cous ? Discount 


ZIP Code eee Refund 














For prompt shipment, please print or type address on mailing label below 





Government Printing Office 
Superintendent of Documents 
Washington, D.C. 20402 


OFFICIAL BUSINESS 
Penalty for private use, $300 








Street address __ inanieal 


Eee —— 


POSTAGE AND FEES PAID 
U.S. GOVERNMENT 
PRINTING OFFICE 

375 





PRINTED MATTER 





City and State ____ — 








BOOK AND PAMPHLET 
ORDER FORM 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


Your Order Number 


Customer's Name and Address 





FOR OFFICE USE ONLY 





Quantity Charges 
Enclosed 





To be mailed 





Subscriptions 





Postage 





Foreign handling 





MMOB 








OPNR 








UPNS 


Discount 
Refund 














BEFORE USING THIS FORM, READ IMPORTANT INFORMATION ON REVERSE SIDE. 
PRINT OR TYPE CUSTOMER'S FULL NAME AND ADDRESS IN BLOCK ABOVE. 





Stock No. Quantity psi Title of Publication (Print) 


















































THERE IS A $1.00 MINIMUM FOR MAIL ORDERS. 


TO INSURE ACCURATE MAILING OF YOUR ORDER, 
GPO Form 3356 


U.S. GOVERNMENT PRINTING OFFICE 
SUPERINTENDENT OF DOCUMENTS 
WASHINGTON, D.C. 20402 
OFFICIAL BUSINESS 
Penalty for Private Use, $300 


TOTAL ENCLOSED $ 





PRINT OR TYPE DESTINATION ADDRESS ON THE MAILING LABEL BELOW. 





INFORMATION CONCERNING YOUR ORDER OR INQUIRY 


Thank you for your interest in U.S. Government publications. If you have made a written inquiry, it is returned herewith for your 
reference. We have indicated the prices of publications currently available, or have provided the information requested to the best 
of our ability. Unless otherwise noted, prices are for single copies. 


There is no free distribution by this Office. Regulations require remittance in advance of shipment of publications, either by check 
or money order payable to the Superintendent of Documents. Do not send currency (bills or coins) or postage stamps. 


With the exception of specially priced publications, a discount of 25 percent is allowed on quantity purchases (100 or more copies 
of a single publication). The same discount applies to orders from a bookdealer (any quantity) when the publications are mailed to 
the dealer's normal place of business. No discount will be allowed when publications are mailed to a third party (unless in quantities 
of 100 or more per title). 


NON U.S. CUSTOMERS - International mailing regulations require special handling for which we charge an additional 25 percent 
of the total cost of your orc Remittance is required in advance of shipping by draft on a United States or Canadian Bank, by UNESCO 
coupons or by International rostal Money Order made payable to the Superintendent of Documents. These orders are mailed via surface 
mail unless funds are sent to cover airmail postage. Foreign currency or checks will not be accepted. All orders must be in English. 


TO ORDER, USE FORM ON REVERSE SIDE. FOLLOW INSTRUCTIONS BELOW 


Enter your complete name and address, your order number (if any) and date in the proper places at the top of this form. Enter 
stock number, unit of issue*, quantity, title and price of desired publication(s) and total enclosed. There is a $1.00 minimum for 
mail orders; this is not a surcharge. Enter destination name and address and your order number on mailing label at bottom of form. 


Mail copies with carbon attached to Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 20402. 
Retain customer's copy (green) for your records. 


If a shipment is incorrect, return the shipping document with your request for adjustment. DO NOT RETURN PUBLICATIONS UNTIL 
NOTIFIED TO DO SO. All claims must be submitted within one year from date of your order. 


THESE SYMBOLS WILL BE USED TO EXPLAIN HOW YOUR ORDER OR INQUIRY WAS HANDLED 


CIRCLE _ _ _ _Publication(s) enclosed. 
Publication is not sold by this Office. A copy may be available from the issuing agency indicated on your order. 
We are unable to identify the publication from the information furnished. 


Publications are being printed and will be mailed as soon as we receive stock. Cost has been included in charges on 
this order. 


Our stock of this publication is exhausted and it is no longer available. Consult your local library. 
New publication, we cannot accept your order at this time. Please reorder in 30 to 60 @ays. 


Publication is no longer available. We have indicated on your order another publication which supersedes it or contains 
similar information. 


* Unit of Issue Explanation 


PK Package containing multiple copies 

EA Each - single copy 

PD Pad containing multiple sheets 

SE Set of multiple items 

KT Kit of multiple items in a special container 


GPO Form 3356 (R6-77) 
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Preface 


In response to requests by the library community and the Depository Library Council to 
the Public Printer, the Assistant Public Printer (Superintendent of Documents) in the summer of 
1974 directed the Library Division to join the Ohio College Library Center's on-line cataloging 
network, convert to the MARC format, and catalog according to Anglo-American cataloging 
rules (AACR). 

The Monthly Catalog utilizes AACR and Library of Congress main entries. Subjects are 


derived from Library of Congress Subject Headings 8th edition and its supplements. The catalog 
consists of text and four indexes—author, title, subject, and series/report number. 

The Government Printing Office considers the Monthly Catalog to be an evolving publica- 
tion. Its scope and timeliness will continue to be of prime importance. 
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Users’ Guide 


ABBREVIATIONS 


addition. addendum, addenda. ¥ . ..... .. . number, numbers. 
amendment. amendments. Dux, Seta) al: . . Page. pages. 
appendix. appendixes. be Fey Ds, Ee . . plate. plates. 
book. books. tee portrait. portraits. 
chapter. chapters. ¥ Sere part. parts. 
. Congress. Se. See Fe 
Department. ee -e-.-e---s-+-+-..-.. Senate. Senate bill. 
document. . " .......-..... Senate concurrent resolution. 
. facsimile. facsimiles. : . _.............. Senate document. 
fiscal year. " Senate executive document. 
Greenwich hour angle. .1p............ ... . Senate executive report. 
. House. i -..-.-+-.-.-.-.-- Senate joint resolution. 
House concurrent resolution. ‘ _....-+-. .-...-... Senate resolution. 
House document --.-.---+-.-.-..... Senate report. 
. House executive document. dias im So se section, sections. 
... House joint resolution. ‘ .. S@SSION, sessions. 
. House of Representatives, sees -e-e-eee-------. Supplement. 
House bill. WVooll eee... . ee... volume, volu 
House resolution. 
. House report. 
. ustration, illustrations. 
.. inch, inches. 





Common abbreviations for the names of States. months. etc.. are also used. 


LIST OF GOVERNMENT AUTHORS 


The alphabetical list in the preliminary pages locates the catalog sequence of documents issued by a 
specific agency. This list is compiled each month and includes only Government authors of documents 
received and cataloged during that time span. 


INDEXES 


Entries in the Monthly Catalog are indexed for access by author, title, subject, and series/report: 

Author index: An alphabetical list of personal authors, editors, co-authors, corporate authors, and 
conferences. 

Title index: An alphabetical list of titles, series titles, and sub- or alternate titles. 

Subject index: An alphabetical list of subjects derived from Library of Congress Subject Headings. 

Series/report index: An alphabetical list of report numbers and series statements. 


A margin index on the back cover locates the four listings. Cumulative indexes are published semi- 
annually and annually. Titles in all indexes are followed by the text entry number where more detailed 
information is available. 


XII 
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General Information 


The Superintendent of Documents, U.S. Government Printing Office, Washington, D.C., 20402, is 
authorized by law to sell copies of Government publications. A 25 percent discount is allowed to purcha- 
sers of 100 or more copies of a single publication mailed to one address. Bookdealers, buying for the purpose 
of resale. may receive the same discount regardless of quantity if the publications are mailed to their place 
of business. No discount is allowed when the publications are mailed to a third party unless in quantities 
of 100 or more, or on several periodicals or groups of publications which fall into a special pricing category. 


PRICES 


The prices of all U.S. Government publications sold by the Superintendent of Documents are estab- 
lished by the Public Printer in accordance with Title 44 of the United States Code. 

Prices are subject to change and the prices charged on your order will be those in effect at the time 
your order is processed. As it is not feasible to manually correct the prices in the publications affected by 
price changes, the prices charged on your order may differ from those printed in the publications. 

Although the issuing agencies generally know about price changes, some agencies inadvertently con- 
tinue to publish announcements, order forms, and catalogs which contain erroneous prices. Frequently, the 
news media publish articles with erroneous or outdated prices. 


PRICE LIS? 


There is no general price list of public documents. but numerous bibliographies have been prepared on 
special subjects and these will be furnished. on application. by subject or subjects concerning which infor- 
mation is desired. It will also be noted that current publications which are for sale are listed in this catalog. 


LIST OF SELECTED PUBLICATIONS 


In addition to the subject bibliographies, the Office of the Superintendent of Documents issues a 
monthly list of Selected United States Government Publications for sale by the Superintendent of Docu- 
ments. Each list contains annotations and prices, and may be obtained free upon application to the Super- 
intendent of Documents. 


CONGRESSIONAL PUBLICATIONS 


Subscription service has been implemented for the following groups of Congressional publications: 
House and Senate Documents; House and Senate Hearings; House and Senate Reports on Public Bills; 
House and Senate Reports on Private Bills; Public Bills; Private Bills; Public Laws; and Private Laws. 
In most cases, single copies of publications in these groups of Congressional publications are not sold. 
Sales copies of a few of the more important ones are printed, and you will find the sales prices listed in the 
individual entries. The current subscription prices may be obtained from the Superintendent of Documents. 





How To Order Publications 


Publications entered in this catalog that are for sale by the Superintendent of Documents are indicated by 
a “for sale” statement in the text entries. Those Congressional Publications which are not for sale may be 
obtained from the responsible Committee, or from the House or Senate Documents Room. Entries for 
publications sold by National Technical Information Services include a statement to that effect. Unless 
otherwise indicated, publications are distributed by the issuing office which appears immediately before the 
publication date in each entry. Additional information necessary for procuring documents appears above or 
within text entries. Requests to issuing offices should contain titles and dates of publications. 

Do not use the L.C. card number in ordering publications. 


HOW TO REMIT 


Remittances for Government Printing Office sales documents should be made to the Superintendent of 
Documents, U.S. Government Printing Office, Washington, DC 20402, by check or money order. Publica- 
tions cannot be mailed in advance of receipt of remittance. Foreign remittances should be made by 
International Postal Money Order, by draft on a United States or Canadian bank, or by UNESCO Coupons. 
All remittances should be made payable to the Superintendent of Documents. 

Orders received with postage stamps, International Response Coupons, or foreign money will be returned. 

Persons who make frequent purchases from the Superintendent of Documents may find a deposit 
account convenient. Deposits of $50.00 or more are accepted against which orders may be placed without 
making individual remittances or first obtaining quotations. Order blanks are furnished for this purpose. After 
the handling of the order has been completed, it will be returned showing the publications supplied, 
explanations regarding those not sent, and the amount of charge. 

No charge is made for postage on documents forwarded to points in United States and its possessions. 
There is a special handling charge on all orders mailed to other countries. The charge is one-fourth of the 
current selling price of publications and subscription services ordered. This is to cover the special handling 
required to comply with the customs and international mailing regulations. 


USE STOCK NUMBERS FOR BETTER SERVICE 


Because we now warehouse, store, and pick publications by their stock numbers (S/N), we can process 
your orders more quickly and accurately if you order by stock number and title. If you don’t know the stock 
number, then order by title and the classification number which appears above each entry. Congressional 
documents and reports should be ordered by title together with the document or report number and the 


Congress, e.g., 94-1:H.doc.1. 
LIBRARY CLASSIFICATION OF GOVERNMENT DOCUMENTS 


The classification given above entries for departmental publication is that used in the Library Division of 
the Office of the Superintendent of Documents. The shilling mark (/) separates what ordinarily would be 
superior or inferior numbers or letters. It is not practicable to print these numbers or letters as superiors or 
inferiors in the Monthly Catalog. 
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E 3.19:date 





GS 4.14/3:date 





GS 4.107/2:nos 





HE 1.52/2:nos 





HE 19.132/3:date 
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New Classification Numbers 


Food marketing alert (monthly). 


Stove —Gen, for castler clniior guidicntion, Plentiie feed, A 08.57/2¢ne0) 


Nore.—Designated CrPr 1. See, for cartier class, A 92.19. 
Meat animals, production, disposition, income (annual). @24—-H 
Nore.—Designated MtAn 1-1. See, for cartier class, A 92.17. 
Capacity of refrigerated warehouses (annual). @ltem 24-G 
Nore.—See, for earlier class, A 92.21/3: Designated CoSt 2. 
Extension review (bimonthly). @Item 60. 
Nore.—See, for cartier class, A 43.7: Technical Information Systems. 
Technical Information Systems. 
Bibliographies and lists of publications. @ltem 95—D 
Nore.—See, for earlier class, A 17.18/24CT). 
Library lists (numbered). @Item 95-A 
Nore.—See, for earlier class, A 17.17: 
Governmental and Public Affairs Office. 
Annual report. 
General publications. @Item 90 
Nore.—See, for earlier similar publications, A 1.2: and A 21.2. 


Food and home notes (weekly). 
Nore.—See, for earlier class, A 21.33. 
Bimonthly list of publications and visuals. @ltem 92. 
Nore.—See, for earlier class, A 21.6/5. 
Census Bureau. 
Data finders. 
National Technical Information Service. 
JACS directory, NTIS Journal Article Copy Service (quarterly). @Item 188-A-6 
National Ocean Survey. 
NOS oceanographic circulatory survey reports. @ltem 191-C 
Army Department. 
Report of the Chief of Staff of the United States Army. 
Energy Department. 
Eavironmental, assessment, DOE/EA (series). 
Nore.—Replaces E 4.9:(nos.) with the same title. 
Solar energy research & development report. 
Nore.—Designated DOE/ET-0044(n0s.). See, for cartier class, ER 1.32. 
Federal Energy Regulatory Commission. 
Environmental impact statements, FERC/EIS (series). 
Energy Information Administration. 
Solar collector manufacturing activity and applications in the residential sector (semi- 
annual). 
Nore.—Designated DOE/EIA-0039/ 
National Historical Publications and Records Commission: Annual report. @Item 569-A 
Federal Register Office. 
Federal Register update (bimonthly). 
Health, Education and Welfare Department. 
Office of Income Security Policy: Technical analysis papers. 
Education Office. 
Directory of community education projects (annual). 
Awards, Higher Education Act of 1965. (P.L. 89-329) as amended title 3, strengthening 


Nore.—See, for earlier class, HE 5.92/2. 
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National Cancer Institute. 
General publications (separates). 
National Institute on Drug Abuse. 
Services research branch notes. 
H-alth Care Financing Administration. 
State tables, fiscal year, Medicaid: recipients payments and services. @ltem 512-D-2 
Nore.—This publication replaces NCSS B-4 report, HE 17.617/3: 
Children’s Bureau. 
Child abuse and neglect research: Projects and publications (semi-annual). @ltem 
4345-L-1 
Nore.—See, for earlier class, HE 1.480/3<(date). 
Aging (bimonthly). 
Nore.—See, for earlier class, HE 1.210-(a0s.). 
Annual report. 
General publications. 
Caseload statistics: State vocational rehabilitation agencies (annual). @Item 529-C 
Nore.—See, for earlier class, HE 1.611:(date). 
Housing and Urban Development Department. 
Evaluation of the urban homesteading demonstration program (annual). @ltem 581-E-23 
Residential solar program reports. 
Open-file reports. 
Nore.—Formerly classed as I 19.24CT). 
Fish and Wildlife Service. 
Wildlife update (bimonthly). 
Nore.—Issued by Alaska Area Office. 
Instream flow information papers. @Item 611-S 
Outdoor Recreation Bureau. 
National urban recreation study (series). @Item 657-B-1 
Annual report. 
General publications. 


Historic American Engineering Record publications. @ltem 646-9 
Nore.—See, for cartier class, I 29.84/2. 
Justice Department. 
United States Attorneys’ Offices, Statistical report. 
Treasury Department. 
General revenue sharing payments (quarterly). 
Nore.—Eartier publications classified T 1.2:P 29/(nos.). 
(annual). @ltem 925-G-1 
Transportation Department. 
Report DOT-I (series). 
Nore.—I = Intergo | Affairs, Technology Sharing. 
Federal Highway Administration. 
National truck characteristic report (annual). @ Item 982-G-26 
Federal Aviation Administration. 
Notices to airmen. @ Item 431-C-5 
Nore.—Replaces Airmen’s information manual, part 3A, TD 4.12-pt-3A/(date). 
United States Coast Guard. 
Report CG-B (series). 
Nore.—B= Boating. 





Corrections for Previous Monthly Catalogs 


Dec. 1936, page 1366. Taxes. Collections from selected state-imposed taxes 1930-36. . . . Change class from T 1.2:T 19/2 to T 62.2:T 19. 
Feb. 1973. Entry 17033, Background material on legislation . . . Change class to Y 4.B 22/1:D 69/3. 
Sept. 1974. Entry 09186, Proposed international air shuttle, 1974. . . . Change class to Y 4.Ap 6/2:In 8/5. 
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Oct. 1975. Entry 16292, Review of electrification processes . . . Change class to NS 1.2:E1 2. 

Apr. 1976. Entry 08411, Department and foreign service series, 150. Nineteen seventy-four report of Visa Office . . . Change class to S 
1.1/4:974. 

Aug. 1976. Entry 76-3505, Report of the Committee on Agriculture . . . Change class to Y 4.Ag 8/1:R 29. 

June 1977. Entry 77-7582, Dividends from wood research . . . Change class to A 13.27/7:W 85/15/976. 

Sept. 1977. Entry 77-9857, Women’s, misses’, and juniors’ apparel . .. Change 2d class to C 3.158:M 23 H/supp./975-76. Change 2d series 
note to (Current industrial reports; ser. M23H Supplement (SA). 

——Entry 77-9982, cotton broadwoven gray goods. . . . Change class to C 56.216:MQ-22 T.1(75)-5. 

Sept. 1977. Entry 77-11346, departmental implementation . . . Change title index II from final environmental statement to Draft 
environmental statement. 

Oct. 1977. Entry 77-13061, Woodsy Owl on hiking . . . Change class to A 13.2:Ow 4/3 and add @lItem 84. 

——Entry 77-13078, At the Northeastern Forest Experiment Station. . . . Change class to A 13.42/1:975. 

Dec. 1977. Entry 77-16064, School desegregation in Portland, Oregon . . . 1977. . . . Change class to CR 1.2:D 45/28. 

——Entry 77-16342, Victimization, fear of crime . . . Delete @Item 581-E-20. 

Jan. 1978. New Classification Numbers, p. xx. Entry T 63.118:date —— Report on foreign currencies . . . Change class to T 
63.118/2:date. 

——cCorrections for Previous Monthly Catalogs, p. xxii, Sept. 1977. Change entry 77-10533 to 77-10553 and entry 77-11310 to 77-11319. 

——Corrections for Previous Monthly Catalogs, p. xxii. Disregard the correction for Sept. 1977, entry 77-12410. This entry is listed 
correctly in the Monthly Catalog as Y 3.P 94:9 R 31. 

——List of Government Authors, p. xxvii, Interior Department . . . Change class to I 1.98:Al 8. 

——Entry 78-234, Safe pesticide use around the house . . . Change class to EP 1.2:P 43/7/977. 

——Entry 78-685, Appellate opinion writing / David D. Re . . . Change David D. Re to Edward D. Re. 

——Entry 78-686, Stare decisis / David D. Re. . .. Change David D. Re to Edward D. Re. 

Feb. 1978. Entry 78-1898, Women . . . Change class to GP 3.22/2:111/3. 

——Entry 78-2034, flood insurance study ; township of Maurice river . . . Change class to HH 10.9:M 44/2. 

——Following entry 78-2306, delete EXECUTIVE REPORTS AND DOCUMENTS, House of Representatives, Washington, DC 
20515. 

——Entry 78-2307, Wife abuse: a workshop guide . . . Change class to Y 3.W 84:10/17. 
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iii, 46 p. : maps ; 27 cm. 

Prepared in cooperation with other state agencies. 

Issued Mar. 1977. 

pbk. 


1. *Land— North Carolina. 2. *Land — Virginia. 3. 
*Water resources development— North Carolina. 4. 
*Water resources development — Virginia. I. United States. 
Forest Service. II. United States. Soil Conservation Service. 
Ill. Title. 


OCLC 3049648 


78-10293 


A 1.9:2140/7 


United States. Agricultural Research Service. 


Strawberry diseases / prepared by Agricultural Research 
Service. — [Rev. Jan. 1978.]—[Washington] : Dept. of 
Agriculture, Agricultural Research Service : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., [1978] 

20402 

27 p. ill. ; 23 cm. — (Farmers’ bulletin ; no. 2140) 

@ltem 9 

S/N 001-000-03752-8 

pbk. : $1.10 

1. *Strawberries — Diseases and pests — United States. I. 
Title. II. Series: United States. Dept. of Agriculture. Far- 
mers’ bulletin ; no. 2140. 


OCLC 3800101 


78-10294 


A 1.9:2215/3 


Ash, William J 


Raising ducks / by William J. Ash ; prepared by Agricul- 
tural Research Service. — (Slightly rev. Aug. 1969.] — 
[Washington] : Dept. of Agriculture, Agricultural Research 
Service, [1969, 1976 printing] 

20250 

ii, 14 p. : ill. ; 23 cm. — (Farmers’ bulletin ; no. 2215) 

Supersedes Farmers’ bulletin 697, Duck raising. 

Issued Sept. 1976. 

Earlier edition available for sale from the Supt. of Dos., 
U.S. Govt. Print. Off., Stock number 001-000-00070-5, price 
$0.35. 

pbk. 

1. *Ducks. I. United States. Agricultural Research Ser- 
vice. II. Title. III. Series: United States. Dept. of Agricul- 
ture. Farmers’ bulletin ; no. 2215. 


OCLC 3785633 


78-10295 


A 1.10:977 


Yearbook of agriculture. Washington, Dept. of Agriculture; for 


sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
ill. 24 cm. 
$6.50 
1926- 
Distinctive title: Gardening for food and fun 
Since 1936 each volume also has a special title. 
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Agriculture Department 


Beginning with 1930, the Yearbook is designated by the 
year in which it is published. Consequently there is no issue 
bearing date 1929. 

The statistical section was made a separate series and has 
been published since 1936 as Agricultural statistics. 

1977. 

@ltem 17 

S/N 001-000-03679-3 

ISSN 0084-3628 

Continues: Agriculture yearbook, 1923-25 

1. Agriculture — United States. 2. Agriculture — Year- 
books. IL. United States. Dept. of Agriculture. 


OCLC 2289136 


78-10296 
A 1.34:522/supp.976 
Livestock and meat statistics. Supplement. Washington, Dept. 
of Agriculture. 

20250 

v. 26 cm. (Statistical bulletin - Dept. of Agriculture ; no. 
522) 

1973- 

Data from 1973- compiled by Livestock Division, Agricul- 
tural Marketing Service; the Agricultural Estimates Division, 
Statistical Reporting Service; and the Commodity Economics 
Division, Economic Research Service. 

The supplement for 1974 was published as Statistical bul- 
letin no. 543. 

Supersedes earlier supplements, published 1964-72, to 
Statistical bulletin no.333, called Livestock and meat 
statistics. 

Supplement for 1976. 

Annual. 

@ltem 15 

Main series: Statistical bulletin - Dept. of Agriculture 

1. Animal industry — United States — Statistics — Periodi- 
cals. 2. Meat industry and trade — United States — 
Statistics — Periodicals. I. United States. Agricultural Mar- 
keting Service. II. United States. Economic Research Ser- 
vice. III. United States. Statistical Reporting Service. IV. 
Series: United States. Dept. of Agriculture. Statistical bulletin 
- Dept. of Agriculture ; no. 522. 


/ 


OCLC 1728146 


78-10297 
A 1.34:591 
United States. Crop Reporting Board. 

Milk : final estimates for 1970-74. — Washington : Dept. of 
Agriculture, Economics, Statistics, and Cooperatives Service, 
Crop Reporting Board, 1978. 

20250 

46 p. ; 26 cm. — (Statistical bulletin - Dept. of Agriculture 
; no. 591) 

Issued Feb. 1978. 

@ltem 15 

pbk. 

1. *Milk. I. Title. Il. Series: United States. Dept. of 
Agriculture. Statistical bulletin - Dept. of Agriculture ; no. 
591. 


OCLC 3779709 
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78-10298 


A 1.34:592 


United States. Crop Reporting Board. 


Stocks of grains, oilseeds, and hay : final estimates by 
states, 1969-75.— Washington : Dept. of Agriculture, 
Economics, Statistics, and Cooperatives Service, Crop Re- 
porting Board, 1978. 

20250 

73 p. ; 26 cm. — (Statistical bulletin - Dept. of Agriculture 


; no. 592) 

Issued Feb. 1978. 

pbk. 

1. *Grain — United States. 2. *Hay — United States. 3. 
*Oilseeds — United States. I. Title. Il. Series: United 
States. Dept. of Agriculture. Statistical bulletin - Dept. of 
Agriculture ; no. 592. 


OCLC 3765703 


78-10299 


A 1.34:595 


Blase, Kenneth E 


Egg and poultry price spreads, 1971-76 / Kenneth E. Blase, 
Sandra F. Lesesne. — [Washington] : Dept. of Agriculture, 
Economics, Statistics, and Cooperatives Service, 1978. 

20250 

iv, 236 p. ; 26 cm.— (Statistical bulletin - Dept. of 
Agriculture ; no. 595) 

Issued Jan. 1978. 

@ltem 15 

pbk. 

1. *Eggs — Prices — United States. 2. *Poultry — Prices 
— United States. I. Lesesne, Sandra F , joint author. Il. 
United States. Dept. of Agriculture. Economics, Statistics, 
and Cooperatives Service. Ill. Title. IV. Series: United 
States. Dept. of Agriculture. Statistical bulletin - Dept. of 
Agriculture ; no. 595. 


OCLC 3792370 


78-10300 


A 1.34:598 


United States. Crop Reporting Board. 


Meat animals : production, disposition, income : final esti- 
mates for 1970-74.— Washington : Dept. of Agriculture, 
Economics, Statistics, and Cooperatives Service, Crop Re- 
porting Board, 1978. 

20250 

35 p. ; 26 cm. — (Statistical bulletin - Dept. of Agriculture 
; no. 598) 

Issued Mar. 1978. 

@ltem 15 

pbk. 

1. *Animal products — Statistics. 2. *Meat — Statistics. 

I. Title. Il. Series: United States. Dept. of Agriculture. 
Statistical bulletin - Dept. of Agriculture ; no. 598. 


OCLC 3795443 





78-10301 
A 1.35:508/2 
United States. Agricultural Research Service. 

Bridge grafting and inarching damaged fruit trees / 
prepared by Agricultural Research Service. — Slightly rev. 
Nov. 1977. — Washington : Dept. of Agriculture, Agricul- 
tural Research Service, 1977. 

20250 

7 p.: ill. ; 23 cm. — (Leaflet - Dept. of Agriculture ; no. 
508) 

pbk. 

1. Grafting. 2. Fruit trees — United States. I. Title. II. 
Series: United States. Dept. of Agriculture. Leaflet ; no. 508. 


OCLC 3761722 


78-10302 
A 1.35:556/3 
Gladney, William J 
Controlling the brown recluse spider / by William J. Glad- 
ney ; prepared by Agricultural Research Service. — | Slightly 
rev. Jan. 1978.] — [Washington] Dept. of Agriculture, 
Agricultural Research Service : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., [1978] 
20402 
[8] p. : iL, map ; 23 x 11 cm.— (Leaflet - Dept. of 
Agriculture ; no. 556) 
@ltcm 12 
S/N 001-000-037 15-3 
pbk. : $0.60 
1. *Spiders — United States. I. United States. Agricultural 
Research Service. Il. Title. Ill. Series: United States. Dept. 
of Agriculture. Leaflet ; no. 556. 


OCLC 3765768 


78-10303 
A 1.35:565 
Gates, Norman. 

Constructing an effective anticoyote electric fence / Nor- 
man Gates ; prepared by Agricultural Research Service. — 
[Washington] : Dept. of Agriculture, Agricultural Research 
Service : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1978. 

20402 

6 p.: ill. ; 27 cm. — (Leaflet - Dept. of Agriculture ; no. 
565) 

Issued Jan. 1978. 

@ltem 12 

S/N 001-000-03755-2 

pbk. : $0.50 

1. *Coyotes — Control — United States. 2. ‘*Electric 
fences. I. United States. Agricultural Research Service. II. 
Title. Ill. Series: United States. Dept. of Agriculture. Leaflet 
> no. 565. 


OCLC 3779956 


78-10304 
A 1.36:1532 
Smith, Richard H 
Monoterpenes of ponderosa pine zylem resin in western 
United States / Richard H. Smith. — [Washington] : Dept. of 
Agriculture, Forest Service, 1977. 
20250 
iii, 48 p. : ill, maps ; 26 cm. — (Technical bulletin - Dept. 
of Agriculture ; no. 1532) 
Issued May 1977. 


Government Publications — June 1978 


Bibliography: p. 40-42. 

pbk. 

1. *Genetics. 2. *Ponderosa pinc. I. United States. 
Forest Service. Il. Title. Ill. Series: United States. Dept. of 
Agriculture. Technical bulletin ; no. 1532. 


OCLC 3568685 


78-10305 
A 1.36:1559 
Arc, a multiple pest-resistant alfalfa / by T. E. Devine ... [ct 
al.]. — | Washington] Dept. of Agriculture, Agricultural 
Research Service, 1977. 
20402 
iii, 28 p. : ill. (part. col.), maps ; 26 cm. — (Technical bul- 
Ictin - Dept. of Agriculture ; no. 1559) 
Issued Dec. 1977. 
Bibliography: p. 9. 
@ltcm 16 
pbk. 
1. Alfalfa — United States — Disease and pest resistance. 
I. Devine, T E_ Il. United States. Agricultural Research Ser- 
vice. III. Series: United States. Dept. of Agriculture. Techni- 
cal bulletin ; no. 1559. 


OCLC 3621313 


78-10306 
A 1.36:1566 


Humpherys, Allan S 
Cast-in-place 2-foot concrete trapezoidal flow-measuring 
flumes / by A. S. Humpherys and J. A. Bondurant. — 
[Washington] : Dept. of Agriculture, Agricultural Research 


Service, [1977] 

20250 

43 p.: ill. ; 26 cm.— (Technical bulletin - Dept. of 
Agriculture ; no. 1566) 

Prepared in cooperation with Idaho Agricultural Experi- 
ment Station. 

Issued Nov. 1977. 

@ltcm 16 

pbk. 

1. *Flumes. 2. *Water — Distribution. I. Bondurant, J A 
, joint author. II. United States. Agricultural Research Ser- 
vice. Ill. Idaho. Agricultural Experiment Station, Moscow. 
IV. Title. V. Series: United States. Dept. of Agriculture. 
Technical bulletin ; no. 1566. 


OCLC 3621482 


78-10307 
A 1.38:1357 
Phelps, Robert B 
The demand and price situation for forest products, 1976- 
77 / by Robert B. Phelps. — [Washington] : Dept. of Agricul- 
ture, Forest Service, 1977. 
20250 
iv, 95 p. : ill. ; 26 cm.— (Miscellaneous publication - 
Dept. of Agriculture ; no. 1357) 
Issued Dec. 1977. 
Bibliography: p. 33-37 
@ltem 13-A 
pbk. 
1. *Forest products — United States. I. United States. 
Forest Service. Il. Title. Ill. Series: United States. Dept. of 
Agriculture. Miscellaneous publication ; no. 1357. 


OCLC 3795430 





Agriculture Department 


78-10308 
A 1.38:1364 
United States. Agricultural Research Service. 
Three-bedroom framchouse.— Washington : Dept. of 
Agriculture, Agricultural Research Service, 1978. 
20250 
{2] p. : ill. ; 28 cm. — (Miscellaneous publication - Dept. 
of Agriculture ; no. 1364) 
Cooperative farm building plan exchange, plan no. 7209. 
Information incorrect in publication as the sale by Supt. of 
Docs. 
@ltcem 13-A 
pbk. 
1. *Architecture — United States — Designs and plans. I. 
Title. Ul. Series: United States. Dept. of Agriculture. Miscel- 
laneous publication ; no. 1364. 


OCLC 3793292 


78-10309 
A 1.68:994/3 
United States. Agricultural Research Service. 

Know your Agricultural Research Service. — [Rev. Aug. 
1976.] — | Washington] : Dept. of Agriculture, Agricultural 
Research Service, [1976] 

20250 

26 p. : ill., map ; 23 x 11 cm. — (Program aid ; no. 994) 

pbk. 

1. United States. Agricultural Research Service. I. Title. 
ll. Series: United States. Dept. of Agriculture. Program aid ; 
no. 994. 


OCLC 3761695 


78-10310 
A 1.75:412 
United States. Forest Service. 

How trees help clean the air. — [Washington] : Dept. of 
Agriculture, Forest Service : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., [1977] 

20402 

10 p. : ill. ; 26 cm. — (Agriculture information bulletin ; 
no. 412) 

Issued Dec. 1977. 

S/N 001-000-03746-3 

pbk. : $0.80 

1. Air — Pollution — United States. 2. Trees — United 
States. I. Title. Il. Series: United States. Dept. of Agricul- 
ture. Agriculture information bulletin ; no. 412. 


OCLC 3761681 


78-10311 
A 1.76:54/978 
United States. Agricultural Research Service. Dairy Laboratory. 
Cheese varieties and descriptions. — Slightly rev. Jan. 
1978. — Washington Dept. of Agriculture, Agricultural 
Research Service, Eastern Regional Research Center, Dairy 
Laboratory : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1978. 
20402 
ISI p. ; 23 cm. — (Agriculture handbook ; no. 54) 
Bibliography: p. 141-143. 
@ltcem 3 
S/N 001-000-03737-4 
pbk. : $2.75 


Page 4 


1. *Cheese — Varieties. I. Title. IL. Series: United States. 
Dept. of Agriculture. Agriculture handbook ; no. 54. 


OCLC 3782268 


78-10312 


A 1.76:516 


Adhesives in building construction / compiled by Robert H. 


Gillespie, David Countryman, and Richard F. Blomquist. — 
| Washington] : Dept. of Agriculture, Forest Service : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

iv, 160 p. : ill. ; 27 cm.— (Agriculture handbook ; no. 
516) 

Issued Feb. 1978. 

Includes bibliographies. 

@ltem 3 

S/N 001-000-037 12-9 

pbk. : $3.25 

1. *Adhesives — Handbooks, manuals, etc. I. Gillespie, 
Robert H_ II. Countryman, David III. Blomquist, Richard F 
IV. United States. Forest Service. V. Series: United States. 
Dept. of Agriculture. Agriculture handbook ; no. 516. 


OCLC 3795406 


78-10313 


A 1.76:524 


Handbook of agricultural charts. Washington, Dept. of Agricul- 


ture; [for sale by the Supt. of Docs., U.S. Govt. Print. Off.] 

20402 

v. ill. 23-28 cm. (Agriculture handbook ; no. 524) 

$3.00 

1963- 

Lists charts issued by the Department's Economic 
Research, Statistical Reporting, Agricultural Research, and 
Foreign Agricultural Services. 

1977. 

Annual. 

@ltem 3 

S/N 001-000-03738-2 

Main series: Agriculture handbook 

Supersedes: Agricultural outlook chartbook 1929-63 

1. Agriculture — Charts, diagrams, etc. 2. Agriculture — 
United States — Statistics. I. United States. Dept. of 
Agriculture. Il. Series: United States. Dept. of Agriculture. 
Agriculture handbook ; no. 524. 


OCLC 2484189 


78-10314 
A 1.77:118/5 
United States. Agricultural Research Service. 

Beef and veal in family meals : a guide for consumers / 
prepared by Agricultural Research Service ; prepared by 
Consumer and Food Economics Institute. — [Slightly rev. 
Jan. 1978.] — [Washington] : Dept. of Agriculture, Agricul- 
tural Research Service, [1978] 

20250 

38 p. ill. ; 23 cm. — (Home and garden bulletin ; no. 118) 

@ltem 11 

pbk. 

1. *Cookery (Beef) 2. *Cookery (Veal) I. Title. Il. Se- 
ries: United States. Dept. of Agriculture. Home and garden 
bulletin ; no. 118. 


OCLC 3765980 





78-10315 


A 1.77:119/4 
United States. Agricultural Research Service. 

Storing vegetables and fruits in basements, cellars, out- 
buildings, and pits / prepared by Agricultural Research Ser- 
vice. —[Rev. Apr. 1970, slightly rev. Jan. 1978.] — 
| Washington] : Dept. of Agriculture, Agricultural Research 
Service, 1978. 

20250 

ii, 18 p. : ill. ; 24 cm. — (Home and garden bulletin ; no. 
119) 

@ltcm |! 

pbk. 

1. *Fruit — United States — Storage. 2. *Vegetables — 
United States — Storage. I. Title. Il. Series: United States. 
Dept. of Agriculture. Home and garden bulletin ; no. 119. 


OCLC 3779796 


78-10316 


A 1.77:122/5 
United States. Agricultural Research Service. 

Controlling wasps / prepared by Agricultural Research Ser- 
vice. — Rev. Feb. 1978. — [Washington] : Dept. of Agricul- 
ture, Agricultural Service : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978. 

20402 

8 p.: ill. ; 23 cm. — (Home and garden bulletin ; no. 122) 

@ltem 11 

S/N 001-000-03757-9 

pbk. : $0.60 

1. *Wasp control — United States. I. Title. Il. Series: 
United States. Dept. of Agriculture. Home and garden bul- 
letin ; no. 122. 


OCLC 3803369 


78-10317 


A 1.77:161/2 
United States. Agricultural Research Service. Consumer and 
Food Economics Institute. 

Apples in appealing ways / prepared by Consumer and 
Food Economics Institute. — Rev. Nov. 1977. — Washington 
: Dept. of Agriculture, Agricultural Research Service, Con- 
sumer and Food Economics Institute : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1977. 

20402 

20 p. : ill. ; 23 cm.— (Home and garden bulletin ; no. 
161) 

@ltcm 11 

S/N 001-000-03665-3 

pbk. : $1.00 

1. *Apple. 2. *Cookery (Apples) I. Title. Il. Series: 
United States. Dept. of Agriculture. Home and garden bul- 
letin ; no. 161. 


OCLC 3782348 


78-10318 


A 1.77:167/3 
United States. Food Safety and Quality Service. 

How to buy canned and frozen vegetables / prepared by 
Food Safety and Quality Service. — Rev. Jan. 1975, slightly 
rev. Nov. 1977. — [Washington] : Dept. of Agriculture, Food 
Safety and Quality Service : for sale by the Supt. of Docs, 
U.S. Govt. Print. Off., 1977. 

20402 

23 p. : ill. (part. col.) ; 23 x 10 cm. — (Home and garden 
bulletin ; no. 167) 


Government Publications — June 1978 


@ltcem 11 

S/N 001-000-00825-1 

pbk. : $0.45 

1. *Vegetables, Canned. 2. *Vegetables, Frozen. I. Title. 
Il. Serics: United States. Dept. of Agriculture. Home and 
garden bulletin ; no. 167. 


OCLC 3779738 


78-10319 
A 1.77:223 
Wargo, Philip M 
Defoliation by the gypsy moth : how it hurts your trec : 
gypsy moth handbook / by Philip M. Wargo. — [ Washington] 
: Dept. of Agriculture : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 
20402 
15 p. : col. ill. ; 23 cm. — (Home and garden bulletin ; no. 
223) 
Combined forest pest research and program development. 
Issued Jan. 1978. 
@ltcm 11 
S/N 001-000-03747-1 
pbk. : $0.90 
1. *Defoliation. 2. *Gipsy-moth — United States. I. 
United States. Dept. of Agriculture. II. Title. III. Series: 
United States. Dept. of Agriculture. Home and garden bul- 
letin ; no. 223. 


OCLC 3782334 


78-10320 
A 1.82:1082 
United States. Agricultural Research Service. 

Lettuce temperatures in a van container with a reverse air- 
flow circulation system / prepared by Agricultural Research 
Service. — [Washington] : Dept. of Agriculture, Agricultural 
Research Service, [1978] 

20250 

4 p. : ill. ; 26 cm.— (Marketing research report ; no. 
1082) 

Issued Jan. 1978. 

@ltem 13-B 

pbk. 

1. *Lettuce — Transportation. I. Title. II. Series: United 
States. Dept. of Agriculture. Marketing research report ; no. 
1082. 


OCLC 3792575 


78-10321 
A 1.82:1088 
United States. Agricultural Research Service. 

Factors affecting the storage life of Bartlett, Magness, and 
Moonglow pears / prepared by Agricultural Research Ser- 
vice. — [Washington] : Dept. of Agriculture, Agricultural 
Research Service, [1978] 

20250 

ii, 14 p. ; 26 cm.— (Marketing research report ; no. 
1088) 

Issued Jan. 1978. 

Bibliography: p. 12-14. 

@ltcm 13-B 

1. *Pear — Storage. I. Title. Il. Series: United States. 
Dept. of Agriculture. Marketing research report ; no. 1088. 


OCLC 3779754 
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78-10322 FOREST SERVICE 
A 1.107:389 Agriculture Dept. 
United States. Dept. of Agriculture. Economic Rescarch Ser- Washington, DC 20250 


vice. 
Commodity program provisions under the Food and 78-10325 


Agriculture Act of 1977. — [Washington] : Dept. of Agricul- 


ture, Economic Research Service, [1977 . . ’ 
Beach camping : back country adventures in Alaska’s na- 


20250 : 
' . tional forests. — [Washington : Dept. of Agriculture, Forest 
v, 31 p. ; 26 cm.— (Agricultural economic report ; no. Service, 1977?] 


389) 20250 
Issued Oct. 1977. folder [10] p. : ill. ; 23 cm. 
@ltem 42-C Prepared by Gary Constantine. 
pbk. pbk. 
1. *Agricultural laws and Icgislation — United States. 2. 1. “Camping — Alaska. I. Constantine, Gary. II. Title. 
*Disaster rclicf — United States. 3. *Price regulation — 
United States. I. Title. II. Series: United States. Dept. of OCLC 3803289 
Agriculture. Agricultural cconomic report ; no. 389. 78-10326 


A 13.2:Al 1 s/6 
United States. Forest Service. 


A 13.2:F 52/2 
OCLC 3717633 United States. Forest Service. 
78-10323 Fish and wildlife management plan : Hoosier National 
Forest, Indiana. — [Washington] : Dept. of Agriculture, 


Sincen, Themes F A 1.107396 Forest Service, 1977. 
2 : 20250 


Coal development in the northern Great Plains : the im- iv, 10 p. : ill., map ; 27 cm. 
pact on revenues of state and local governments / Thomas F. Prepared in cooperation with Indiana Department of Natu- 
Stinson, Stanley W. Voclker.— [Washington] : Dept. of ral Resources. 
Agriculture, Economics, Statistics, and Cooperatives Service, @ltem 84 
[1978] pbk. 
20250 1. *Fishery management — Indiana. 2. *Wildlife manage- 
ii, 66 p. ; 26 cm. — (Agricultural economic report ; no. ment — Indiana. 3. *Hoosier National Forest, Ind. I. Indi- 
394) ana. Dept. of Natural Resources. II. Title. 


Prepared in cooperation with U.S. Environmental Protec- 
tion Agency, University of Minnesota, and North Dakota OCLC 3744707 
State University, under contract EPA-IAG-D6-E766. 78-10327 
Issued Jan. 1978. A 13.2:Si 3/4 
@ltem 42-C United States. Forest Service. Timber Management Research. 
pbk. Uneven-ages silviculture and management in the United 
1. *Coal — Great Plains. I. Voelker, Stanley W , joint States : combined proceedings of two in service workshops 
held in Morgantown, West Virginia, July 15-17, 1975, and in 
Statistics, and Cooperatives Service. Ill. Title. IV. Series: Redding, California, October 19-21, 1976. — Washington : 
United States. Dept. of Agriculture. Agricultural economic Dept. of Agriculture, Forest Service, Timber Management 
report ; no. 394. yy [1978] 


iv, 234 p. : ill., maps ; 28 cm. 
OCLC 3693775 Issued Feb. 1978. 


author. Il. United States. Dept. of Agriculture. Economics, 


78-10324 Includes bibliographies. 


A 1.107:399 @ltem 84 
pbk. 
1. *Forest management — United States. 2. *Forests and 


forestry — United States. I. Title. 


Eichers, Theodore R 
Evaluation of pesticide supplies and demand for 1978 / 
Theodore R. Eichers, Paul A. Andrilenas. — [Washington] : 
Dept. of Agriculture, Economics, Statistics, and Cooperatives OCLC 3800001 
Service, [1978] 
20250 78-10328 
vi, 20 p. : ill. ; 26 cm.— (Agricultural economic report ; A 13.10:977 
no. 399) Land areas of the National forest system. [Washington] Dept. 
Issued Mar. 1978. of Agriculture, Forest Service. 
20250 
Geen 63-C map 15 x 24 cm. 


x ' 1977- 
1. *Pesticides. I. Andrilenas, Paul A_ II. United States. Running title: National forest areas report 


Dept. of Agriculture, Economics, Statistics, and Cooperatives Report year ends Sept. 30. 
Service. Ill. Title. IV. Series: United States. Dept. of 1977. 
Agriculture. Agricultural economic report ; no. 399. Annual. 
@ltem 84 
OCLC 3795351 Continues: National forest system areas 1966-76 
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1. Forest reserves — United States — Statistics — Periodi- 
cals. I. United States. Forest Service. 


OCLC 3792604 


78-10329 
A 13.27/7:W 85/15/976-2 
United States. Forest Products Laboratory, Madison, Wis. 
Dividends from wood research, recent publications of the 
Forest Products Laboratory, Forest Service, USDA. 
|Madison, Wis., Dept. of Agriculture, Forest Service], Forest 
Products Laboratory. 
P.O. Box 1530, N. Walnut St., 53705 
ill. 22 cm. 


July 1976. 

Semiannual. 

1. Wood 
Forestry research — Bibliography — Periodicals. 


research — Bibliography — Periodicals. 2. 
I. Title. 


OCLC 2854562 


78-10330 
A 13.32/3:976 
National forests fire report. Washington, Dept. of Agriculture, 
Forest Service. 
20250 
ill. 27 cm. 
1969- 
1976. 
@ltcm 82-D-6 
Continues: Annual fire report for the National forests 
1960-68 
1. Forest fires — United States — Statistics — Periodicals. 
I. United States. Forest Service. 


OCLC 2580664 


78-10331 
A 13.40/8-3:976 
United States. Southern Forest Experiment Station, New Orle- 
ans, La. 

Publications - Southern Forest Experiment Station. New 
Orleans, La., Dept. of Agriculture, Forest Service, Southern 
Forest Experiment Station. 

T-10210 Federal Bldg., 701 Loyola Ave., 70113 

27 cm. 

Title varies slightly. 

1976. 

Annual. 

@ltem 82-D-4 

ISSN 0149-9769 

1. Forestry research — Southern States — Bibliography. 2. 
Forests and forestry — Southern States — Bibliography. 

Key Title: Publications of the Southern Forest Experiment 
Station I. Title. 


OCLC 3107692 


78-10332 
A 13.49/4-2:Ai 7 
United States. Forest Service. Equipment Development Center. 
Equip tips : equipment-mounted air filtering system. — 
Missoula, Mont. Dept. of Agriculture, Forest Service, 
Equipment Development Center, 1976. 
59801 
[1] p.: ill. ; 27 cm. 
Issued Feb. 1976. 
pbk. 


Government Publications — June 1978 
1. Industrial equipment — United States. I. Title. IL. 
Title: Equipment-mounted air filtering system. 


OCLC 3762062 


78-10333 
A 13.49/4-2:T 67 
United States. Forest Service. Equipment Development Center. 
Equip tips : tractor light kit. — Missoula, Mont. : Dept. of 
Agriculture, Forest Service, Equipment Development Center, 
1975. 
59801 
[1] p.: ill. ; 27 cm. 
Issued May 1975. 
pbk. 
1. Bulldozers — Equipment and supplies. I. 
Title: Tractor light kit. 


Title. Il. 


OCLC 3762035 


78-10334 
A 13.49/5:976-77 
Equipment development & test program. Washington, Dept. of 
Agriculture, Forest Service. 
20250 
ill. 27 cm. 
1970- 
Spine title: ED & T program, progress, plans 
Progress fiscal year 1976/1976T, plans fiscal year 1977. 
Annual. 
@ltem 82-D-1 
1. Forest machinery — Testing — Periodicals. 2. Forestry 
enginecring — Periodicals. I. United States. Forest Service. 


OCLC 2532858 


78-10335 
A 13.51/2:974 
Forest planting, seeding, and silvical treatments in the United 
States. Washington, Dept. of Agriculture, Forest Service. 
20250 
26 cm. 
1974 report. 
ISSN 0147-9075 
Continues: Forest and windbarrier planting and seeding in 
the United States 
1. Afforestation — United States — Statistics — Periodicals. 
2. Reforestation — United States — Statistics — Periodicals. 
I. United States. Forest Service. 
PAR 
OCLC 3107475 


78-10336 
A 13.52/2:975 
Forest insect and disease conditions in the United States. 
Washington, Dept. of Agriculture, Forest Service. 
20250 
ill. 26 cm. 
1971- 
1975. 
Annual. 
@ltem 82-B 
ISSN 0160-5143 
Continues: Forest insect conditions in the United States 
1957-70 ISSN 0502-1162 
1. Forest insects — United States — Periodicals. 2. Trees 
— Diseases and pests— United States — Periodicals. 1. 
United States. Forest Service. 


OCLC 2096739 





Forest Service — Agriculture Dept. 


78-10337 Issued July 1976. 
A 13.52/6:976 @ltem 84 
Forest pest conditions in the Pacific Northwest. [ Portland, pbk. 
Ore.] Dept. of Agriculture, Forest Service, Pacific Northwest 1. *Slash (Logging) 2. *Timber— Pacific States. I. 
Region, State and Private Forestry, Insect and Discase Title. 
Management. 
P.O. Box 3623, 97208 
ill. 27 cm. 
ives- a ik 78-10341 
Vols. for 19 -1973 issucd by the Division of Timber A 13.66/12:D 36/3 
Management, Insect and Disease Control Branch. 
Aho, Paul E 
1976. 
Annual. 
Continucs: Forest insect conditions in the Pacific 
Northwest 1947-67 z 3132012 
1. Forest insects — Oregon — Periodicals. 2. Forest in- 
sects — Washington (State) — Periodicals. 3. Trees — Dis- 97208 
cases and pests. I. United States. Forest Service. Pacific 10 p. : ill. ; 8 x 24 cm. 
Northwest Region. @ltcm 86-C 
pbk. 
OCLC 3013057 1. *Fir— Defects. I. Hadfield, Jim, joint author. II. 
78-10338 United States. Pacific Northwest Forest and Range Experi- 
A 13.52/9:974 ment Station, Portland, Or. Ill. United States. Forest Ser- 
Forest pest conditions in the Northeast. Upper Darby, Pa., vice. IV. Title. 
Dept. of Agriculture, Forest Service, Northeastern Area, 
State and Private Forestry. OCLC 3782310 
19082 
ill. 27 cm. 78-10342 
Cover title. A 13.66/12:P 69 
1974. Robuck, O Wayne. 
ISSN 0160-6492 The common plants of the hemlock-spruce forests of 
1. Trees — Diseases and pests — Northeastern States — Alaska / O. Wayne Robuck.— [Portland Or.] : Dept. of 


OCLC 3782368 


How to estimate defect in white fir in south-central Oregon 
/ by Paul Aho and Jim Hadfield. — Portland, Or. : Dept. of 
Agriculture, Forest Service, Pacific Northwest Forest and 
Range Experiment Station, Information Services, 1975. 


Feresaseus. 2. races egg at Northeastern States — Agriculture, Forest Service, Pacific Northwest Forest and 
Periodicals. I. United States. Forest Service. Northeastern 
Arca, State and Private Forestry. 

y 97208 


Range Experiment Station, 1977. 


67 p. : ill. ; 23 cm. 
Issued Oct. 1977. 


78-10339 
A 13.62/11:976 Ghem 86-C 
pbk. 


United States. Pacific Southwest Forest and Range Experiment , 
Station, Berkeley, Calif. 1. *Forests and forestry — Alaska. I. United States. 
Publications - Pacific Southwest Forest and Range Experi- Pacific Northwest Forest and Range Experiment Station, Por- 
ment Station. Berkeley, Calif., Dept. of Agriculture, Forest tland, Or. Il. United States. Forest Service. Ill. Title. 
Service, Pacific Southwest Forest and Range Experiment Sta- 
tion. OCLC 3637315 
94701 
27 cm. 
1976. 
Includes indexes. Lutz, John F 
Annual. Spin-out of veneer blocks during rotary cutting of veneer / 
Continues: Staff publications - Pacific Southwest Forest by John F. Lutz and Robert A. Patzer. — Madison, Wis. : 
and Range Experiment Station 1958-59 Dept. of Agriculture, Forest Service, Forest Products Labora- 
1. Forests and forestry — Pacific States — Bibliography — tory, 1976. 
Periodicals. 2. Forestry research — Pacific States — Bibliog- 53705 
raphy — Periodicals. ¢. Title. 23 p. : ill. ; 27 cm.— (USDA Forest Service research 
OCLC 3803188 paper EFL, 5 S78) 
Bibliography: p. 23. 
78-10340 pbk. 
/ A 13.66/2:T 48/3 1. *Lathes. 2. *Torque. I. Ratzer, Robert A , joint 
United States. Forest Service. . 
A management contract to improve timber sale slash treat- cues. ca ‘ va epee —— be “ene Lasseqaeyy. 
Madison, Wis. III. United States. Forest Service. IV. Title. 


ment : brush disposal activity review action plan and report : ‘ y P 
Pacific Northwest Region. — Washington : Dept. of Agricul- V. Series: United States. Forest Products Laboratory, Madis- 
turc, Forest Service, 1976. on, Wis. USDA Forest Service research paper FPL ; 278. 
20250 
65 p. : ill. ; 26 cm. OCLC 3787179 


OCLC 3145258 


78-10343 
A 13.78:FPL-278 
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78-10344 


A 13.78:FPL-282 
Myers, Gary C 

How fiber acidity affected functional properties of dry- 
formed hardboards / by Gary C. Myers. — Madison, Wis. : 
Dept. of Agriculture, Forest Service, Forest Products Labora- 
tory, 1977. 

53705 

8 p. ; 27 cm.— (USDA Forest Service research paper 
FPL ; 282) 

Bibliography: p. 8. 

pbk. 

1. *Curing. 2. *Hardboard. I. United States. Forest 
Products Laboratory, Madison, Wis. II. United States. 
Forest Service. Ill. Title. IV. Series: United States. Forest 
Products Laboratory, Madison, Wis. USDA Forest Service 
research paper FPL ; 282. 


OCLC 3787157 


78-10345 


A 13.78:FPL-283 


Gerhards, Charles C 


Effect of duration and rate of loading on strength of wood 
and wood-based materials / by Charles C. Gerhards. — 
Madison, Wis. : Dept. of Agriculture, Forest Service, Forest 
Products Laboratory, 1977. 

$3705 

24 p. : ill. ; 27 cm.— (USDA Forest Service research 
paper FPL ; 283) 

Bibliography: p. 22-24. 

pbk. 

1. *Loading and unloading. 2. *Wood. I. United States. 
Forest Products Laboratory, Madison, Wis. II. United 
States. Forest Service. Ill. Title. IV. Series: United States. 
Forest Products Laboratory, Madison, Wis. USDA Forest 
Service research paper FPL ; 283. 


OCLC 2820482 


Government Publications — June 1978 


78-10347 


A 13.78:FPL-286 


Ramaker, Terry J 


High-performance structural flakeboards from Douglas-fir 
and lodgepole pine forest residues / by Terry J. Ramaker and 
William F. Lehmann. — Madison, Wis. : Dept, of Agriculture, 
Forest Service, Forest Products Laboratory, 1976, 

53705 

20 p. : ill. ; 27 cm.— (USDA Forest Service research 
paper FPL. ; 286) 

pbk. 

1. *Forest litter. 2. *Particle board. I. Lehmann, Wil- 
liam F , joint author. II. United States, Forest Products 
Laboratory, Madison, Wis. III. United States. Forest Ser- 
vice. IV. Title. V. Serics: United States. Forest Products 
Laboratory, Madison, Wis. USDA Forest Service research 
paper FPL ; 286. 


OCLC 3787077 


78-10348 


A 13,78:NC-148 


Mech, L David 


Role of the wolf in a deer decline in the Superior National 
Forest / L. Daid Mech and Patrick D. Karns. — [St. Paul, 
Minn.] : Dept. of Agriculture, Forest Service, North Central 
Forest Experiment Station, 1977. 

55108 

23 p. : ill, maps ; 27 cm.— (USDA Forest Service 
research paper NC ; 148) 

Bibliography: p. 22-23. 

@ltem 83-B 

pbk. 

1. Deer — Minnesota. 2. Wolves — Minnesota. I. Karns, 
Patrick D , joint author. II. United States. North Central 
Forest Experiment Station, St. Paul. Ill, United States. 
Forest Service. IV. Title. V. Series: United States. North 
Central Forest Experiment Station, St Paul. USDA Forest 
Service research paper NC ; 148. 


OCLC 3761780 


78-10349 
78-10346 A 13.78:NC-149 
Johnson, Paul S 


Predicting oak stump sprouting and sprout development in 


A 13.78:FPL-284 
Steinmetz, P E 


Resin systems and glass reinforcements to improve dry- 
formed hardboards / by P. E. Steinmetz. — Madison, Wis. : 
Dept. of Agriculture, Forest Service, Forest Products Labora- 
tory, 1977. 

$3705 

11 p. : ill. ; 27 cm.— (USDA Forest Service research 
paper FPL ; 284) 

pbk. 

1. *Gums and resins. 2. *Hardboard. I. United States. 
Forest Products Laboratory, Madison, Wis. Il. United 
States. Forest Service. Ill. Title. IV. Series: United States. 
Forest Products Laboratory, Madison, Wis. USDA Forest 
Service research paper FPL ; 284. 


OCLC 3783325 


the Missouri Ozarks / Paul S, Johnson. — [St. Paul, Minn.] : 
Dept. of Agriculture, Forest Service, North Central Forest 
Experiment Station, 1977. 

55108 

11 p. : ill. ; 27 cm.— (USDA Forest Service research 
paper NC ; 149) 

Bibliography: p. 10-11. 

@ltem 83-B 

pbk. 

1. *Oak. I. United States. North Central Forest Experi- 
ment Station, St. Paul. Il. United States. Forest Service. 
lll. Title. IV. Series: United States. North Central Forest 
Experiment Station, St. Paul. USDA Forest Service research 
paper NC ; 149. 


OCLC 3761566 





Forest Service — Agriculture Dept. 


78-10350 
A 13.78:NE-385 
Garrett, Lawrence D 

Processing maple syrup with a vapor compression distiller : 
an economic analysis / by Lawrence D. Garrett. — Upper 
Darby, Pa. : Dept. of Agriculture, Forest Service, Northeast- 
ern Forest Experiment Station, 1977. 

19082 

12 p. : ill. ; 27 cm.— (USDA Forest Service research 
paper NE ; 385) 

Bibliography: p. 12. 

@ltcm 83-B 

pbk. 

1. *Maple syrup. I. United States. Northeastern Forest 
Experiment Station, Upper Darby, Pa. Il. United States. 
Forest Service. Ill. Title. IV. Serics: United States. 
Northeastern Forest Experiment Station, Upper Darby, Pa. 
USDA Forest Service rescarch paper NE ; 385. 


OCLC 3783262 


78-10351 
A 13.78:NE-393 
Black walnut on Kansas strip mince spoils : some observations 
25 years after pruning / by Alex L. Shigo ... [ct al.].— 
Broomall, Pa. : Dept. of Agriculture, Forest Service, 
Northeastern Forest Experiment Station, 1978. 

19008 

14 p. : ill. ; 27 cm.— (USDA Forest Service research 
paper NE ; 393) 

Bibliography: p. 14. 

@ltcm 83-B 

pbk. 

1. *Eastern black walnut. 2. *Strip mining — Kansas. I. 
Shigo, Alex L_ II. United States. Northeastern Forest Experi- 
ment Station, Upper Darby, Pa. Ill. United States. Forest 
Service. IV. Series: United States. Northeastern Forest Ex- 
periment Station, Upper Darby, Pa. USDA Forest Service 
research paper NE ; 393. 


OCLC 3792519 


78-10352 
A 13.78:NE-394 
Lamson, Neil I 

Response to crop-tree release : sugar maple, red oak, black 
cherry, and ycllow-poplar saplings in a 9-year-old stand / by 
Neil I. Lamson and H. Clay Smith. — Broomall, Pa. : Dept. 
of Agriculture, Forest Service, Northeastern Forest Experi- 
ment Station, 1978. 

19008 

8 p.: ill. ; 27 em. — (USDA Forest Service research paper 
NE ; 394) 

Bibliography: p. 8. 

@licm 83-B 

pbk. 

1. Clear-cutting — West Virginia. 1. Smith, H Clay, joint 
author. Il. United States. Northeastern Forest Experiment 
Station, Upper Darby, Pa. III. United States. Forest Service. 
IV. Title. V. Series: United States. Northeastern Forest Ex- 
periment Station, Upper Darby, Pa. USDA Forest Service 
research paper NE ; 394. 


OCLC 3761662 
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78-10353 


A 13.78:NE-395 


Grisez, Ted J 


Pruning black cherry in understocked stands / by Ted J. 
Grisez. — Broomall, Pa. : Dept. of Agriculture, Forest Ser- 
vice, Northeastern Forest Experiment Station, 1978. 

19008 

9 p.: ill. ; 27 cm. — (USDA Forest Service research paper 
NE ; 395) 

Bibliography: p. 9. 

@ltcm 83-B 

pbk. 

1. *Cherry — Pennsylvania. I. United States. Northeastern 
Forest Experiment Station, Upper Darby, Pa. Il. United 
States. Forest Service. Ill. Title. IV. Series: United States. 
Northeastern Forest Experiment Station, Upper Darby, Pa. 
USDA Forest Service rescarch paper NE ; 395. 


OCLC 3779881 


78-10354 


A 13.78:PNW-229 


Aho, Paul E 


Decay of grand fir in the Blue Mountains of Oregon and 
Washington / Paul E. Aho. — Portland, Or. : Dept. of 
Agriculture, Forest Service, Pacific Northwest Forest and 
Range Experiment Station, 1977. 

97208 

17 p. : iL, map ; 27 cm.— (USDA Forest Service 
research paper PNW ; 229) 

Includes bibliographical references. 

@ltem 83-B 

pbk. 

1. *Fir— Diseases and pests. I. United States. Pacific 
Northwest Forest and Range Experiment Station, Portland, 
Or. Il. United States. Forest Service. Ill. Title. IV. Series: 
United States. Pacific Northwest Forest and Range Experi- 
ment Station, Portland, Or. USDA Forest Service research 
paper PNW ; 229. 


OCLC 3761550 


78-10355 


A 13.78:SE-173 


Beck, Donald E 


Growth and development of thinned versus unthinned yel- 
low-poplar sprount clumps / by Donald E. Beck. — Asheville, 
N.C. : Dept. of Agriculture, Forest Service, Southeastern 
Forest Experiment Station, 1977. 

28802 

11 p. : i. ; 27 cm.— (USDA Forest Service research 
paper SE ; 173) 

Issued Dec. 1977. 

pbk. 

1. Forest thinning. 2. Poplar —North Carolina. I. 
United States. Southeastern Forest Experiment Station, 
Asheville, N.C. Il. United States. Forest Service. III. Title. 
IV. Series: United States. Southeastern Forest Experiment 
Station, Asheville, N.C. USDA Forest Service research paper 
SE ; 173. 


OCLC 3761977 





78-10356 


A 13.78:SE-174 
Hough, W A 

Predicting fire behavior in palmetto-gallberry fuel com- 
plexes / by W. A. Hough and F. A. Albini. — [Asheville, 
N.C.] : Dept. of Agriculture, Forest Service, Southeastern 
Forest Experiment Station, [1978] 

28802 

44 p. : ill. ; 27 cm.— (USDA Forest Service research 
paper SE ; 174) 

Issued Jan. 1978. 

Bibliography: p. 43-44. 

@ltem 83-B 

pbk. 

1. *Forest fire research — Southern States. I. Albini, F A 
, jt. auth. II. United States. Southeastern Forest Experiment 
Station, Asheville, N.C. III. United States. Forest Service. 
IV. Title. V. Series: United States. Southeastern Forest Ex- 
periment Station, Asheville, N.C. USDA Forest Service 
research paper SE ; 174. 


OCLC 3739570 


78-10357 


A 13.78:SE-179 
McAlister, Robert H 

Yield of southern pine veneer suitable for composite 
lumber and panels / by Robert H. McAlister, Michael A. 
Taras. — [ Asheville, N.C.] : Dept. of Agriculture, Forest Ser- 
vice, Southeastern Forest Experiment Station, 1978. 

28802 

iv, 1S p. : ill. ; 27 cm.— (COM-PLY report 9) (USDA 
Forest Service reseach paper SE ; 179) 

Prepared in cooperation with U.S. Dept. of Housing and 
Urban Development, Division of Energy, Building Technolo- 
gy, and Standards. 

Issued Jan. 1978. 

Bibliography: p. 7. 

@ltem 83-B 

pbk. 

1. *Veneers and veneering. I. Taras, Michael A , joint 
author. II. United States. Southeastern Forest Experiment 
Station, Asheville, N.C. III. United States. Forest Service. 
IV. United States. Division of Energy, Building Technology, 
and Standards. V. Title. VI. Series. VII. Series: United 
States. Southeastern Forest Experiment Station, Asheville, 
N.C. USDA Forest Service research paper SE ; 179. 


OCLC 3785690 


78-10358 


A 13.78:SO-124 

Populus : a bibliography of world literature, 1964-1974 / com- 
piled by Earl D. Hart. — [New Orleans] : Dept. of Agricul- 
ture, Forest Service, Southern Forest Experiment Station, 
1976. 

70113 

6, 227 p. ; 27 cm.— (USDA Forest Service research 
paper SO ; 124) 

pbk. 

1. Poplar — Bibliography. I. Hart, Earl D II. United 
States. Southern Forest Experiment Station, New Orleans, 
La. Ill. United States. Forest Service. IV. Series: United 
States. Southern Forest Experiment Station, New Orleans, 
La, USDA Forest Service research paper SO ; 124. 


OCLC 3125199 


Government Publications — June 1978 


78-10359 
A 13.78:SO-126 
Anderson, Walter C 

A method for appraising multiple-product sales of southern 
pine stumpage / Walter C. Anderson. — [New Orleans, La.] : 
Dept. of Agriculture, Forest Service, Southern Forest Experi- 
ment Station, 1976. 

70113 

9 p. : ill. ; 27 cm. — (USDA Forest Service research paper 
SO ; 126) 

Includes bibliographical references. 

pbk. 

1. *Longleaf pine. I. United States. Southern Forest Ex- 
periment Station, New Orleans, La. II. United States. Forest 
Service. Ill. Title. IV. Series: United States. Southern 
Forest Experiment Station, New Orleans, La. USDA Forest 
Service research paper SO ; 126. 


OCLC 3787186 


78-10360 
A 13.78:SO-129 
Anderson, Walter C 

Appraising southern pine pulpwood stumpage / Walter C. 
Anderson. — [New Orleans, La.] : Dept. of Agriculture, 
Forest Service, Southern Forest Experiment Station, 1976. 

70113 

7 p. ; 23 cm. — (USDA Forest Service research paper SO 
; 129) 

Includes bibliographical references. 

pbk. 

1. *Longleaf pine. I. United States. Southern Forest Ex- 
periment Station, New Orleans, La. II. United States. Forest 
Service. Ill. Title. IV. Series: United States. Southern 
Forest Experiment Station, New Orleans, La. USDA Forest 
Service research paper SO ; 129. 


OCLC 3787194 


78-10361 
A 13.78:SO-130 
McMillin, Charles W 

Performance of stained, rough-sawn southern pine siding : 
a 10 year evaluation / Charles W. McMillin. — [New Orle- 
ans, La.] : Dept. of Agriculture, Forest Service, Southern 
Forest Experiment Station, 1976. 

70113 

6 p. : ill. ; 23 cm. — (USDA Forest Service research paper 
SO ; 130) 

pbk. 

1. *Longleaf pine. I. United States. Southern Forest Ex- 
periment Station, New Orleans, La. II. United States. Forest 
Service. Ill. Title. IV. Series: United States. Southern 
Forest Experiment Station, New Orleans, La. USDA Forest 
Service research paper SO ; 130. 


OCLC 3787206 


78-10362 
A 13.78:SO-131 
Mann, W F 
Tree sizes harvested in different thinnings : another look / 
W. R. Mann, jr. and D. P. Feduccia. — [New Orleans, La.] : 
Dept. of Agriculture, Forest Service, Southern Forest Experi- 
ment Station, [1976] 
70113 
6 p. : ill. ; 27 cm. — (USDA Forest Service research paper 
SO ; 131) 
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Forest Service — Agriculture Dept. 


Includes errata. 

pbk. 

1. *Forest thinning. 2. *Trees — Louisiana. I. Feduccia, 
D P , joint author. Il. United States. Southern Forest Ex- 
periment Station, New Orleans, La. Ill. United States. 
Forest Service. IV. Title. V. Series: United States. 
Southern Forest Experiment Station, New Orleans, La. 
USDA Forest Service research paper SO ; 131. 


OCLC 3782375 


78-10363 


A 13.78:SO-133 
Lohrey, Richard E 

Yield tables and stand structure for unthinned longleaf 
pine plantations in Louisiana and Texas / Richard E. Lohrey 
and Robert L. Bailey.— [New Orleans, La.] Dept. of 
Agriculture, Forest Service, Southern Forest Experiment Sta- 
tion, 1977. 

70113 

53 p. : ill. ; 27 ecm.— (USDA Forest Service research 
paper SO ; 133) 

Bibliography: p. 8. 

pbk. 

1. *Longleaf pine. I. Bailey, Robert L , joint author. II. 
United States. Southern Forest Experiment Station, New Or- 
leans, La. Il. United States. Forest Service. IV. Title. V. 
Series: United States. Southern Forest Experiment Station, 
New Orleans, La. USDA Forest Service research paper SO ; 
133. 


OCLC 3397830 


78-10364 


A 13.79:FPL-02/7 
Davidson, H L 

Comparison of wood preservatives in stake tests : 1977 
progress report / by H. L. Davidson. — Madison, Wis. : Dept. 
of Agriculture, Forest Service, Forest Products Laboratory, 
1977. 

53705 

79 p. ; 27 cm.— (USDA Forest Service research note 
FPL ; 02) 

Issued Aug. 1977. 

@ltem 83-B 

pbk. 

1. *Wood poles. 2. *Wood preservatives — Analysis. I. 
United States. Forest Products Laboratory, Madison, Wis. 
Il. United States. Forest Service. Ill. Title. IV. Series: 
United States. Forest Products Laboratory, Madison, Wis. 
USDA Forest Service research note FPL ; 02. 


OCLC 3779666 


78-10365 


A 13.79:FPL-0128 
United States. Forest Products Laboratory, Madison, Wis. 

Wood finishing : mildew on house paints / by Forest 
Products Laboratory. — Rev. 1975. — Madison, Wis. : Dept. 
of Agriculture, Forest Service, Forest Products Laboratory, 
1975. 

53705 

3 p. : ill. ; 27 cm. — (USDA Forest Service research note 
FPL ; 0128) 

pbk. 
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1. *Mildew. I. United States. Forest Service. II. Title. 
Ill. Title: Mildew on house paints. IV. Series: United States. 
Forest Products Laboratory, Madison, Wis. USDA Forest 
Service research note FPL ; 0128. 


OCLC 3787061 


78-10366 


A 13.79:INT-212 


Hann, David W 


Relationship of stump diameter to diameter at breast 
height for seven tree species in Arizona and New Mexico / 
David W. Hann. — Ogden, Utah : Dept. of Agriculture, 
Forest Service, Intermountain Forest and Range Experiment 
Station, 1976. 

84401 

16 p. ; 27 cm. — (USDA Forest Service research note INT 
; 212) 

Issued Nov. 1976. 

pbk. 

1. *Forest surveys — Arizona. 2. *Forest surveys — New 
Mexico. I. United States. Intermountain Forest and Range 
Experiment Station, Ogden, Utah. II. United States. Forest 
Service. Ill. Title. IV. Series: United States. Intermountain 
Forest and Range Experiment Station, Ogden, Utah. USDA 
Forest Service research note INT ; 212. 


OCLC 3787064 


78-10367 


A 13.79:INT-234 


Setzer, Theodore S 


Utah timber production and mill residues, 1974 / Theodore 
S. Setzer, Terrence S. Throssell. — Ogden, Utah : Dept. of 
Agriculture, Forest Service, Intermountain Forest and Range 
Experiment Station, 1977. 

84401 

5S p.: ill. ; 27 cm.— (USDA Forest Service reseach note 
INT ; 234) 

Issued Sept. 1977. 

Bibliography: p. 5. 

@ltem 83-B 

pbk. 

1. *Timber— Utah. I. Throssell, Terrence S , joint 
author. II. United States. Intermountain Forest and Range 
Experiment Station, Ogden, Utah. III. United States. Forest 
Service. IV. Title. V. Series: United States. Intermountain 
Forest and Range Experiment Station, Ogden, Utah. USDA 
Forest Service research note INT ; 234. 


OCLC 3779653 


78-10368 


A 13.79:ITF-14A 


Venator,C R 


Extraction and germination of kadam seed / by C. R. 
Venator and J. A. Zambrana.— Rev. May 1975. — Rio 
Piedras, P.R. : Dept. of Agriculture, Forest Service, Institute 
of Tropical Forestry, 1975. 

[3] p. ; 27 cm.— (USDA Forest Service research note 
ITF ; 14A) 

pbk. 

1. *Tropical plants — Puerto Rico. I. Zambrana, J A , 
joint author. II. United States. Institute of Tropical Forestry. 
Ill. United States. Forest Service. IV. Title. V. Series: 
United States. Institute of Tropical Forestry. USDA Forest 
Service research note ITF ; 14A. 


OCLC 3782948 





78-10369 


A 13.79:NC-209 


Wilson, Louis F 


A bird and bee problem in house siding / Louis F. Wilson, 
K. S. S. Sastry, and Henry A. Huber. — St. Paul, Minn. : 
Dept. of Agriculture, Forest Service, North Central Forest 
Experiment Station, 1976. 

55108 

[2] p. : ill. ; 27 cm.— (USDA Forest Service research 
note NC ; 209) 

pbk. 

1. *Alfalfa leafcutter-bee. 2. *Plywood construction. 3. 
*Woodpeckers. I. Sastry, K S S , joint author. II. Huber, 
Henry A , joint author. III. United States. North Central 
Forest Experiment Station, St. Paul. IV. United States. 
Forest Service. V. Title. VI. Series: United States. North 
Central Forest Experiment Station, St. Paul. USDA Forest 
Service research note NC ; 209 


OCLC 3782952 


78-10370 


A 13.79:NC-214 


Anderson, Neil A 


Hypoxylon canker of aspen associated with Saperda inor- 
nata galls / Neil A. Anderson, Michael E. Ostry, and Gerald 
W. Anderson. — St. Paul, Minn. : Dept. of Agriculture, 
Forest Service, North Central Forest Experiment Station, 
1976. 


55108 
{3] p. : 27 cm.— (USDA Forest Service research note 
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Print. Off., 1977. 

x, 261 p. : ill. 
technical report NE ; 30) 

Symposium-Fair held May 19-23, 1975, at C. H. Marvin 
Center of George Washinton University, Washington, D.C. 


; 26 cm. — (USDA Forest Service general 


Includes bibliographies. 
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S/N 001-001-00428-6 

pbk. : $3.75 
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United States. Northeastern Forest Experiment Station, 
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Bjorkbom, John C. 

The Tionesta Scenic and Research Natural Arcas / by John 
C. Bjorkbom and Rodney G. Larson. — Upper Darby, Pa. : 
Dept. of Agriculture, Forest Service, Northeastern Forest Ex- 
periment Station, 1977. 
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24 p. : ill, maps ; 27 cm.— (USDA Forest Service 
gencral technical report NE ; 31) 
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joint author. Il. United States. Northeastern Forest Experi- 
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Lindell, Gary R 

Log export restrictions of the western States and British 
Columbia / Gary R. Lindell. — Portland, Or. Dept. of 
Agriculture, Forest Service, Pacific Nothwest Forest and 
Range Experiment Station, 1978. 

97208 

14 p. : ill. ; 27 cm.— (USDA Forest Service general 
technical report PNW ; 63) 

Bibliography: p. 14. 

@ltcm 83-B 

pbk. 
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78-10407 
A 13.88:PNW-64 
Workshop on Nongame Bird Habitat Management in the 
Coniferous Forests of the Western United States, Portland, 
Or., Feb. 7-9, 1977. 

Proceedings of the workshop on Nongame Bird Habitat 
Management in the Coniferous Forests of the Western 
United States, February 7-9, 1977, Portland, Or. — Portland, 
Or. : Dept. of Agriculture, Forest Service, Pacific Nothwest 
Forest and Range Experiment Station, 1978. 
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100 p. : ill. ; 27 cm.— (USDA Forest Service general 
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78-10408 
A 13.88:PSW-18 
Anderson, Henry W 

Forests and water : effects of forest management on floods, 
sedimentation, and water supply / Henry W. Anderson, Mar- 
vin D. Hoover, Kenneth G. Reinhart. — Berkeley, Calif. : 
Dept. of Agriculture, Forest Service, Pacific Southwest 
Forest and Range Experiment Station, 1976. 
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115 p. : maps ; 27 cm. — (USDA Forest Service general 
technical report PSW ; 18) 

Bibliography: p. 96-115. 
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Symposium on the Environmental Consequences of Fire and 
Fucl Management in Mediterrancan Ecosystems, Stanford 
University, Aug. 1-5, 1977. 
Proceedings of the Symposium on the Environmental Con- 
sequences of Fire and Fuel Management in Mediterranean 
Ecosystems, August 1-5, 1977, Palo Alto, California. — 


Washington : Dept. of Agriculture, Forest Service, 1977. 
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498 p. : ill, maps ; 27 cm.— (USDA Forest Service 
general technical report WO ; 3) 
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Includes bibliographies. 
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United States. Forest Service. Rocky Mountain Region. 
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Agricultural Library, | 19777] 
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Food and Nutrition Information and Educational 
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tion Information and Educational Matcrials Center. 
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78-10414 
A 57.2:N 81d 
United States. Soil Conservation Service. 
Conserving North Dakota resources. — Bismarck, N.D. ; 
| Dept. of Agriculture], Soil Conservation Service, 1976. 
23 p. : ill., col. maps ; 27 cm. 
Issued Feb. 1976. 
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OCLC 2713184 


Page 20 


78-10415 
A 57.2:W 31/3 
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[17] p.: il, col. map ; 27 cm. 

pbk. 

1. *Watersheds — North Dakota. I. Title. 
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W. Va. : Dept. of Agriculture, Soil Conservation Service, 
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iii, 63 p. ; 27 cm. 
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78-10417 
A 57.6/2:En 3/sec.14 
United States. Soil Conservation Service. 
Enginccring handbook. — | Washington] : Dept. of Agricul- 
ture, Soil Conservation Service, | 1977?]- 
20250 
v.: ill. ; 28 cm. 
Formerly called SCS national enginecring handbook. 
Kept up to date by periodic revisions. 
Contents: sec. 14. Chute spillways. 
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1. *Channels (Hydraulic engineering) 
Chute spillways. 
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United States. Soil Conservation Service. 

A guide for erosion & sediment control in urbanizing areas 
of Colorado ; interim guide. — Denver Colo. Dept. of 
Agriculture, Soil Conservation Service, 27 cm. 

iii, 203 p. : ill., maps (part col.) ; 27 cm. 
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Agriculture, Soil Conservation Service, 1978. 

20250 

[1] p. ; 28 cm. 

Erratum. 

Contains correction on conventional and special symbols 
legend. 
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OCLC 3793283 


78-10420 
A 57.38:B 48 
Soil survey of Big Horn County area, Montana / by James C. 
Meshnick ... [et al.]. — [Washington] : Dept. of Agriculture, 
Soil Conservation Service, [1977] 

20250 

223 p., [263] fold. p. of plates : ill., maps ; 29 cm. 

Prepared by U.S. Dept. of the Interior, Bureau of Indian 
Affairs, and Montana Agricultural Experiment Station. 
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Mowery and James E. Bower. — [Washington] : Dept. of 


Agriculture, Soil Conservation Service, [1978] 

20250 

ii, 61 p., [32] fold. leaves of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Texas Agricultural Experi- 
ment Station. 
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Bibliography: p. 59. 
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Welch, Lawrence E , 1923- 

Soil survey of Contra Costa County, California / by 
Lawrence E. Welch. — [Washington] : Dept. of Agriculture, 
Soil Consevation Service, 1974. 

20250 

[S|] p.: ill., maps ; 29 cm. 

Erratum. 

Contains correction of map sheets. 

@ltem 102 (Rev. 1957) 
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78-10423 
A 57.38:F 92 
Hoppes, Ronald R 

Soil survey of Frontier County, Nebraska / Ronald R. 
Hoppes and Norman W. Huber. — [Washington] : Dept. of 
Agriculture, Soil Conservation Service, [1978] 

20250 

iv, 65 p., [40] fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with University of Nebraska, Con- 
servation and Survey Division. 

Issued Mar. 1978. 

Bibliography: p. 62. 
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78-10424 
A 57.38:L 43 
Keenan, Walter E 
Soil survey of Lawrence County, Mississippi / by Walter E. 
Keenan. — [Washington] : Dept. of Agriculture, Soil Conser- 
vation Service, [1978] 
20250 
i, 49 p., [21] leaves of plates : ill., maps ; 29 cm. 
Prepared in cooperation with Mississippi Agricultural and 
Forestry Experiment Station. 
Issued Feb. 1978. 
Bibliography: p. 47-48. 
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United States. Soil Conservation Service. 
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78-10425 
A 57.38:list/978 
United States. Soil Conservation Service. 
List of published soil surveys. — [Washington] : Dept. of 
Agriculture, Soil Conservation Service, 1978. 
20250 
14 p. ; 26 cm. 
Issued Jan. 1978. 
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78-10426 
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Whitaker, Orville J 
Soil survey of Oldham County, Kentucky / by Orville J. 
Whitaker. — [Washington] : Dept. of Agriculture, Soil Con- 
servation Service, [1977] 
20250 
viii, 97 p., [12] fold. p. of plates : ill., maps ; 29 cm. 
Prepared in cooperation with Kentucky Agricultural Ex- 
periment Station. 
Issued Nov. 1977. 
Bibliography: p. 45-46. 
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United States. Soil Conservation Service. Il. Kentucky. 
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78-10427 
A §7.46/15:C 71/975 
United States. Soil Conservation Service. 

Water supply outlook : Fedcral-State-private-coopcrative 
snow surveys. — Denver, Colo. : Dept. of Agriculture, Soil 
conservation Service, Snow Survey Unit, 1975. 

80211 

[1] p. ; 26 cm. 

Issued May 15, 1975. 

pbk. 
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78-10428 
A $7.51:25 
United States. Soil Conservation Service. Enginecring Division. 
Design of open channels. — Washington : Dept. of Agricul- 
turc, Soil Conservation Service, Enginecring Division, 1977. 
20250 
{276| p., [9] fold. leaves of plates : ill. ; 27 cm. — 
(Technical release - U.S. Soil Conservation Service ; no. 25) 
Supersedes Technical release no. 25, Design of open chan- 
nels, dated Dec. 15, 1964, and all revisions. 
Cancels Technical release notices 25-1 through 25-4. 
Issued Oct. 1977. 
Includes bibliographical references. 
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A 57.59:H 75/add. 

Watershed work plan Honolua Watershed, Maui County, 
Hawaii. — | Washington : Dept. of Agriculture, Soil Conserva- 
tion Service], 1976. 

20250 

[105] p., [9] fold. leaves of plates : ill., maps ; 27 cm. 

Addendum. 

Issued Mar. 1976. 
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78-10430 
A 57.59:W 53 
Grittin, Robert K 
Wet Walnut Creck watershed : Scott, Lane, Ness, Pawnee, 
Ruch, and Barton Counties, Kansas : environmental impact 
statement / Robert K. Griffin ; prepared by United States De- 
partment of Agriculture, Soil Conservation Service. — 
| Washington] : Dept. of Agriculture, Soil Conservation Ser- 
vice, 1976. 
20250 
[104] p. : 6 fold. p. maps (part. col.) ; 27 em. — (USDA- 
SCS-EIS-WS-( ADM )-76-2-(F )-KS) 
Issued Apr. 1976. 
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A 57.64/2:B 81 
United States. Soil Conservation Service. 

Flood hazard analyses : Browns River, towns of Underhill, 
Jericho, Essex, Westford, and Fairfax, Chittenden and 
Franklin Countics, Vermont / prepared by U.S. Department 
of Agriculture, Soil Conservation Service. — [Washington] : 
Dept. of Agriculture, Soil Conservation Service, 1976. 

20250 

9 p., [25] fold. Icaves of plates : ill., maps ; 28 cm. 
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Resources. 
Issued Apr. 1976. 
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A 57.64/2:St 8 
United States. Soil Conservation Service. 

Flood hazard analyses : Sroudwater River, city of Portland, 
Maine, city of Westbrook, Maine / prepared by United States 
Department of Agriculture, Soil Conservation Service. — 
[| Washington] : Dept. of Agriculture, Soil Conservation Ser- 
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20250 

21 p., : ill., maps ; 28 cm. 

Prepared in cooperation with Threshold to Maine RC&D 
Project Sponsors, Cumberland County Soil and Water Con- 
servation District, Maine Soil and Water Conservation Com- 
mission, and Cities of Portland and Westbrook, Maine. 

Issued Dec. 1975. 
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Agriculture Dept. 
Washington, DC 20250 


78-10433 
A 67.8/3:975 
World agricultural production and trade; statistical report. 
Washington, Dept. of Agriculture, Foreign Agricultural Ser- 
vice. 
20250 
27 cm. 
Monthly with annual summary 
Feb. 1963- 
Summary for 1975. 
ISSN 0502-1138 
Supersedes: Foreign crops and markets; world summaries 
1. Agriculture — Statistics — Periodicals. 2. Food industry 
and trade — Statistics — Periodicals. I. United — States. 
Foreign Agriculture Service (1953- ) 
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Washington, DC 20250 


78-10434 
A 68.3:109-3, 409-2 
United States. Rural Electrification Administration. 

Revision of REA bulletin 109-3, 409-2. — [Washington] : 
Dept. of Agriculture, Rural Electrification Administration, 
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20250 

14 p. ; 27 cm. — (REA bulletin ; 109-3) (REA bulletin ; 
409-2) 

Supersedes May 9, 1974. 

@ltem 116 

pbk. 

1. United States. Rural Electrification Administration. 2. 
*Labor laws and legislation — United States. I. Title. II. 
Series: United States. Rural Electrification Administration. 
REA bulletin ; 109-3. III. Series: United States. Rural Elec- 
trification Administration. REA bulletin ; 409-2. 
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78-10435 
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United States. Rural Electrification Administration. 

Annual report of energy purchased by REA borrowers. 
Washington, Dept. of Agriculture, Rural Electrification Ad- 
ministration. 

20250 

ill. 27 cm. (REA bulletin ; 111-2) 

Ist- 1935/36- 

Reports for 1935/36-1970 cover fiscal year; 1976- cover 
calendar year. 
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AGRICULTURAL RESEARCH SERVICE 
Agriculture Dept. 
Washington, DC 20250 


78-10436 
A 77.10:M 87 
Mrak, Emil M 

Food science : past present, and future / by Emil M. Mrak. 
— [Washington] : Dept. of Agriculture, Agricultural 
Research Service, [1976] 

20250 

24 p.: ill. ; 22 cm. 

1976 W. O. Atwater Memorial lecture, presented in 
cooperation with American Chemical Society at Centennial 
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Bluffs, lowa, January 6-7, 1976. — [Peoria, Ill.] : Dept. of 
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H. Baumhover ... [et al.]. — [New Orleans, La.] : Dept. of 
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Dept. of Agriculture, Agricultural Research Service, 
Southern Regional Reserch Center. 

P.O. Box 19687, 70179 

27 cm. 

July/Dec. 1972- 

January/June 1974 

ISSN 0361-9427 

Continues: United States. Agricultural Research Service. 
Southern Marketing and Nutrition Research Division. Publi- 
cations and patents with abstracts 

1. Agricultural processing — Abstracts — Periodicals. 2. 
Agricultural processing — Patents — Periodicals. 3. Farm 
produce — Abstracts — Periodicals. I. Title. 

Z5073.US5 
[S698] 

630 

OCLC 2441153 


78-10445 


A 77.17/4:975-2 
A 77.17/4:976-2 


United States. Agricultural Research Service. Eastern Regional 


Research Center. 

Publications and patents. Philadelphia, Pa. Dept. of 
Agriculture, Agricultural Research Service, Eastern Regional 
Research Center. 

600 E. Mermaid Lane, 19118 

26 cm. 

July/Dec. 1975, pub. nos. 4035-4082; July/Dec. 1976, pub. 
nos. 4124-4165. 

ISSN 0361-9567 

Continues: United States. Agricultural Research Service. 
Eastern Marketing and Nutrition Research Division. Publica- 
tions and patents 

1. Agricultural processing — Abstracts — Periodicals. 2. 
Agricultural processing — Patents — Periodicals. 3. Farm 
produce — Abstracts — Periodicals. 

Z5073.U27 
[S698] 

630 

OCLC 2441175 





78-10446 
A 77.219/2:21/pt.1 
Index-catalogue of medical and veterinary zoology. Supple- 
ment. Washington, Dept. of Agriculture, Agricultural 
Research Service, Animal Parisitology Institute. 

26 cm. 

1- 1953- 

Issued 1953-54 by the Zoological Division of the Bureau of 
Animal Industry; 1955-57 by the Animal Disease and 
Parasite Research Branch; 1958-66 by the Animal Disease 
and Parasite Research Division; 1966-70 by the Beltsville 
Parasitological Laboratory; 1971-72 by the National Animal 
Parasite Laboratory; 1972- by the Animal Parasitology In- 
stitute. 

Supplements 1-14 have Authors sections only; supplements 
15- include an additional section: Parasite-subject catalogue. 

Supplement 21, pt.1. Authors: A to Z. 

@ltem 31 

ISSN 0094-4556 

1. Parasites — bibliography. 2. Parasitic Diseases — 
bibliography. 3. Parasites — Bibliography. 4. Parasitic dis- 
eases — Bibliography. I. Animal Parasitology Institute. 
{[DNLM 1. Parasites — bibliography. 2. Parasitic Diseases — 
bibliography. ZSF 615 US4ia] 


OCLC 1525723 


78-10447 
A 77.219/2:21/pt.6 
Index-catalogue of medical and veterinary zoology. Supple- 
ment. Washington, Dept. of Agriculture, Agricultural 
Research Service, Animal Parisitology Institute. 

26 cm. 

1- 1953- 

Issued 1953-54 by the Zoological Division of the Bureau of 
Animal Industry; 1955-57 by the Animal Disease and 
Parasite Research Branch; 1958-66 by the Animal Disease 
and Parasite Research Division; 1966-70 by the Beltsville 
Parasitological Laboratory; 1971-72 by the National Animal 
Parasite Laboratory; 1972- by the Animal Parasitology In- 
stitute. 

Supplements 1-14 have Authors sections only; supplements 
15- include an additional section: Parasite-subject catalogue. 

Supplement 21, pt.6. Parasite-subject catalogue: subject 
headings and treatment. 

@ltem 32 

ISSN 0094-4556 

1. Parasites — bibliography. 2. Parasitic Diseases — 
bibliography. 3. Parasites — Bibliography. 4. Parasitic dis- 
eases — Bibliography. I. Animal Parasitology Institute. 
[DNLM |. Parasites — bibliography. 2. Parasitic Diseases — 
bibliography. ZSF 615 US4ia] 


OCLC 1525723 


78-10448 
A 77.219/4:3/pt.3/977 
Index-catalogue of medical and veterinary zoology. Special 
publication. Washington, Dept. of Agriculture, Agricultural 
Research Service, Animal Parasitology Institute; [for sale by 
the Supt. of Docs., U.S. Govt. Print. Off.] 
26 cm. 
$12.05 (pt.1-3) 
At head of title: United States Department of Agriculture. 
Indexed by: Biological abstracts ISSN 0006-3169 
No. 3. Ticks and tickborne diseases. Pt. 3. Checklist of 
families, genera, species, and subspecies of ticks. 
1977. 
@ltem 31 
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S/N 001-011-00146-1 (pt.1-3) 

ISSN 0097-3769 

1. Parasites — Indexes. 2. Parasitic diseases — Indexes. 
I. Parasitic Parasitology Institute. 


OCLC 1771490 


AGRICULTURAL STABILIZATION AND 
CONSERVATION SERVICE 
Agriculture Dept. 

Washington, DC 20250 


78-10449 


A 82.1/2:N 42 y/976 


United States. Agricultural Stabilization and Conservation Ser- 


vice. 

New York annual program summary. Syracuse, N.Y., 
Dept. of Agriculture, Agricultural Stabilization and Conserva- 
tion Service. 

U.S. Federal Bidg., Rm. 811, 100 South Clinton St., 13202 

v. ill. 27 cm. 

1976. 

@ltem 110-B-35 

ISSN 0148-0820 

1. Agriculture and state — New York (State) — Statistics 
— Periodicals. I. Title. 

HD1751.A9322g 
338.1/8/747 
OCLC 3265145 


78-10450 
A 82.1/2:P 38/976 
United States. Agricultural Stabilization and Conservation Ser- 
vice. 

Pennsylvania annual report. Harrisburg, Pa. Dept. of 
Agriculture, Agricultural Stabilization and Conservation Ser- 
vice. 

P.O. Box 1004, 17108 

ill. 28 cm. 

1976. 

@liem 110-B-41 

1. Agriculture and state — Pennsylvania — Periodicals. 2. 
Rural environmental assistance program. I. Title. 


OCLC 3792590 


78-10451 
A 82.2:Ap 4/977 
United States. Appalachian Land Stabilization and Conserva- 
tion Program. 
Appalachian Land Stabilization and Conservation Program 
: program results from inception through Dec. 31, 1977. — 
Washington : Dept. of Agriculture, Agricultural Stabilization 
and Conservation Service, [1978] 
20250 
24 p. ; 27 cm. 
Issued Feb. 1978. 
@ltem 106 
pbk. 
1. United States. Appalachian Land Stabilization and Con- 
servation Program. I. Title. 


OCLC 3779685 





Agricultural Stabilization and Conservation Service — Agriculture Dept. 


78-10452 
A 82.2:C 76/19/936-75 
United States. Agricultural Stabilization and Conservation Ser- 
vice 

Agricultural Conservation Program : practice accomplish- 
ments by states : 40 year summary, 1936 through 1975. — 
Washington : Dept. of Agriculture, Agricultural Stabilization 
and Conservation Service, [1976] 

20250 

197 p. ; 21 x 27 cm. 

From 1971-1973, program called Rural Environmental 
Assistance Program; in 1974, called Rural Environmental 
Conservation Progam; in 1975, changed back to Agricultural 
Conservation Program. 

pbk. 

1. *Rural environmental assistance program. 
litle: Practice accomplishments by states. 


I. Title. Hl. 


OCLC 3741671 


78-10453 
A 82.2:D 63/3/976 
Feed grain, wheat, upland cotton and rice programs, disaster 
and deficiency provisions. Washington, Dept. of Agriculture, 
Agricultural Stabilization and Conservation Service. 

20250 

22 x 28 cm. 

1976 

Vols. for 1976- prepared by Management Services Division 
in collaboration with other appropriate divisions. 

Formed by the union of Feed grains, wheat and upland 
cotton, disaster programs, ISSN 0360-8948 and Rice pro- 
grams, disaster and deficiency. 

1976 

@ltem 106 

1. Disaster relief — United States. 2. Agriculture — 
Economic aspects — United States. — Statistics — Periodicals. 
I. United States. Agricultural Stabilization and Conservation 
Service 


OCLC 3803214 


78-10454 
A 82.2:R 11/976 
United States. Agricultural Stabilization and Conservation Ser- 
vice 
Report on participation in ASCS county programs and 
operations by racial groups. Washington, Dept. of Agricul- 
ture, Agricultural Stabilization and Conservation Service. 
20250 
27 cm 
1976 
@liem 106 
ISSN 0361-2260 
1. Agriculture and state — United States. 
United States. I. Title 
HD1751.A9322f 
338.1/873 
OCLC 2155419 


2. Minorities — 


78-10455 
A 82.2:T 55/10/976 
Tobacco allotted, by counties and kinds. Washington, Dept. of 
Agriculture, Agricultural Stabilization and Conservation Ser- 
vice 
20250 
26 cm 
1976. 
@licm 106 


Page 26 


1. Tobacco manufacture and trade — United States — 
Statistics — Periodicals. I. United States. Agricultural Sta- 
bilization and Conservation Service. Tobacco & Peanut Divi- 
sion. 


OCLC 3803169 


78-10456 
A 82.76:973 
A 82.76:974 
A 82.76:975 
The Pesticide review. Washington, Dept. of Agriculture, 
Agricultural Stabilization and Conservation Service. 
20250 
27 cm. 
Began with vol. for 1953. 
1973, 1974, 1975. 
Annual. 
ISSN 0079-1148 
1. Pesticides industry — United States — Statistics — 
Periodicals. I. United States. Agricultural Stabilization and 
Conservation Service. 
HD9660.P33U57a 
338.4/7/668650973 
OCLC 2244597 


78-10457 
A 82.82:1/11 
United States. Agricultural Stabilization and Conservation Ser- 
vice. 

The Agricultural Stabilization and Conservation Service. — 
[Washington] : Dept. of Agriculture, Agricultural Stabiliza- 
tion and Conservation Service, 1976. 

20250 

9 p. : map ; 27 cm. — (ASCS background information. BI 
; no. 1) 

Issued May 1976. 

pbk. 

1. United States. Agricultural Stabilization and Conserva- 
tion Service. I. Title. II. Series: United States. Agricultural 
Stabilization and Conservation Service. ASCS background in- 
formation. BI ; no. 1. 


OCLC 3765897 


78-10458 
A 82.82:2/8 
United States. Agricultural Stabilization and Conservation Ser- 
vice. 

Commodity Credit Corporation. — [Washington] Dept. of 
Agriculture, Agricultural Stabilization and Conservation Ser- 
vice, 1976. 

20250 

7 p. ; 27 em. — (ASCS background information. BI ; no. 
2) 

Issued Mar. 1976. 

pbk. 

1. Commodity Credit Corporation. I. Title. Il. Series: 
United States. Agricultural Stabilization and Conservation 
Service. ASCS background information. BI ; no. 2. 


OCLC 3792434 





78-10459 
A 82.82:10/5 
United States. Agricultural Stabilization and Conservation Ser- 
vice. 

Results of marketing quota referendums. — | Washington] : 
Dept. of Agriculture, Agricultural Stabilization and Conserva- 
tion Service, 1976. 

20250 

10 p. ; 27 cm. — (ASCS background information. BI ; no. 
10) 

Issued May 1976. 

pbk. 

1. *Markcting management — United States. I. Title. II. 
Scries: United States. Agricultural Stabilization and Conser- 
vation Service. ASCS background information. BI ; no. 10. 


OCLC 3792452 


78-10460 
A 82.82:11/7 
United States. Agricultural Stabilization and Conservation Ser- 
vice. 

Commodity programs and related legislation through the 
years. — [Washington] : Dept. of Agriculture, Agricultural 
Stabilization and Conservation Service, 1976. 

20250 

21 p. ; 27 em. — (ASCS background information. BI ; no. 
11) 

Issued May 1976. 

pbk. 

1. Commodity Credit Corporation. I. Title. IU. Series: 
United States. Agricultural Stabilization and Conservation 
Service. ASCS background information. BI ; no. 11. 


OCLC 3792460 


78-10461 
A 82.85:75-1-D 
United States. Agricultural Stabilization and Conservation Ser- 
vice. 

Draft cnvironmental statement : agricultural conservation 
program. — Washington : Dept. of Agriculture, Agricultural 
Stabilization and Conservation Service, 1975. 

20250 

[46] p. ; 26 cm. — (USDA-ASCS-ES( Adm.) 75-1-D) 

Issued Nov. 5, 1975. 

pbk. 

1. *Rural environmental assistance program. I. Title. II. 
Title: Agricultural conservation program. 


OCLC 3785814 


78-10462 
A 82.85:76-2-D 
United States. Agricultural Stabilization and Conservation Ser- 
vice. 

Draft cnvironmental statement : agricultural conservation 
program / prepared by U.S. Department of Agriculture, 
Agricultural Stabilization and Conservation Service. — 
Washington : Dept. of Agriculture, Agricultural Stabilization 
and Conservation Service, 1975. 

20250 

[28] p. ; 27 cm. — (USDA-ASCS-ES (Leg.) 76-2-D) 

Proposed amendment to Soil conservation and domestic al- 
lotment act. 

Issued June 30, 1976. 
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1. *Rural environmental assistance program. I. Title. II. 
Title: Agricultural conservation program. 


OCLC 3785809 


COMMODITY CREDIT CORPORATION 
Agriculture Dept. 
Washington, DC 20250 


78-10463 
A 82.308:976 
Commodity Credit Corporation. 

Report of financial condition and operations. [| Washington] 
Dept. of Agriculture, Agricultural Stabilization and Conserva- 
tion Service, Commodity Credit Corporation. 

20250 

v. 27 cm. 

Report year ends Sept. 30, 1976. 

1. Commodity Credit Corporation. 2. Agricultural credit 
— United States. I. Title. 


OCLC 1585728 


78-10464 
A 82.311:975 
Commodity Credit Corporation. 

Commodity Credit Corporation charts. Washington, Dept. 
of Agriculture, Agricultural Stabilization and Conservation 
Service. 

20250 

20 x 27 cm. 

“Providing a graphic and tabular summary of financial and 
program data through June 30, 1975.”’ 

Prepared by Data Systems Division, Agricultural Stabiliza- 
tion and Conservation Service. 

Annual. 

@ltcm 34-A 

1. Agricultural credit — United States — Periodicals. I. 
United States. Agricultural Stabilization and Conservation 
Service. II. Title. 


OCLC 1298325 


FARMERS HOME ADMINISTRATION 
Agriculture Dept. 
Washington, DC 20250 


78-10465 
A 84.2:C 73/3/940-75 
United States. Farmers Home Administration. 

Community program statistics : 1940-1975. — 
[Washington] : Dept. of Agriculture, Farmers Home Ad- 
ministration, [1978] 

20250 

iv, 170 p. ; 26 cm. 

Issued Jan. 1978. 

@ltcm 68 

pbk. 

1. *Rural conditions — Statistics. 2. *Rural environmental 
ussistance program — Statistics. I. Title. 


OCLC 3800019 





Farmers Home Administration — Agriculture Dept. 


78-10466 
A 84/2:H 81/1/950-75 
United States. Farmers Home Administration. 
Housing program statistics : 1950-1975. — [Washington] : 
Dept. of Agriculture, Farmers Home Administration, 1978. 
20250 
iv, 109 p. ; 26 cm. 
Issued Jan. 1978. 
@licm 68 
pbk. 
1. *Housing—Law and _ legislation — United States — 
Statistics. 2. *Rural environmental assistance program — 


Statistics. I. Title. 


OCLC 3800034 


78-10467 
A 84.10:ADM-NC-76-1 
United States. Farmers Home Administration. 

Avon water project : Cape Hatteras Water Association : 
draft cnvironmental statement / prepared by USDA, Farmers 
Home Administration. — Raleigh, N.C. : Dept. of Agricul- 
ture, Farmers Home Administration, 1976. 

27611 

[178] p. : ill, maps ; 26 cm. — (USDA-FmHa-EIS-ADM- 
NC-76-1) 

Issued Aug. 11, 1976. 

pbk 

1. *Water-power clectric plants — North Carolina. L. 


litle 
OCLC 3802156 


AGRICULTURAL MARKETING SERVICE 
Agriculture Dept. 
Washington, DC 20250 


78-10468 
A 88.12/31:976-5 
Fresh fruit and vegetable unload totals for 41 cities. Washing- 
ton, Dept. of Agriculture, Agricultural Marketing Service, 
Fruit and Vegetable Division, Market News Branch. 

20250 

26 cm. (FVUS ; 5) 

1976. 

The name of the Agricultural Marketing Service was 
changed to Consumer and Marketing Service effective Feb. 
8, 1965, and changed back to Agricultural Marketing Service 
effective April 2, 1972. 

@licm 19-A 

Main series: United States. Agricultural Marketing Service. 
Fruit and Vegetable Division. FVUS 

Continues: United States. Consumer and Marketing Ser- 
vice. Fruit and Vegetable Division. Market News Branch. 
Fresh fruit and vegetable unload totals for 41 cities 1964-70 

1. Fruit trade — United States — Statistics. 2. Vegetable 
trade — United States — Statistics. 3. Vegetables — United 
States Iransportation — Statistics. 4. Fruit — United 
States Transportation — Statistics. I. United States. 
Agricultural Marketing Service. Fruit and Vegetable Division. 
Il. Series: United States. Agricultural Marketing Service. 
Fruit and Vegetable Division. FVUS ; 5. 


OCLC 2386979 


Page 28 


78-10469 
A 88.12/31:976-6 
Fresh fruit and vegetable shipments by states, commodities, 
counties, stations. Washington, Dept. of Agriculture, Agricul- 
tural Marketing Service, Fruit and Vegetable Division, Mar- 
ket News Branch. 

20250 

26 cm. (FVUS ; 6) 

Continues Fresh fruit and vegetable shipments by states 
commodities, counties and stations issued by the division 
under an carlicr name of the service: Consumer and Market- 
ing Service. 

1976. 

@ltcm 19-A 

ISSN 0565-2065 

Main series: United States. Agricultural Marketing Service. 
Fruit and Vegetable Division. FVUS. 

1. Fruit trade — United States — Statistics. 2. Vegetable 
trade — United States — Statistics. 3. Fruit — Transporta- 
tion — Statistics. 4. Vegetables — Transportation — 
Statistics. I. United States. Agricultural Marketing Service. 
Fruit and Vegetable Division. Il. Series: United States. 
Agricultural Marketing Service. Fruit and Vegetable Division. 
FVUS ; 6. 

HD9241.A32 subser 
381/.41/4097 s 
[381/.41/4097] 
OCLC 2245925 


FARMER COOPERATIVE SERVICE 
Agriculture Dept. 
Washington, DC 20250 


78-10470 
A 89.8/a:4 
United States. Farmer Cooperative Service. 

Soy protein use can increase by 71% by 1985.— 
[Washington] : Dept. of Agriculture, Farmer Cooperative 
Service, 1977. 

20250 

[4] p. : ill. ; 29 cm. — (Farmer Cooperatives reprint ; 4) 

Issued May 1977. 

pbk. 

1. *Proteins. 2. *Soybean products — United States. I. 
Title. Il. Series: United States. Farmer Cooperative Service. 
Farmer Cooperatives reprint ; 4. 


OCLC 3800047 


STATISTICAL REPORTING SERVICE 
Agriculture Dept. 
Washington, DC 20250 


78-10471 
A 92.2:F 22/3/977 
Farm production expenditure survey. [Washington] Dept. of 
Agriculture, Statistical Reporting Service, Crop Reporting 
Board. 
20250 
27 cm. 
1977 
@ltem 122-A-1 
Related records: Farm production expenditure 1971- 
1. Agriculture — United States — Costs. I. United States. 
Crop Reporting Board. 


OCLC 3799495 





78-10472 
A 92.10/5:976 
Dairy products annual summary. Washington, Dept. of Agricul- 
ture, Statistical Reporting Service, Crop Reporting Board. 
20250 
26 cm. 
1975- 
1976. 
“DA 2-1(77).” 
@ltcm 24-F 
ISSN 0363-9657 
Continues: Production of manufactured dairy products 
1. Dairy products — United States — Statistics — Periodi- 
cals. I. United States. Crop Reporting Board. 
HD9275.U3U543a 
338.1/7/70973 
OCLC 2567569 


78-10473 
A 92.11/9:977 
Commercial apples; production by varictics. Washington, Dept. 
of Agriculture, Statistical Reporting Service, Crop Reporting 
Board. 
20250 
27 cm. (FrNt 2-2-2) 
1977. 
Main scrics: United States. Crop Reporting Board. FrNt 
Continues: Apples; production by varicties 
1. Apple — United States — Statistics — Periodicals. I. 
United States. Crop Reporting Board. 


OCLC 2653438 


78-10474 
A 92.14:975-76 
Peanut stocks and processing. Washington, Dept. of Agricul- 
turc, Statistical Reporting Service, Crop Reporting Board. 
20250 
26 cm. (GrLg 11-2-1) 
Issued -March 1961 by the Agricultural Marketing Service. 
Seasonal report, Aug. 1975-July 1976. 
ISSN 0499-0579 
Main series: United States. Crop Reporting Board. GrLg 
1. Peanuts — United States — Statistics — Periodicals. I. 
United States. Crop Reporting Board. 


OCLC 1780470 


78-10475 
A 92.17:975-76 
Meat animals, production, disposition, income. Washington, 

Dept. of Agriculture, Statistical Reporting Service, Crop Re- 
porting Board. 

20250 

26 cm. (MtAn 1-1) 

Continues: Meat animals, farm production, disposition, and 
income. 

1975-76. 

ISSN 0094-7385 

Main series: United States. Crop Reporting Board. MtAn 

1. Animal industry — United States — Statistics — Periodi- 
cals. I. United States. Crop Reporting Board. 

Key Title: Meat animals 
HDI1751.AS5 subser 
{HD9414] 
338.1/0973 s 
[| 338.1/7/608830973 | 
OCLC 1794264 
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78-10476 
A 92.18/4:977 
Lamb crop and wool. Washington, Dept. of Agriculture, 
Statistical Reporting Service, Crop Reporting Board. 
20250 
27 cm. (MtAn 5-1) 
1977. 
Main scries: United States. Crop Reporting Board. MtAn 


Continues: Lamb crop -1959 

1. Lambs — United States — Statistics — Periodicals. 2. 
Wool trade and industry — United States — Statistics — 
I. United States. Crop Reporting Board. 


Periodicals. 


OCLC 2658074 


78-10477 
A 92.18/6-2:976 
A 92.18/6-2:977 
Cattle. Washington, Dept. of Agriculture, Statistical Reporting 
Service, Crop Reporting Board. 
20250 
26 cm. (LvGn 1) 
1973- 
Feb. 1976, Feb. 1977 
@ltem 21-N 
Main scries: United States. Crop Reporting Board. LvGn 
Supersedes in part: United States. Crop Reporting Board. 
Cattle, sheep and goat inventory 1972 
1. Cattle trade — United States — Statistics — Periodicals. 
I. United States. Crop Reporting Board. 


OCLC 2683619 


78-10478 
A 92.18/6-2:977-2 
Cattle. Washington, Dept. of Agriculture, Statistical Reporting 
Service, Crop Reporting Board. 
20250 
26 cm. (LvGn 1) 
1973- 
July 1977. 
Main series: United States. Crop Reporting Board. LvGn 
Supersedes in part: United States. Crop Reporting Board. 
Cattle, sheep and goat inventory 1972 
1. Cattle trade — United States — Statistics — Periodicals. 
I. United States. Crop Reporting Board. 


OCLC 2683619 


78-10479 
A 92.18/8:977 
Sheep and goats. Washington, Dept. of Agriculture, Statistical 
Reporting Service, Crop Reporting Board. 
27 cm. (LvGn 1) 
1973- 
1977. 
Main series: United States. Crop Reporting Board. LvGn 
Supersedes in part: United States. Crop Reporting Board. 
Cattle, sheep and goat inventory 
1. Sheep — United States — Statistics — Periodicals. 1. 
United States. Crop Reporting Board. 


OCLC 2456023 





Statistical Reporting Service — Agriculture Dept. 


78-10480 
A 92.19:974-75 
Field crops production, disposition, valuc. Washington, Dept. of 
Agriculture, Statistical Reporting Service, Crop Reporting 
Board. 
20250 
26 cm. (CrPr 1) 
1974/75- 
1974/75. 
Annual 
@licm 24-l 
ISSN 0147-457X 
Main scries: United States. Crop Reporting Board. CrPr 
Continues: United States. Crop Reporting Board. Field 
crops; production, farm use, sales, value 1970/72-72/73 
2156377 
Statistics — Periodicals. 
Statistics — Periodicals. 3. 


United States 
United States 
Produce trade — United States — Statistics — Periodicals. I. 
United States. Crop Reporting Board. 
$21.D85b 
338.1/7/300973 
OCLC 2992484 


1. Agriculture 


2. Field crops 


78-10481 
A 92.19/4:975 
A 92.19/4:976 
Seed crops. Annual summary. Washington, Dept. of Agricul- 
ture, Statistical Reporting Service, Crop Reporting Board. 
20250 
26 cm. (SceHy 1-3) 
Vols. for 19 -March 1961 issued by the Agricultural Mar- 
keting Service 
1975, 1976 
Main series: United States. Crop Reporting Board ScHy 
1. Seed industry and trade — United States — Statistics — 
Periodicals. 1. United States. Crop Reporting Board. II. 
United States. Agricultural Marketing Service. 


OCLC 1643648 


78-10482 
A 92.24/2:976-2 
A 92.24/2:977-1 
Prospective plantings. Washington, Dept. of Agriculture, 
Statistical Reporting Service, Crop Reporting Board. 
20250 
27 cm. (CrPr 2-4) 
2 no. a year 
Mar. 1975 
April 1976; Jan. 1977 
@licm 20-B 
Main series: United States. Crop Reporting Board. CrPr 
Continues: Crop production, prospective plantings -Jan. 
1975 
1. Agriculture — United States — Statistics — Periodicals. 
2. Agricultural estimating and reporting — United States — 
Statistics United States. Crop Reporting 
Board 


Periodicals. I 


OCLC 2885463 


Page 30 


78-10483 
A 92.24/3:974-76 
Crop values; season average prices received by farmers and 
value of production. Washington, Dept. of Agriculture, 
Statistical Reporting Service, Crop Reporting Board. 
20250 
26 cm. (CrPr 2-1) 
1954/55- 
1974-1976. 
ISSN 0499-0501 
Main series: United States. Crop Reporting Board. CrPr 
Continues: Agricultural prices; season average prices and 
value of production 1944/45-1953/54 
1. Agriculture — United States — Statistics — Periodicals. 
2. Agricultural prices — United States — Statistics — Periodi- 
cals. I. United States. Crop Reporting Board. 


OCLC 2641473 


78-10484 
A 92.29/5:976 
A 92.29/5:977 
Wool and mohair. Washington, Dept. of Agriculture, Statistical 
Reporting Service, Crop Reporting Board. 
20250 
27 cm. (MtAn 5-3) 
1964- 
1976, 1977. 
Annual. 
Main series: United States. Crop Reporting Board. MtAn 
Supersedes: United States. Crop Reporting Board. Wool 
production and value -1963 1780480 
1. Wool trade and industry — United States — Statistics — 
Periodicals. 2. Mohair — Statistics — Periodicals. 1. United 
States. Crop Reporting Board. 


OCLC 2687889 


78-10485 
A 92.39:976 
A 92.39:977 
Acreage. Washington, Dept. of Agriculture, Statistical Report- 
ing Service, Crop Reporting Board. 
20250 
26 cm. (CrPr 2-2) 
1976, 1977. 
@licm 20-B 
ISSN 0361-3526 
Main series: United States. Crop Reporting Board. CrPr 
1. Agriculture — United States — Statistics — Periodicals. 
I. United States. Crop Reporting Board. 
$21.D85Sa 
633/.00973 
OCLC 2246037 


ECONOMIC RESEARCH SERVICE 
Agriculture Dept. 
Washington, DC 20250 


78-10486 
A 93.2:R 31 
United States. Dept. of Agriculture. Economic Research Ser- 
vice. 

Looking forward : 
rural America. — | Washington] 
Economic Research Service, [1977] 

20250 

vill, 444 p. ; 23 cm. 

Includes bibliographies. 


research issues facing agriculture and 
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@ltcem 42-H 78-10490 
pbk. A 93.16/2:1 
1. *Agricultural research — United States. I. Title. I. Agricultural-food policy review. [Washington] Dept. of 
Title: Research issues facing agriculture and rural Amcrica. Agriculture, Economic Research Service. 
20250 
OCLC 3785737 gy 


78-10487 AFPR-I- 
A 93.9/4:82/supp.1 AFPR-1. 
Farm eal estate market developments. Washington, Dept. of @ltem 42-P (Regionals only) 
oe Seengmic Rasgaveh Gervice. 1. Agriculture and state — United States — Periodicals. 2. 
oo Food supply — United States — Periodicals. I. United 
Annual, 1970- States. Dept. of Agriculture. Economic Research Service. 
Semiannual, 1965-1969 
3 nos. a year, Mar. 1962-Oct. 1964 OCLC 3562622 
oe 60- we 1962- ; . 78-10491 
Some nos. accompanied by supplements. A 93.17/3:976-2 
Suppl. no. 1 to CD 82, Jan. 1978. CERES 
@ltcm 42-A 
ISSN 0428-0237 
Continues: Current developments in the farm real estate vice. 
market 1943-Oct. 1961 20250 
1. Farms — United States. 2. Land — Prices — United 26 cm. 
States. 3. Real property — United States — Prices. I. Cover title. 
United States. Dept. of Agriculture. Economic Research Ser- 1976. 
vice. 
@ltem 42-E 
Supplement to: Foreign agricultural trade of the United 
States ISSN 0046-4546 


78-10488 eda t er": P , , 
A 93.9/6:16 Continues: Foreign agricultural trade of the United States, 
A 93.9/6:17 


U.S. foreign agricultural trade statistical report. Calendar year. 
Washington, Dept. of Agriculture, Economic Research Ser- 


OCLC 1780502 


statistical report for calendar year 
Farm real estate taxes. Washington, Dept. of Agriculture, Related records: U.S. foreign agricultural trade statistical 
Economic Research Service. report, fiscal year 
20250 1. Produce trade — United States — Statistics. I. United 
27 cm. States. Dept. of Agriculture. Economic Research Service. 
Vols. for 19 -60 issued by the Agricultural Research Ser- 
—— OCLC 3792552 
1975, 1976. 
“RET-16, RET-17.” 
Annual. COOPERATIVE STATE 
@ltcm 42-A RESEARCH SERVICE 
1. Farms — Valuation — Periodicals. 2. Farms — United Agriculture Dept. 
States —- Periodicals. 3. Agriculture — Taxation — United Washington, DC 20250 
States — Periodicals. 4. Real property tax — United States 
— Periodicals. I. United States. Dept. of Agriculture. 78-10492 
Economic Research Service. Il. United States. Agricultural A 94.2:In 8/976/v.1-3 
Research Service. Inventory of agricultural research. Washington, Dept. of 
Agriculture, Cooperative State Research Service. 
OCLC 0930369 20250 


78-10489 28 cm. 
A 93.9/8:18 Issues for 1973- published in more than one vol. 
Agricultural finance outlook. [Washington] Dept. of Agricul- Vol. 3 called Research program summary. 
— Research Service. “CSRS-3A-77, CSRS-3B-77, CSRS-3C-77.” 
ill. 26 cm. 
“AFO-18." 
1977. Annual. 
Annual. @ltem 40-A-2 
@ltem 42-D ISSN 0360-5841 
1. Farm income — United States — Statistics — Periodicals. 1. Agricultural rescarch — United States — Statistics — 
2. Agricultural credit — United States — Statistics — Periodi- ‘ ; PTO Pe 
cals. 3. Agricultural prices — United States — Statistics — 
Periodicals. 1. United States. Dept. of Agriculture. 
Economic Research Service. 


Reports cover fiscal year 1976. 
v. 1, table |; v. 2, tables 2, 3, and 4; v. 3, table 5. 


Periodicals. 1. United States. Cooperative State Research 
Service. 

$533.U48a 

338.1/07/2073 
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Agriculture Dept. 
Washington, DC 20250 


78-10493 
A 98.9:166 
United States. Food and Nutrition Service. 
Nutrition education matcrials for use in the WIC program. 
— | Washington] : Dept. of Agriculture, Food and Nutrition 
Service, [1978] 
20250 
36 p. ; 27 cm. — (FNS ; 166) 
Updated listings published in March and Oct. 1976. 
Issued Feb. 1978. 
[Item 74-A-2] 
@ltcm 74-A-2 
pbk. 
1. *Nutrition — Study and teaching — United States. IL. 
Title. Il. Series: United States. Food and Nutrition Service. 
FNS ; 166. 


OCLC 3795494 


78-10494 
A 98.9:174 
United States. Food and Nutrition Service. 
Summer food and fun. — [Washington] : Dept. of Agricul- 
turc, Food and Nutrition Service, 1978. 
20250 
[2] p 
174) 
Summer food service program for children. 
Issued Mar. 1978. 
@ltem 74-A-2 
pbk. 
1. *School children — Food — United States. I. Title. II. 
Series: United States. Food and Nutrition Service. FNS ; 174. 


: ill. ; SS x 43 cm. fold into 28 x 22 cm. — (FNS; 


OCLC 3800253 


78-10495 
A 98.9:175 
United States. Food and Nutrition Service. Supplemental Food 
Program Division. 

Migrant demonstration project guide : special supplemental 
food program for infants, & children. — 
| Washington] : Dept of Agriculture, Food and Nutrition Ser- 
vice, Supplemental Food Program Division, [| 1978] 

20250 

[27] p. : ill. ; 26 em. — (FNS ; 175) 

Issued Feb. 1978. 

@licm 74-A-2 

pbk. 

1. *Food relicf — United States. |. Title. Il. Title: Spe- 
cial supplemental food program for women, infants, & chil- 
dren. Ill. Series: United States. Food and Nutrition Service 
FNS ; 175. 


women, 


OCLC 3779675 
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78-10496 
A 101.2:B 83/975 
United States. Animal and Plant Health Inspection Service. 
Veterinary Services. 
APHIS facts about ... : brucellosis : questions & answers. 
— Washington Dept. of Agriculture, Animal and Plant 
Health Inspection Service, Veterinary Services, 1975. 
20250 
8 p. ; 27 cm. 
pbk. 
1. Brucellosis — United States. I. Title. 


OCLC 3761987 


78-10497 
A 101.2:Eq 5/976 
Accepted meat and poultry equipment. Washington, Dept. of 
Agriculture, Animal and Plant Health Inspection Service, 
Meat and Poultry Inspection Program, Scientific and Techni- 
cal Services; for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 
20402 
27 cm. 
$0.80 
1976. 
““MPI-2.” 
@ltem 30-A-5 
S/N 001-027-00009-3 
1. Meat industry and trade — United States — Equipment 
and supplics — Directories. 2. Poultry houses and equip- 
ment — Directories. I. United States. Meat and Poultry In- 
spection Program. 


OCLC 2569758 


78-10498 
A 101.2:N 42/975 
A 101.2:N 42/976 
Exotic Newcastle disease surveillance program. [Hyattsville, 
Md.] Dept. of Agriculture, Animal and Plant Health Inspec- 
tion Service, Veterinary Services. 
20782 
27 cm. 
1975; 1976. 
1. Newcastle disease — Periodicals. 2. Poultry — Diseases 
— Periodicals. I. United States. Animal and Plant Health In- 
spection Service. Veterinary Services. 


OCLC 3800172 


FOOD AND QUALITY SERVICE 
Agriculture Dept. 
Washington, DC 20250 


78-10499 
A 103.6/2:Ap 5 
United States. Food Safety and Quality Service. Processed 
Products Standardization and Inspection Branch. 

United States standards for grades of dehydrated (low 
moisture) apples : effective July 31, 1977. — [Washington] : 
Dept. of Agriculture, Food Safety and Quality Service, Fruit 
and Vegetable Division, Processed Products Standardization 
and Inspection Branch, 1977. 

20250 

16 p. ; 26 cm. 





Supersedes standards in effect since July 1, 1957. 
pbk. 
1. *Apple — Standards — United States. I. Title. 


OCLC 3792596 


78-10500 
A 103.6/2:01 4 
United States. Food Safety and Quality Service. Processed 
Products Standardization and Inspection Branch. 
United States standards for grades of canned ripe olives : 


effective Septmber 1, 1977.— [Washington] : Dept. of 


Agriculture, Food Safety and Quality Service, Fruit and 
Vegetable Quality Division, Processed Products Branch, 
1977. 

20250 

24 p. ; 26 cm. 

Supersedes standards in effect since Sept. 1, 1973. 

pbk. 

1. *Olive — Standards — United States. I. Title. 


OCLC 3792593 


FEDERAL GRAIN INSPECTION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


78-10501 
A 105.9/3:978 
Prospective plantings. Washington, Dept. of Agriculture, 
Economics, Statistics and Cooperatives Service, Crop Report- 
ing Board. 

20250 

27 cm. (CrPr 2-4) 

2 nos. a year 

Mar. 1975- 

Vols. for 1975-77 were issued by the Service under its 
earlier name, Statistical Reporting Service, and were classed 
A 92.24/2: 

Jan. 1978. 

@ltcm 20-B 

Main series: United States. Crop Reporting Board. CrPr 

Continues: Crop production, prospective plantings -Jan. 
1975 

1. Agriculture — United States — Statistics — Periodicals. 

2. Agricultural estimating and reporting — United States — 
Statistics — Periodicals. I. United States. Crop Reporting 
Board. 


OCLC 2885463 


78-10502 
A 105.11:977 
Noncitrus fruits & nuts; production, use, value. Annual summa- 
ry. Washington, Dept. of Agriculture, Economics, Statistics, 
and Cooperatives Service, Crop Reporting Board. 

20250 

26 cm. (FrNt 1-3) 

The Economics, Statistics and Cooperatives Service was 
formed in 1978 from the Statistical Reporting Service, 
Economic Research Service and the Farmer Cooperative Ser- 
vice. Prior to 1978 publications were classed A 92.11/2-2: 

1977. 

@ltem 122-A-4 

ISSN 0093-4569 

Main series: United States. Crop Reporting Board. FrNt 
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338.1/7/40973 
OCLC 1792333 


78-10503 


A 105.31:44 


Biggs, Gilbert W 


Farmer cooperative directors : characteristics, attitudes / 
Gilbert W. Biggs. — [Washington] : Dept. of Agriculture, 
Economics, Statistics, and Cooperatives Service, [1978] 

20250 

vi, 58 p. ; 24 cm. — (FCS research report ; 44) 

Issued Feb. 1978. 

@ltcm 64-A 

pbk. 

1. *Agriculture, Cooperative — United States — Officials 
and employees. I. United States. Dept. of Agriculture. 
Economics, Statistics, and Cooperatives Service. II. Title. 
Ill. Series: United States. Dept. of Agriculture. Economics, 
Statistics, and Cooperatives Service. FCS research report ; 
44. 


OCLC 3800190 
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Washington, DC 20525 
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AA 1.2:G 53 


ACTION (Service Corps ). 


The six goals of ACTION. — [Washington] : ACTION 
(Service Corps), [1974?] 

39 p. ; 28 cm. 

pbk. 

1. ACTION (Service Corps) I. Title. 


OCLC 3760398 


78-10505 


AA 1.8/2:4301.1 


ACTION (Service Corps ) 


VISTA volunteer handbook. — Washington : ACTION 
(Service Corps) : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1975. 

20402 

v, 94 p. ; 27 cm. — (ACTION handbook ; 4301.1) 

Supersedes 4301.1 dated 2/9/73. 

“7/1/75.” 

“ACTION domestic operations programming and training, 
Volume II, Program policies and procedures.” 

S/N 056-000-000 1 2-7 

pbk. : $2.10 

1. United States. Volunteers in Service to America. I. 
Title. Il. Tithe: ACTION domestic operations programming 
and training. III. Series. 


OCLC 3761558 


78-10506 


AA 1.11:4110.1 


Gaines, J David 


Preventive medicine in tropical Africa : Peace Corps 
Liberia health handbook / by J. David Gaines. — 
| Washington] : ACTION (Service Corps), 1974. 

61 p. ; 28 cm. — (ACTION pamphlet ; 4110.1) 
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Issued Feb. 1974 78-10510 

pbk AA 4.10:1 

1. United States. Peace Corps. 2. Medicine, Preventive Corwin, Merry Lee 
Liberia. 1. ACTION (Service Corps). Il. Title. IIL. Series Health education : a study unit on fecal-borne diseases and 
parasites / by Merry Lee Corwin. — | Washington] : ACTION 
(Service Corps), Peace Corps, 1977. 

20525 
78-10507 vi, 50 p. : ill. ; 27 cm. — (Peace Corps program & training 

AA 1.11/2:4000.11 journal reprint series ; no. |) 

Opportunitics in Peace Corps & VISTA. — Washington : Formerly entitled Of germs, worms, and you. 

| ACTION (Service Corps)], 1977 “March 1976, March 1977.” 

folder (7 p.) : ill. ; 23 x 10 cm (ACTION flyer ; no. Includes bibliographical references. 

4000.11) pbk. 
1977 1. *Feces — Microbiology. 2. *Medical parasitology — 
Philippine Islands. 1. United States. Peace Corps. II. Title. 
Ill. Series. 


OCLC 3760367 


Issued Dec 
@licm 74-C-6 
pbk 
1. United States. Peace Corps. 2. United States. Volun- 
teers in Service to America. IL. ACTION (Service Corps). 
Il. Title 78-10511 


OCLC 3762116 


AA 4.10:3 
OCLC 3760322 United States. Peace Corps. 
Health training resources material for Peace Corps volun- 


PEACE CORPS teers. — [Washington] : ACTION (Service Corps), Peace 
a ° Corps, 1977. 


ACTION 20525 

Washington, DC 20525 313 p. : ill. ; 27 cm.— (ACTION pamphlet ; 4200.22) 
(Peace Corps program & training journal reprint series ; no. 
3) 

Issued July 1977. 

Includes bibliographical references. 

pbk. 

1. *Hygiene — Study and teaching. 2. *Public health. I. 
Title. Il. Series. III. Series. 


78-10508 
AA 4.8/2:1 A 
Gregory, Steven 
Freshwater fisherics : program planning / by Steven Grego- 
ry | Washington] ACTION (Service Corps), Peace 
Corps, Office of Multilateral & Special Programs, 1977. 
20525 


i, 72 p.; 27 cm (Peace Corps program & training jour- OCLC 3761635 


nal reprint series ; no. LA) 
“June 1976, March 1977.” 78-10512 


Bibliography: p. 65-72 p 
pbk Development and Resources Corporation. 
1. *Fisheric patedien” tania Office of Multi- Agricultural mathematics for Peace Corps volunteers. — 
eg a SENS SS. ee ee a Washington : ACTION (Service Corps) : for sale by the 
lateral & Special Programs. Il. Title. Hl. Series: Peace Supt. of Does., U.S. Govt. Print. Off., 1975. 
Corps. Office of Multilateral & Special Programs. Programs 20525 
& training journal manual series - Peace Corps ; no. 1A. 96 p. : ill. ; 27 em. — (Peace Corps program & training 
journal reprint series ; no. 4) 
OCLC 3762304 Prepared for the United States Peace Corps by Develop- 
ment and Resources Corporation under contract no. PC-73- 
1034. 
AA 4.8/2:6 Originally published May 1, 1968; reprinted May 1969, 
Gallant, Peter Aug. 1969, March 1976, March 1977. 
Self-help construction of l-story buildings / written by pbk. 
Peter Gallant, illustrated by Nancy Bergau ; cdited by Jim 1. *Agricultural mathematics. 2. *Mathematics. 1. 
Seaton, Peter Hunt. — Washington : ACTION (Service United States. Peace Corps. Il. Title. IIL. Series. 
Corps), Peace Corps, 1977 
mm, 225 =: ee. 28 om. (ACTION pamphiet ; OCLC 3761608 
4200.24) (Program & training journal manual series - Peace 


AA 4.10:4 


78-10509 


Corps ; no. 6) 78-10513 
EF 1 al Development and Resources Corporation. 
. ; Irrigation principles and practices for Peace Corps volun- 
1. *Building. 2. *House construction. 1. Seaton, Jim. I. teers. — [Washington] : ACTION (Service Corps), Peace 
Hunt, Peter. I. United States. Peace Corps. IV. Title. Corps, 1977. 
V. Series. VI. Series: United States. Peace Corps. Volun- 20525 
teers in Technical Assistance. Program & training journal iv, 112 p.: ill. ; 27 em. — (Peace Corps program & train- 
manual series - Peace Corps ; no. 6. ing journal reprint series ; no. 5) 
Prepared for the U.S. Peace Corps by Developmnt and 
OCLC 3569958 Resources Corporation, under contract no. PC-25-1703. 


AA 4.10:5 
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Bibliography: p. 111-112. 
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1. *Irrigation. 
Ill. Series. 


I. United States. Peace Corps. II. Title. 


OCLC 3762231 


78-10514 
AA 4.10:7 
Leonard, Dave 
Improved practices in corn production : a guide for PCV’s 
/ Dave Leonard. — | Washington] : ACTION (Service Corps), 
Peace Corps, 1977. 
20525 
i, 44 p. ; 27 cm. — (Peace Corps program & training jour- 
nal reprint series ; no. 7) 
Orginally published Sept. 
March 1976, April 1977. 
Bibliography : p. 43-44. 
pbk. 
i" ee. 2, 
States. Peace Corps. 


1969; reprinted Feb. 1970, 


* Agriculture — Guide-books. I. United 


Il. Title. II. Series. 


OCLC 3761756 


78-10515 
AA 4.10:8 
Leonard, Dave 
Soils, crops, and fertilizer use : a guide for Peace Corps 
volunteers / developed for Peace Corps Latin America by 
Dave Leonard. — Rev. and expanded ed. — [Washington] : 
ACTION (Service Corps), Peace Corps, 1976. 
20525 
ii, 103 p. : ill. ; 26 cm. — (Peace Corps program & train- 
ing journal reprint series ; no. 8) 
Orginally published June 1969; reprinted Feb. 
March 1976, Sept. 1976. 
Includes bibliographical references and index. 
pbk. 
1. *Agriculture — Guide-books. 2. 
manures. I. United States. Peace Corps. 
ries. 


1970, 


*Fertilizers and 
Il. Title. Hl. Se- 


OCLC 3761800 


78-10516 
AA 4.10:9 
A glossary of agricultural terms : English-Spanish, Spanish-En- 
glish / compiled by the American Language Center, the 
American University, for the International Cooperation Ad- 
ministration. — [Washington] ACTION (Service Corps), 
Peace Corps, 1976. 

20525 

107 p. ; 27 cm. — (Peace Corps program & training jour- 
nal reprint series ; no. 9) 

Orginally published 1960; reprinted June 1965, March 
1976. 

pbk. 

1. *Agriculture — Dictionaries — English. 2. *English lan- 
guage — Dictionaries — Spanish. 3. * Agriculture — Dic- 
tionaries — Spanish. 4. *Spanish language — Dictionaries — 
English. I. United States. Peace Corps. Il. American 
University, Washington, D.C. American Language Center. 
Ill. Series. 


OCLC 3762192 
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Kayeum, Joan 
Tales of widson in folly : a course in controlled composi- 

tion / by Joan Kayeum. — [Washington] : ACTION (Service 
Corps), Peace Corps, 1976. 

20525 

ii, 103 p. : ill. 
ing journal reprint series ; no. 13) 

Issued June 1976. 

pbk. 

1. *Folk-lore 
Study and teaching 
Peace Corps. II. Title. 


; 26 cm. (Peace Corps program & train- 


*English language — 
United States. 


Afghanistan. 2. 
Foreign students. I. 
Ill. Series. 


OCLC 3761849 


78-10518 
AA 4.10:14 


Olcott, Lynn. 

Guidelines for development of a home industry / written by 
Lynn Olcott. — [Washington] 
Peace Corps, 1976 

20525 

59 p. : ill. ; 27 cm. — (Peace Corps program & training 


ACTION (Service Corps), 


journal reprint series ; no. 14) 

Issued June 1976. 

Bibliography: p. 56-58. 

pbk. 

1. *Lepers — Rehabilitation. 2 
Ethiopia. I. United States. Peace Corps. 
ries. 


*Cottage industries — 
Il. Title. Ill. Se- 


OCLC 3761945 


78-10519 
AA 4.10:15 a 
United States. Peace Corps. 
Utlization and construction of pit silos. — [Washington] : 
ACTION (Service Corps), Peace Corps, 1977. 
20525 
41 p.: ill. ; 27 cm. — (Peace Corps program & training 
journal reprint series ; no. 15a) 
“June 1976, March 1977.” 
pbk. 
1. *Silos. I. Title. 


2. *Ensilage. Il. Series. 


OCLC 3762253 


78-10520 
AA 4.10:17 
Glossary of environmental terms : Spanish-English, English- 
Spanish / compiled by Richard E. Saunier. — [Washington] : 
ACTION (Service Corps), Peace Corps, 1976. 
20525 
ii, 202 p. 
journal reprint series ; 
Issued June 1976. 
pbk. 
1. *Environmental engineering — Dictionaries — English. 
2. *English language — Dictionaries — Spanish. 3. 
*Environmental engineering — Dictionaries — Spanish. 4. 
*Spanish language — Dictionaries — English. I. Saunier, 
Richard E_ Il. United States. Peace Corps. Ill. Series. 


; 28 cm. — (Peace Corps program & training 
no. 17) 


OCLC 3761707 
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AA 4.10:18 pbk. 
American Export Cooperative. 1. *Accounting — Study and teaching. 2. *Business edu- 
Manual didactico — huertos escolares y nutricion / by cation. I. United States. Peace Corps. Il. Title. Ill. Series. 
Cooperativa Ameicana de Remesas al Exterior and Peace 
Corps-Guatemala. — [Washington] : ACTION (Service OCLC 3761988 
Corps), Peace Corps, 1976. 
20525 78-10525 
132 p. : ill. ; 27 cm. — (Peace Corps program & training 
journal reprint series ; no. 18) : ; ‘ . 
Reprint of the original ed. published by the Ministry of Strings ‘n things : a teaching manual for the blind / by 
Education, Dept. of Rural Socio-Educational Development, Grace Munns. — Washington : ACTION (Service Corps), 
Nutritional and Agricultural Studies Program for Rural Peace Corps, 1977. 
Areas, Guatemala. 20525 
Issued Sept. 1976. 32 p. : ill. ; 27 cm.— (ACTION pamphlet ; 4200.21) 


AA 4.10:24 
Munns, Grace 


pbk. (Peace Corps program & training journal reprint series ; no. 


1. *Agriculture — Guatemala. 2. *Nutrition. 3. 24) 
*Hygicne. I. United States. Peace Corps. Il. Title. Ill. Se- Issued May 1977. 
pbk. 
1. *Macrame — Study and teaching. 2. *Blind — Reha- 
OCLC 3761903 bilitation. I. United States. Peace Corps. Il. Title. Ill. Se- 
ries. IV. Series. 


ries. 


78-10522 


AA 4.10:28 OCLC 3762083 
Hart, Margaret 

Teaching reading and creative writing : a language ex- 
pericnce approach / by Margaret Hart. — [Washington] : ARMS CONTROL AND DISARMAMENT 
ACTION (Service Corps), Peace Corps, 1977. AGENCY 

20525 Washington, DC 20451 

; -i -Me a nace C° a 
Be ena dnd nc no or eee ea 78-10526 
. ; or AC 1.2:W 23/2 
ee ee Ses United States. Arms Control and Disarmament Agency. 


pbk. ‘ . . 3 
1. *English language — Study and teaching — Foreign stu- pn one VES, = Ee: ee 
Te al et we t EPR Control and Disarmament Agency, 1977. 
dents. 2. *Creative writing— Study and _ teaching. I. 20451 
United States. Peace Corps. II. Title. II. Series. 3 p. ; 26 cm. — (Publication - Arms Control and Disarma- 
ment Agency ; 95) 
Issued June 1977. 
78-10523 pbk. 
AA 4.10:21 1. *Biological warfare. I. Title. II. Series: United States. 
Gadagbe, E Z Arms Control and Disarmament Agency. Publication ; 95. 
Conseils de sante a la famille Africaine : manuel 
d’education sanitaire a l‘usage du personnel educateur / par OCLC 3795459 
le docteur E.Z. Gadagbe. — Washington : ACTION (Service 
Corps), Peace Corps, 1977. COMMERCE DEPARTMENT 


20525 
126 p. : ill. ; 28 em.— (ACTION pamphlet ; 4200.20) Washington, DC 20230 


(Peace Corps program & training journal reprint series ; no. 78-10527 
21) C 1.1:976 

Issued March 1977. United States. Dept. of Commerce. 

pbk. The annual report of the Secretary of Commerce. 

1. *Women — Health and hygiene — Study and teaching — Washington, [Dept. of Commerce]; for sale by the Supt. of 
Africa. 2. *Children—Care and hygiene — Study and Docs., U.S. Govt. Print. Off. 
teaching. I. United States. Peace Corps. Il. Title. Ill. Se- 20402 
ries. IV. Series. ill. 24-27 cm. 

$2.30 
OCLC 3762061 1913- 
78-10524 Distinctive title: Toward economic progress 1975/76 
AA 4.10:23 Report year 19 -1975 ends June 30; 1976- ends Sept. 30. 


Ronan, Michael W 1975/76. 
Contabilidad para la micro empresa : manual de ensenanza @ltem 126 
/ Micheal W. Ronan. — Washington : ACTION (Service S/N 003-000-00509-7 
Corps), Peace Corps, 1977. 1. United States. Dept. of Commere. 2. United States — 
20525 Commerce — Periodicals. I. Title. 
105 p. : ill. ; 27 cm. — (Peace Corps program & training 
journal reprint series ; no. 23) OCLC 1768311 


OCLC 3762142 
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C 1.2:Am 3 
United States. Office of Minority Business Enterprise. 
American association of spanish-speaking and national as- 
sociation of minority certified public accounting firms. — 
[Washington] : Dept. of Commerce, Office of Minority Busi- 
ness Enterprise, 1978. 
20230 
[10], 6 p. ; 28 cm. 
@ltem 128 
pbk. 
1. *Accountants — United States — Directories. 2. 
*Spanish Americans. 3. *Minority business enterprises — 
United States. I. Title. 


OCLC 3741536 


78-10529 
C 1.2:In 8/10/978 
Interagency Auditor Training Center. 

Interagency Auditor Training Center : catalog, fiscal year 
1978, course descriptions and course schedule. — Washing- 
ton : Dept. of Commerce, Interagency Auditor Training 
Center, 1978. 

20014 

{5], 37 p. ; 27 cm. 

January 1978. 

@ltem 128 

pbk. 

1. *Auditors — Study and teaching — Washington, D.C. 
2. Interagency Auditor Training Center. I. Title. 


OCLC 3741565 


78-10530 
C 1.60/3:77-130/pt. 1 
Kissick, William A 

Electromagnetic cosite analysis [EMCAN] model / W. A. 
Kissick, G. H. Stonehocker. — Washington : Dept. of Com- 
merce, Office of Telecommunications, 1977. 

20005 

vi, 69, [1] p.: ill. ; 27 cm. — (OT report ; 77-130) 

Prepared by Institute for Telecommunication Sciences. 

Sponsored by Army Communications Electronics Engineer- 
ing Installation Agency. 

November 1977. 

Bibliography: p. 65-66. 

Contents: pt |. Feasibility study. 

@ltem 126-D-3 

pbk. 

1. *Electromagnetic compatability. 2. *Radio — Inter- 
ferences. 3. *Radio wave propagation. I. Stonehocker, 
Grath H , joint author. II. Institute for Telecommunication 
Sciences. III. United States. Army Communications Elec- 
tronics-Engineerings Installation Agency. IV. Title. V. Se- 
ries: United States. Office of Telecommunications OT report 
; 77-130. 


OCLC 3783525 


78-10531 
C 1.60/3:77-132 
Linfield, R F 
Radio channel capacity limitations / R. F. Linfield : In- 
stitute for Telecommunication Sciences. — Washington 
Dept. of Commerce, Office of Telecommunications, 1977. 
20005 
xi, 79, [1] p. : ill. ; 27 cm. — (OT report ; 77-132) 
Prepared by Institute for Telecommunication Sciences. 
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Sponsored by Electromagetic Compatability Analysis 
Center, as on of ECAC Preparation Development Tasks, 
MIPR no. FY620-77-00078. 

November 1977. 

Bibliography: p. 76-79. 

@ltem 126-D-3 

pbk. 

1. *Radio — Intererences. 2. *Electromagnetic compata- 
bility. 3. *Radio frequency. I. Institute for Telecommuni- 
cation Sciences. II. Electromagnetic Compatability Analysis 
Center. Ill. Title. IV. Series: United States. Office of 
Telecommunications OT report ; 77-132. 


OCLC 3783539 


CENSUS BUREAU 
Commerce Dept. 
Suitland, MD 20233 


78-10532 


C 3.2:Am 3/4 


United States. Bureau of the Census. 


Census surveys : measuring America. — [Washington] 
Dept. of Commerce, Bureau of the Census, 1978. 

20233 

[3s 12 p..: 4:23 cm. 

February 1978. 

@ltem 146 

pbk. 

1. *Social surveys — United States. 2. *United States — 
Census. I. Title. II. Title: Measuring America. 


OCLC 3738001 


78-10533 


C 3.24/9:M 76 (AS)-1 


United States. Bureau of the Census. 


Annual survey of manufactures. General statistics for in- 
dustry groups and industries, including supplemental labor 
costs. Washington, Dept. of Commerce, Bureau of the Cen- 
sus; for sale by the Subscriber Services Section 
(Publications), Bureau of the Census. 

20233 

28 cm. 

Vols. for 19 - prepared in the Industry Division. 

““M76(AS)-1.” 

1976 survey. 

@ltem 134-A 

ISSN 0095-6279 

1. United States — Industries — Periodicals. 2. United 
States — Manufactures — Statistics — Periodicals. 

Key Title: Annual survey of manufactures. General 
statistics for industry groups and industries I. Title. 
HC106.6.US5a 
OCLC 1798526 


78-10534 


C 3.24/9:M 76 (AS)-2 


United States. Bureau of the Census. 


Annual survey of manufactures. Value of product ship- 
ments. Washington, Dept. of Commerce, Bureau of the Cen- 
sus; for sale by the Subscriber Services Section 
(Publications), Bureau of the Census. 

20233 

28 cm. 

Vols. for 19 - prepared in the Industry Division. 

““M76(AS)-2.” 

1976 survey. 

@ltem 134-A 





Census Bureau — Commerce Dept. 


Industries — Periodicals. 2. United 
Periodicals. I. Title. 


1. United States 
States Manufactures Statistics 


OCLC 3313126 


78-10535 
C 3.134/2 a:St 29 
United States. Bureau of the Census. 
Statistics for States and metropolitan areas : preprint from 
County and city data book, 1977 : regions, divisions, states, 
Washington : Dept. of Commerce, Bu- 
for sale by the Supt. of Docs., U.S. 


metropolitan areas 
reau of the Census : 
Govt. Print. Off., 1978. 

20402 

101 p. in various pagings : ill. ; 29 cm. 

December 1977. 

S/N 003-024-01487-4 

pbk. : $2.75 

1. *United States — 
United States — Statistics. 


Statistics. 2. *Metropolitan areas — 
I. Title 


OCLC 3741639 


78-10536 
C 3.158:DIB-917 (76)-5 
Copper-base mill and foundry products. Washington, Dept. of 

Commerce, Bureau of the Census, Industry Division; for sale 
by the Subscriber Services Section (Publications), Bureau of 
the Census 

20233 

28 cm. (Current industrial reports ; ser. DIB-917(76)-5) 

Quarterly with annual summary 

Prior to January 1976 issues were classified C 56.216:DIB- 
917 during the time the Census Bureau was subordinate to 
Social and Economic Statistics Administratin. 

Prior to 1960 issued in the Bureau's Facts for industry se- 
ries. 

Summary for 1976. 

@ltem 142-A 

ISSN 0364-1805 

Main series: Current industrial reports 

1. Copper industry and trade — United States — Statistics 

Periodicals. I. United States. Bureau of the Census. II. 


Series. 


OCLC 2547125 


78-10537 
C 3.158:M 22 P (77)-13 
Consumption on the cotton system. Washington, Dept. of Com- 
merce, Bureau of the Census, Industry Division; for sale by 
the Subscriber Services Section (Publications), Bureau of the 
Census. 

20233 

28 cm. (Current industrial reports ; ser. M22P(77)-13) 

Monthy with annual summary 

Aug. 1977- 

Prior to January 1976 issues were classified C 
56.216:M22P during the time the Census Bureau was subor- 
dinate to Social and Economic Statistics Administration. 

Summary for cotton season 1976-1977. 

@ltem 142-A 

Main series: Current industrial reports 

Continues: Cotton, manmade fiber staple, and linters -July 
1977 ISSN 0364-1899 


Page 38 


1. Cotton trade — United States — Statistics — Periodicals. 
2. Cotton spinning — Statistics — Periodicals. 3. Textile 
fibers, Synthetic — United States — Statistics — Periodicals. 
4. Linters — Statistics — Periodicals. I. United States. Bu- 
reau of the Census. II. Series. 


OCLC 3454850 


78-10538 
C 3.158:M 30 E supp(SA) 

Plastic bottles. Washington, Dept. of Commerce, Bureau of the 
Census, Industry Division; for sale by the Subscriber Services 
Section (Publications), Bureau of the Census. 

20233 

28 cm. (Current industrial reports ; ser. M30E Supplement 
(SA)) 

Monthy with annual summary 

Prior to January 1976 issues were classified C 
56.216:M30E during the time the Census Bureau was subor- 
dinate to Social and Economic Statistics Administration. 

Seasonal adjustment supplement, 1966 to 1976. 

@ltem 142-A 

ISSN 0145-4933 

Main series: Current industrial reports 

1. Plastics industry and trade — United States — Periodi- 
cals. 2. Bottles — United States — Statistics — Periodicals. 
I. United States. Bureau of the Census. II. Series. 


OCLC 2545210 


78-10539 
C 3.158:M 32 D/supp. 

Clay construction products. Washington, Dept. of Commerce, 
Bureau of the Census, Industry Division; for sale by the Sub- 
scriber Services Section (Publications), Bureau of the Cen- 
sus. 

20233 

28 cm. (Current industrial reports ; ser. M32D Supple- 
ment) 

Monthly with annual summary 

Prior to January 1976 issues were classified C 
56.216:M32D during the time the Census Bureau was subor- 
dinate to Social and Economic Statistics Administration. 

Seasonal adjustment supplement, 1966 to 1975. 

Main series: Current industrial reports 

1. Clay industries — United States — Statistics. 
ing materials industry — United States — Statistics. 
States. Bureau of the Census. II. Series. 


2. Build- 
I. United 


OCLC 2549892 


78-10540 
C 3.158:M 34 D (76)-13 
Metal cans. Washington, Dept. of Commerce, Bureau of the 
Census, Industry Division; for sale by the Subscriber Services 
Section (Publications), Bureau of the Census. 
20233 
28 cm. (Current industrial reports ; ser. M34D(76)-13) 
Monthy with annual summary 
Prior to January 1976 issues were classified C 
56.216:M34D during the time the Census Bureau was subor- 
dinate to Social and Economic Statistics Administration. 
Prior to 1960 issued in the Bureau's Facts for industry se- 
ries 
Summary for 1976. 
@ltem 142-A 
Main series: Current industrial reports 
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1. Container industry — United States — Statistics — 78-10544 
Periodicals. 1. United States. Bureau of the Census. II. Se- C 3.158:MA-25 H (76)-1 
Office furniture. Washington, Dept. of Commerce, Bureau of 
the Census, Industry Division; for sale by the Subscriber Ser- 
OCLC 2545185 vices Section (Publications), Bureau of the Census. 
20233 
78-10541 c'a.tseae 94 8 cie-43 ns hog (Current industrial reports ; ser. MA-25H(76)-1) 
Closures for containers. Washington, Dept. of Commerce, Bu- 1976 
reau of the Census, Industry Division; for sale by the Sub- @ltem 142-A 
scriber Services Section (Publications), Bureau of the Cen- 


rics. 


Main series: Current industrial reports 
sus. ‘SieO : vias tt as 
20233 Continues: Manufacturers shipments of office furniture 
28 cm. (Current industrial reports ; ser. M34H(76)-13) 1. Office furniture — Statistics — Periodicals. I. United 
: States. Bureau of the Census. _ II. Series. 
Monthy with annual summary 
Prior to January 1976 issues were classified C see 
$6.216:M34H during the time the Census Bureau was subor- OCLE 3768597 
dinate to Social and Economic Statistics Administration. 78-10545 
Summary for 1976. C 3.158:MA-34 G (75)-1 
@item 142-A Steel power boilers. Washington, Dept. of Commerce, Bureau 
ISSN 0364-1902 of the Census, Industry Division; for sale by the Subscriber 
Main series: Current industrial reports Services Section (Publications), Bureau of the Census. 
1. Container industry — United States — Statistics — 20233 
Periodicals. 1. United States. Bureau of the Census. 28 cm. (Current industrial reports ; ser. MA-34G(75)-1) 
Key Title: Closures for containers II. Series. Prior to January 1976 issues were classified C 56.216:MA- 
34 G during the time the Census Bureau was subordinate to 
OCLC 2548381 Social and Economic Statistics Administration. 
Prior to 1960 issued in the Bureau's Facts for industry se- 
ries. 
1975. 
Annual. 
Main series: Current industrial reports 
Main series: Facts for industry 19 -1959 


78-10542 
C 3.158:MA-13 K (76)-1 
Annual summary of oil and gas. Washington, Dept. of Com- 
merce, Bureau of the Census, Industry Division; for sale by 
the Subscriber Services Section (Publications), Bureau of the 


Census. ‘ a A ' 
1. Boilers — Statistics — Periodicals. 1. United States. Bu- 


20233 
28 cm. (Current industrial reports ; ser. MA-13K(76)-1) 
Prior to January 1976 issues were classified C 56.216:MA- 
13 K during the time the Census Bureau was subordinate to 
Social and Economic Statistics Administration. 78-10546 
1976. C 3.158:MA-34 P (76)-1 
Annual. Aluminum foil converted. Washington, Dept. of Commerce, 
@ltem 142-A Bureau of the Census, Industry Division; for sale by the Sub- 
Main series: Current industrial reports scriber Services Section (Publications), Bureau of the Cen- 
1. Petroleum industry and trade — United States — sus. 
Statistics — Periodicals. I. United States. Bureau of the Cen- 20233 
sus. II. Series. 28 cm. (Current industrial reports ; ser. MA-34P(76)-1) 
Prior to January 1976 issues were classified C 56.216:MA- 
OCLC 3056964 34P during the time the Census Bureau was subordinate to 
78-10543 cd and Economic Statistics Administration. 
C 3.158:MA-22 F.2(76)-1 > 
P ’ Annual. 
Spun yarn production. Washington, Dept. of Commerce, Bu- @ltem 142-A 
reau of the Census, Industry Division; for sale by the Sub- 
scriber Services Section (Publications), Bureau of the Cen- 
sus. 
20233 
28 cm. (Current industrial reports ; ser. MA-22F.2(76)-1) 
Prior to January 1976 issues were classified C 56.216:MA- 
22 F.2 during the time the Census Bureau was subordinate to 78-10547 
Social and Economic Statistics Administration. C 3.158:MA-35 D (76)-1 
1976. C 3.158:MA-35 D (76)-1I/ch. 
Annual. Construction machinery. Washington, Dept. of Commerce, Bu- 
@ltem 142-A reau of the Census, Industry Division; for sale by the Sub- 
Main series: Current industrial reports scriber Services Section (Publications), Bureau of the Cen- 
1. Yarn — Statistics — Periodicals. I. United States. Bu- sus. 
reau of the Census. II. Series. 20233 
28 cm. (Current industrial reports ; ser. MA-35D(76)-1) 
OCLC 3060422 Quarterly with annual summary. 


reau of the Census. II. Series. 


OCLC 3159577 


Main series: Current industrial reports 
1. Aluminum foil — Statistics — Periodicals. I. United 
States. Bureau of the Census. II. Series. 


OCLC 3060595 
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Census Bureau — Commerce Dept. 


Prior to January 1976 issues were classified C 56.216:MA- 
35D during the time the Census Bureau was subordinate to 
Social and Economic Statistics Administration. 

1976 change sheet to 1976 report. 

@ltem 142-A 

ISSN 0364-1813 

Main series: Current industrial reports 

1. Construction equipment — United States — Statistics. I. 
United States. Bureau of the Census. II. Series. 


OCLC 2547081 


78-10548 
C 3.158:MA-35 P (76)-1 
Pumps and compressors. Washington, Dept. of Commerce, Bu- 
reau of the Census, Industry Division; for sale by the Sub- 
scriber Services Section (Publications), Bureau of the Cen- 
sus. 
20233 
28 cm. (Current industrial reports ; ser. MA-35P(76)-1) 
Prior to January 1976 issues were classified C 56.216:MA- 
35P during the time the Census Bureau was subordinate to 
Social and Economic Statistics Administration. 
1976. 
Annual. 
@ltem 142-A 
Main series: Current industrial reports 
|. Pumping machinery — Statistics — Periodicals. 2. Com- 
pressors — Statistics — Periodicals. 1. United States. Bureau 
of the Census. II. Series. 


OCLC 3092501 


78-10549 
C 3.158:MA-35 R (76)-1 
Office, computing, and accounting machines. Washington, 
Dept. of Commerce, Bureau of the Census, Industry Division; 
for sale by the Subscriber Services Section (Publications), 
Bureau of the Census. 
20233 
28 cm. (Current industrial reports ; ser. MA-35R(76)-1) 
Prior to January 1976 issues were classified C 56.216:MA- 
35R during the time the Census Bureau was subordinate to 
Social and Economic Statistics Administration. 
1976. 
Annual. 
@ltem 142-A 
Main series: Current industrial reports 
1. Electronic office machines — Statistics — Periodicals. 
2. Computers — Statistics — Periodicals. 3. Accounting 
machines — Statistics — Periodicals. I. United States. Bu- 
reau of the Census. II. Series. 


OCLC 3768567 


78-10550 
C 3.158:MA-38 B (76)-1/ch. 

Selected instruments and related products. Washington, Dept. 
of Commerce, Bureau of the Census, Industry Division; for 
sale by the Subscriber Services Section (Publications), Bu- 
reau of the Census. 

20233 

28 cm. (Current industrial reports ; ser. MA-38B(76)-1) 

Prior to January 1976 issues were classified C 56.216:MA- 
38B during the time the Census Bureau was subordinate to 
Social and Economic Statistics Administration. 

Change sheet to 1976 report. 

Annual. 

@ltem 142-A 
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Main series: Current industrial reports 

1. Scientific apparatus and instruments — Statistics — 
Periodicals. 1. United States. Bureau of the Census. Il. Se- 
ries. 


OCLC 3054635 


78-10551 
C 3.158:MA-200 (76)-1 
Manufacturers’ pollution abatement capital expenditures and 
operating costs. Washington, Dept. of Commerce, Bureau of 
the Census, Industry Division; for sale by the Subscriber Ser- 
vices Section (Publications), Bureau of the Census. 
20233 
28 cm. (Current industrial reports ; ser. MA-200(76)-1) 
Issued 1976 as advance report to Pollution abatement costs 
and expenditures. 
1976 advance report. 
@ltem 142-A 
Main series: Current industrial reports 
1. Factory and trade waste — United States — Statistics — 
Periodicals. 2. Polution control industry — United States — 
Statistics — Periodicals. 1. United States. Bureau of the Cen- 
sus. Il. Series. 


OCLC 3768523 


78-10552 
C 3.158:MQ-22 K (76)-5 
Knit fabric production. Washington, Dept. of Commerce, Bu- 
reau of the Census, Industry Division; for sale by the Sub- 
scriber Services Section (Publications), Bureau of the Cen- 
sus. 

20233 

28 cm. (Current industrial reports ; ser. MQ-22K(76)-5) 

Quarterly with annual summary. 

Prior to January 1976 issues were classified C 56.216:MQ- 
22K during the time the Census Bureau was subordinate to 
Social and Economic Statistics Administration. 

Summary for 1976. 

@ltem 142-A 

ISSN 0145-4900 

Main series: Current industrial reports 

1. Knit goods industry — United States — Statistics — 
Periodicals. 1. United States. Bureau of the Census. Il. Se- 
ries. 


OCLC 2541422 


78-10553 
C 3.158:MQ-32 A (75)-5 
Flat glass. Washington, Dept. of Commerce, Bureau of the 
Census, Industry Division; for sale by the Subscriber Services 
Section (Publications), Bureau of the Census. 
20233 
28 cm. (Current industrial reports ; ser. MQ-32A(75)-5) 
Quarterly with annual summary 
Prior to January 1976 issues were classified C 56.216:MQ- 
32A during the time the Census Bureau was subordinate to 
Social and Economic Statistics Administration. 
Summary for 1975. 
@ltem 142-A 
ISSN 0146-566X 
Main series: Current industrial reports 
1. Glass manufacture — United States — Statistics — 
Periodicals. I. United States. Bureau of the Census. Il. Se- 
ries. 


OCLC 2715774 





78-10554 
C 3.158:MQ-34 E Supp.(SA) 

Pumbing fixtures. Washington, Dept. of Commerce, Bureau of 
the Census, Industry Division; for sale by the Subscriber Ser- 
vices Section (Publications), Burcau of the Census. 

20233 

28 cm. (Current industrial reports ; ser. MQ-34E Supple- 
ment (SA)) 

Quarterly with annual summary. 

Prior to January 1976 issues were classified C 56.216:MQ- 
34E during the time the Census Bureau was subordinate to 
Social and Economic Statistics Administration. 

Prior to 1960 issued in the Bureau's Facts for industry se- 
ries. 

Seasonal adjustment supplement, 1966 to 1976. 

@ltem 142-A 

ISSN 0145-4951 

Main series: Current industrial reports 

Main scries: Facts for industry 19 -1959 

1. Plumbing — Equipment and _ supplies — Statistics — 
Periodicals. I. United States. Bureau of the Census. II. Se- 
rics. 


OCLC 2541417 


78-10555 
C 3.158:MQ-36 C (75)-5 
Fluorescent lamp ballasts. Washington, Dept. of Commerce, 
Bureau of the Census, Industry Division; for sale by the Sub- 
scriber Services Section (Publications), Bureau of the Cen- 
sus. 
20233 
28 cm. (Current industrial reports ; ser. MQ-36C(75)-5) 
Prior to January 1976 issues were classified C 56.216:MQ- 
36C during the time the Census Bureau was subordinate to 
Social and Economic Statistics Administration. 
Prior to 1960 issued in the Bureau’s Facts for industry se- 
ries. 
Summary for 1975. 
ISSN 0145-5184 
Main series: Current industrial reports 
Main series: Facts for industr 19 -1959 
1. Fluorescent lamps — Statistics — Periodicals. 
States. Bureau of the Census. II. Series. 


I. United 


OCLC 2545293 


78-10556 
C 3.191/3:974 
Governmental finances and employment at a glance. Washing- 
ton, Dept. of Commerce, Social and Economic Statistics Ad- 
ministration, Bureau of the Census. 
20233 
28 cm. 
1974- 
1974. 
Annual. 
ISSN 0097-868X 
1. Finance, Public — United States — Periodicals. 2. Civil 
service — United States — Periodicals. I. United States. Bu- 
reau of the Census. 
HJ257.2.U45c 
336.73 
OCLC 1799259 
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78-10557 
C 3.240/7:42 
United States. Bureau of the Census. Data User Services Divi- 
sion. 

Microdata from the survey of income and education. — 
Washington : Dept. of Commerce, Bureau of the Census, 
Data User Services Division : for sale by the Subscriber Ser- 
vices Section (Publications), Bureau of the Census, 1977. 

20233 

[2], 12 p. ; 28 cm. — (Data access description ; no. 42) 

Prepared by Lawrence Hugg and Annette Ralston. 

Issued Jan. 1978. 

@ltem 142-D 

pbk. 

1. *Education — United States — Statistics. 2. *Income — 
United States — Statistics. 3. *Microfilms — Data 
processing. I. Hugg, Lawrence, 1949- II. Ralston, Annette 
Ill. Title. IV. Series: United States. Bureau of the Census. 
Data access descriptions ; no. 42. 


OCLC 3741552 


78-10558 
C 3.252:13 
United States. Bureau of the Census. 

Factfinder for the nation transportation statistics. — 
Washington : 
1978. 

20233 

[4] p.: ill. ; 28 cm. — (CFF ; no. 13) 

Issued February 1978. 

Includes bibliographical references. 

@ltem 131-F 

pbk. 

1. *Transportation — United States — Statistics. 
Il. Title: Transportation statistics. 


Dept. of Commerce, Bureau of the Census, 


I. Title. 


OCLC 3738149 


78-10559 
C 3.252:14 
United States. Bureau of the Census. 

Factfinder for the Nation : foreigh trade statistics. — 
[Washington] : Dept. of Commerce, Bureau of the Census, 
1978. 

20233 

[4] p. : ill. ; 28 cm. — (CFF; no. 14) 

Issued March 1978. 

Includes bibliographical references. 

@ltem 131-F 

pbk. 

1. *United States — Commerce — Statistics. 
Title: Foreign trade statistics. 


I. Title. IL. 


OCLC 3738142 


NATIONAL BUREAU OF STANDARDS 
Commerce Dept. 
Washington, DC 20234 


78-10560 
C 13.10:305/supp.8 
United States. National Bureau of Standards. 

Publications of the National Bureau of Standards. 
Washington, Dept. of Commerce, National Bureau of Stan- 
dards; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. (NBS special publication ; 305) 

$8.25 





National Bureau of Standards — Commerce Dept. 


Earlier issues published as part of the Bureau’s Miscellane- 
ous publications. 

1976 catalog. 

“Supplement 8.” 

@ltem 247 

S/N 003-003-01743-4 

Main series: United States. National Bureau of Standards. 
Special publication 

Continues: Supplementary list of publications 1960/61- 
1960/65 

1. United States. National Bureau of Standards — Bibliog- 
raphy. 2. United States — Government publications — 
Bibliography. I. Title. Il. Series: United States. National 
Bureau of Standards. Special publication ; 305. 


OCLC 3225349 


78-10561 
C 13.20/2:73-77 
United States. National Bureau of Standards. 

Carbonated soft drink bottles. — Washington : Dept. of 
Commerce, National Bureau of Standards : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1977. 

20402 

ii, 9 p. : ill. ; 26 cm. 
73-77) 

Approved by American National Standards Institute on 
Nov. 23, 1977, as American National Standards ANSI/VPS 
PS 73-77. 

@ltem 243 

S/N 003-003-01877-5 

pbk. : $0.80 

1. *Bottles — Standards — United States. 2. *Carbonated 
beverages. I. Title. Ul. Series: United States. National Bu- 
reau of Standards. Voluntary product standard ; PS 73-77. 


(Voluntary product standard ; PS 


OCLC 3741246 


CIVIL AERONAUTICS BOARD 
Washington, DC 20428 


Additional Commerce Dept. entries follow CAB entries. 


78-10562 
C 31.201:976 
United States. Civil Aeronautics Board. 

Report to Congress - Civil Aeronautics Board. Washington, 
Civil Acronautics Board; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off. 

20402 

23 cm 

$1.75 

Report year ends June 30, 1976. 

@ltem 178 

S/N 003-006-00075-1 

ISSN 0098-082X 

Continues: United States. Civil Aeronautics Board. Annual 
report 

1. Aeronautics, Commercial — United States — Periodicals. 
2. United States. Civil Acronautics Board. 

Key Title: Reports to Congress - Civil Aeronautics Board 
I. Title. 

TL521.A363 
387.7/4/0973 
OCLC 1799455 
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78-10563 


C 31.205:Av 5/977 


United States. Laws, statutes, etc. 


Federal aviation act of 1958.—Rev. Mar. 1, 1977.— 
Washington : Civil Aeronautics Board : for sale by the 
Supt.of Docs., U.S. Govt. Print. Off., 1977. 

20402 

122 p. ; 23 cm. 

Issued Mar. 1, 1977. 

@ltem 184 

S/N 003-006-00077-8 

pbk. : $2.20 

1. *Aeronautics, Commercial — Law and _ legislation — 
United States. 2. United States. Civil Aeronautics Board. 
3. United States. Federal Aviation Agency. I. Title. 


OCLC 3622017 


78-10564 


C 31.206/5:976 


United States. Civil Aeronautics Board. 


Uniform system of accounts and reports for certificated air 
carriers in accordance with section 407 of the Federal avia- 
tion act. [Washington] Civil Aeronautics Board; [for sale by 
the Supt. of Docs., U.S. Govt. Print. Off.] 

20402 

27 cm. 

$11.00 (U.S., including basic manual and supplemental 
material for an indefinite period) $14.00 (foreign) 

Contains part 241 of the Civil Aeronautics Board’s 
Economic Regulations. 

1976 basic manual. 

@ltem 186 

S/N 003-006-8 1004-4 

1. Air lines — Accounting. I. Title. 


OCLC 2793474 


78-10565 


C 31.206/7:974/trans.4 
C 31.206/7:974/trans.5 


United States. Civil Aeronautics Board. 


Regulations of the Civil Aeronautics Board. Washington, 
Civil Aeronautics Board; [for sale by the Supt. of Docs., U.S. 
Govt. Print. Off.] 

20402 

26 cm. 

$21.00 (U.S., including basic manual and continuing sup- 
plements for an indefinite period) $26.25 (foreign) 

Contains regulations of the CAB, pts. 200-399, except pt. 
241 which is issued separately. 

Transmittal sheets no. 4 and 5 to 1974 edition. 

@ltem 186 

S/N 003-006-8 1003-6 

1. United States. Civil Aeronautics Board. 2. Aeronautics, 
Commercial — Law and legislation — United States. 


OCLC 2782324 


78-10566 


C 31.253:977/v.1 


Local service air carriers’ unit costs. Washington, Civil 


Aeronautics Board. 

20428 

ill. 28 cm. 

1965- 

“Issued pursuant to rule 1109 of the Rules of Practice in 
Economic Proceedings.” 





1973- issued in 2 vols.: v. 1. Unit costs, summary.—v. 2. 
Unit costs, computation and historical data. 

Report for year ending March 31, 1977, v. 1. 

Semiannual. 

@ltem 177-A-4 

Has supplement: Recipients of local service air carriers’ 
unit costs 

1. Aeronautics, Commercial — United States — Finance — 
Statistics — Periodicals. 2. Air lines — Cost of operation — 
Statistics — Periodicals. 3. Air lines, Local service — United 
States — Finance — Statistics — Periodicals. I. United 
States. Civil Acronautics Board. 


OCLC 2707706 


78-10567 
C 31.253:977-2/v.1 
C 31.253:977/v.2 
Local service air carriers’ unit costs. Washington, Civil 
Acronautics Board. 
20428 
28 cm. 
1965- 
1973- issued in 2 vols.: v. 1. Unit costs, summary.—v. 2. 
Unit costs, computation and historical data. 
Year ended Sept. 30, 1977, v. 1-2. 
Semiannual. 
@ltem 177-A-4 
Has supplement: Recipients of local service air carriers’ 
unit costs 
1. Aeronautics, Commercial — United States — Finance — 
Statistics. 2. Air lines — Cost of operation. 3. Air lines, 
Local service — United States — Finance — Statistics. I. 
United States. Civil Aeronautics Board. 


OCLC 2707706 


78-10568 
C 31.266/2:975-76 
Trunkline carrier domestic passenger enplanements. Washing- 
ton, Civil Aeronautics Board. 
20428 
v. 27 cm. 
Issued by the Board’s Bureau of Operating Rights, Stan- 
dards Division. 
Fiscal years 1975 and 1976. 
@ltem 177-A-12 
ISSN 0148-9356 
1. Aeronautics, Commercial — United States — Passenger 
traffic — Statistics — Periodicals. 2. Air lines, Local service 
— Statistics — Periodicals. I. United States. Civil Aeronau- 
tics Board. Bureau of Operating Rights. Standards Division. 
HE9803.A1C57d 
387.7/42/0973 
OCLC 3198046 
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MARITIME ADMINISTRATION 
Commerce Dept. 
Washington, DC 20543 


78-10569 


C 39.212:976 


Merchant fleets of the world; ocean going steam and motor 


ships of 1,000 gross tons and over. Washington, Dept. of 
Commerce, Maritime Administration; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

v. 27cm. 

$2.20 

1955- 

Vols. for 197 - prepared by the Office of Trade Studies 
and Statistics; previous issues prepared by other offices of the 
Maritime Administration. 

Subtitle varies. 

1976. 

@ltem 236-B 

S/N 003-007-00082-1 

ISSN 0499-8847 

1. Merchant marine — Statistics — Periodicals. I. United 
States. Maritime Administration. 


OCLC 2223151 


ECONOMIC DEVELOPMENT 
ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


78-10570 


C 46.2:P 96/9 


United States. Economic Development Administration. 


The local public works program : creating jobs through 
construction of public works projects in areas of high unem- 
ployment. — [Washington] : Dept. of Commerce, Economic 
Development Administration, 1977. 

20230 

folder ({8] p.): ill. ; 21 cm. 

June 1977. 

@item 130-D 

pbk. 

1. *Unemployed — United States. 2. *United States — 
Public works. I. Title. Il. Title: Creating jobs through con- 
struction of public works projects in areas of high unemploy- 
ment. 


OCLC 3741583 


78-10571 


C 46.2:P 96/11 


United States. Economic Development Administration. 


Local public works program, status report : creating jobs 
through public works projects in areas of high unemploy- 
ment. — [Washington] : Dept. of Commerce, Economic 
Development Administration, 1978. 

20230 

xiv, 82 p. ; 27 cm. 

January 1978. 

@ltem 130-D 

pbk. 

1. *United States — Public works. 2. *Unemployed — 
United States. I. Title. Il. Title: Creating jobs through 
public works projects in areas of high unemployment. 


OCLC 3666423 





Economic Development Administration — Commerce Dept. 


78-10572 
C 46.2:Sp 3 
United States. Economic Development Administration. 

Special economic development and adjustment assistance : 
title IX in brief. — [Washington] Dept. of Commerce, 
Economic Development Administration, 1978. 

20233 

folder (8 p.): ill. ; 21 cm. 

January 1978. 

@ltem 130-D 

pbk. 

1. *Federal aid to community development — United 
States. 2. *United States — Economic conditions. I. Title. 


OCLC 3741574 


UNITED STATES TRAVEL SERVICE 
Commerce Dept. 
Washington, DC 20230 


78-10573 
C 47.12:T 64/2 
United States. Travel Service. 

Consumer's guide to travel information : State & territorial 
tourism offices. — [Washington] : Dept. of Commerce, 
Travel Service, 1978. 

20233 

folder ({12] p.) ; 22 cm. 

January 1978. 

@ltem 271-A-2 

pbk. 

1. *Tourist trade — United States. 2. *Travel agents. I. 
Title. Il. Title: State & territorial tourism offices. 


OCLC 3737986 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 


Commerce Dept. 
Rockville, Md. 20852 


78-10574 
C §5.2:P 94/2 
Larson, Peter T 

NOAA products and services of the National Weather Ser- 
vice, National Environmental Satellite Service, Environmen- 
tal Data Service, and the Environmental Research Laborato- 
ries / edited and compiled by Peter T. Larson and Frank 
Evangelista. — Rockville, Md. : Dept. of Commerce, National 
Oceanic and Atmospheric Administration : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1977. 

20402 

4v.: ill. ; 27 cm. 

Issued November 1977. 

Bibliography: p. 98-102 (v.2) 

@ltem 250-E-2 

S/N 003-017-00413-9 

pbk. : $7.25 

1. United States. National Weather Service. 2. United 
States. National Environmental Satellite Service. 3. United 
States. National Environmental Data Service. 4. Environ- 
mental Research Laboratories. I. Evangelista, Frank Il. 
United States. National Oceanic and Atmospheric Adminis- 
tration. Ill. Title. 


OCLC 3783554 
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78-10575 


C §5.13/1:NWS TDL-62 


Reap, Ronald M 


Automated prediction of thunderstorms and severe local 
storms / Ronald M. Reap and Donald S. Foster ; Techniques 
Development Laboratory. — Silver Spring, Md. : Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, National Weather Service, Techniques Development 
Laboratory ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977. 

ii, 20 p. : ill. ; 26 cm. — (NOAA technical memorandum ; 
NWS TDL-62) 

Prepared by Techniques Development Laboratory. 

April 1977. 

Bibliography: p. 19-20. 

pbk. 

1. *Thunderstorms. 2. *Storms. 3. *Probability forecasts 
(Meteorology). I. Foster, Donald S , joint author. II. 
United States. National Weather Service. Techniques 
Development Laboratory. Ill. Title. IV. Series: United 
States. National Oceanic and Atmospheric Administration. 
NOAA technical memorandum ; NWS TDL-62. 


OCLC 3159634 


78-10576 


C §5.13/2:ERL APCL-20 
Rust, W David. 

Preliminary test program in chaff dispersal within thun- 
derstorms at Kennedy Space Center / W. David Rust, F. 
James Holitza, William E. Cobb ; Atmospheric Physics and 
Chemistry Laboratory. — Boulder, Colo. : Dept. of Com- 
merce, National Oceanic and Atmospheric Administration, 
Environmental Research Laboratories, Atmospheric Physics 
and Chemistry Laboratory, 1977. 

80302 

iii, 13 p. : ill. ; 26 cm. — (NOAA technical memorandum ; 
ERL APCL-20) 

Prepared by Atmospheric Physics and Chemistry Laborato- 
ry. 

April 1977. 

Bibliography: p. 12-13. 

pbk. 

1. *Thunderstorms — Florida — Kennedy Space Center. 
2. *Lightning. I. Holitza, F James, joint author. II. Cobb, 
William E , joint author. III. Environmental Research 
Laboratories. IV. Atmospheric Physics and Chemistry 
Laboratory. V. Title. VI. Series: United States. National 
Oceanic and Atmospheric Administration. NOAA technical 
memorandum ; ERL APCL-20. 


OCLC 3093673 


78-10577 
C 5§5.13/2:ERL NSSL-76 
Waldteufel, Philippe. 
An analysis of weather spectra variance in a tornado storm 
/ Philippe Waldteufel ; National Severe Storms Laboratory. 
— Norman, Okla. : Dept. of Commerce, National Oceanic 
and Atmospheric Administration, Environmental Research 
Laboratories, Severe Storms Laboratory, 1976. 
5285 Port Royal, 22161 
x, 80 p. : ill. ; 26 cm. — (NOAA technical memorandum ; 
ERL NSSL-76) 
Prepared by National Severe Storms Laboratory. 
May 1976. 
Bibliography: p. 36-37. 
pbk. 





1. *Radar meteorology. 2. *Doppler radar — Spectra. 3. 
*Atmospheric turbulence. 4. *Tornadoes. I. Environmen- 
tal Research Laboratories. II. National Severe Storms 
Laboratory. Ill. Title. IV. Series: United States. National 
Oceanic and Atmospheric Administration. NOAA technical 
memorandum ; ERL NSSL-76. 


OCLC 2432394 


78-10578 


C §5.13/2:ERL SEL-45 
McKinnon, John Angus, 1941- 

ATS-6 NOAA solid state proton experiment : mean energy 
of a finite energy passband / J. A. McKinnon, T. A. Fritz ; 
Space Environment Laboratory. — Boulder, Colo. : Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, Environmental Research Laboratories, Space Environ- 
ment Laboratory, 1976. 

80302 

iv, 44 p. : ill. ; 26 cm. — (NOAA technical memorandum ; 
ERL SEL-45) 

Prepared by Space Environment Laboratory. 

December 1977. 

Bibliography: p. 41. 

pbk. 

1. *Protons — Spectra. 2. *Spectral energy distribution. 

. Fritz, Theodore A , 1939- , joint author. II. Space En- 
vironment Laboratory. III. Environmental Research Labora- 
tories. IV. Title. V. Series: United States. National 
Oceanic and Atmospheric Administration. NOAA technical 
memorandum ; ERL SEL-4S5. 


OCLC 2870691 


78-10579 


C §5.13/2:ERL WPL-20 


Bedard, A J 


Detection of gust fronts using surface sensors / A. J. Be- 
dard Jr., and D. W. Beran ; Wave Propagation Laboratory. — 
Boulder, Colo. : Dept. of Commerce, National Oceanic and 
Atmospheric Administration, Environmental Research 
Laboratories, Wave Propagation Laboratory, 1977. 

80302 

v, 15S p. : ill. (1 col.) ; 26 cm.— (NOAA technical 
memorandum ; ERL WPL-20) 

Prepared by Wave Propagation Laboratory. 

Bibliography: p. 14-15. 

pbk. 

1. *Fronts (Meteorology) 2. *Gust loads. 3. 
*Thunderstorms. 4. *Weather signals. I. Beran, D W , 
joint author. II. Environmental Research Laboratories. Il. 
Wave Propagation Laboratory. IV. Title. V. Series: United 
States. National Oceanic and Atmospheric Administration. 
NOAA technical memorandum ; ERL WPL-20. 


OCLC 3107534 


78-10580 


C §5.13/2:ERL WPL-21 


Owens, Edward J 


Microcomputer-controlled acoustic echo sounder / Edward 
J. Owens ; Wave Propagation Laboratory. — Boulder, Colo. : 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, Environmental Research Laboratories, Wave 
Propagation Laboratory, 1977. 

80302 

vi, 76 p. : ill. ; 27 cm. — (NOAA technical memorandum ; 
ERL WPL-21) 

Prepared by Wave Propagation Laboratory. 
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April 1977. 

Bibliography: p. 66-68. 

pbk. 

1. *Atmosphere — Remote sensing. 2. *Echo sounding. 
3. *Planetary boundary layer. I. Environmental Research 
Laboratories. II. Wave Propagation Laboratory. III. Title. 
IV. Series: United States. National Oceanic and Atmospheric 
Administration. NOAA technical memorandum ; ERL WPL- 
ai. 


OCLC 3107558 


78-10581 


C 55.13/2:NESS 84 


Matson, Michael 


Winter snow-cover maps of North America and Eurasia 
from satellite records, 1966-1976 / Michael Matson ; Na- 
tional Environmental Satellite Service. — Washington : Dept. 
of Commerce, National Oceanic and Atmospheric Adminis- 
tration, National Environmental Satellite Service ; Spring- 
field, Va. : for sale by the National Technical Information 
Service, 1977. 

5285 Port Royal Rd., 22161 

iii, 28 p. : ill. ; 26 cm. — (NOAA technical memorandum ; 
NESS 84) 

Prepared by National Environmental Satellite Service. 

March 1977. 


Bibliography: p. 28. 
pbk. 
1. *Snow— Maps. 2. *North America— Maps. 3. 


*Eurasia — Maps. I. United States. National Environmental 
Satellite Service. II. Title. Ill. Series: United States. Na- 
tional Oceanic and Atmospheric Administration. NOAA 
technical memorandum ; NESS 84. 


OCLC 3159991 


78-10582 


C 55.13/2:NESS 85 


Lushine, James B 


A relationship between weakening of tropical cyclone 
cloud patterns and lessening of wind speed / James B. 
Lushine National Environmental Satellite Service. — 
Washington : Dept. of Commerce, National Oceanic and At- 
mospheric Administration, National Environmental Satellite 
Service ; Springfield, Va. : for sale by the National Technical 
Information Service, 1977. 

5285 Port Royal Rd. 22161 

iii, 12 p. : ill. ; 26 cm. — (NOAA technical memorandum ; 
NESS 85) 

Prepared by National Environmental Satellite Service. 

March 1977. 

Bibliography: p. 4. 

pbk. 

1. *Storms — Tropics. 2. *Hurricanes — Pacific Ocean. 
3. *Winds. I. United States. National Environmental Satel- 
lite Service. Il. Title. III. Series: United States. National 
Oceanic and Atmospheric Administration. NOAA technical 
memorandum ; NESS 85. 


OCLC 3160030 





National Oceanic and Atmospheric Administration — Commerce Dept. 


78-10583 
C §5.13/2:NOS NGS-7 
Holdahl, S R 

Recent clevation change in Southern California / S. R. 
Holdahl ; National Geodetic Survey. — Rockville, Md. 
Dept. of Commerce, National Oceanic and Atmsopheric Ad- 
ministration, National Ocean Survey, National Geodetic Sur- 
vey; Springfield, Va. : for sale by the National Technical In- 
formation Service, 1977. 

5285 Port Royal Rd., 22161 

iii, 19 p. : iL, maps ; 26 cm.— (NOAA technical 
memorandum ; NOS NGS-7) 

Prepared by National Geodetic Survey. 

February 1977. 

Bibliography: p. 19. 

pbk. 

1. *Geodesy. 2. *Earth movements — California, 
Southern. 3. *Subsidences (Earth movements) — California, 
Southern. I. National Geodetic Survey. Il. Title. Hl. Se- 
rics: United States. National Oceanic and Atmospheric Ad- 
ministration. NOAA technical memorandum ; NOS NGS-7. 


OCLC 2960882 


78-10584 
C 55.13/2:NOS 18 
Boyd, James E 

Performance evaluation of guideline model 8400 laborato- 
ry salinometer / James E. Boyd ; National Oceanographic In- 
strumentation Center. — Rockville, Md. Dept. of Commerce, 
National Oceanic and Atmophecric Administration, National 
Ocean Survey, National Oceanographic Instrumentation 
Center, ; Springfield, Va. : for sale by the National Technical 
Information Service, 1977. 

5285 Port Royal Rd., 22161 

iii, 20 p. : ill. ; 26 cm. — (NOAA technical memorandum ; 
NOS 18) 

Prepared by National Oceanographic Instrumentation 
Center. 

July 1976. 

pbk. 

1. *Salinity. 2. *Oceanographic instruments. I. National 
Ocean Survey. Il. National Oceanographic Instrumentation 
Center. Ill. Title. IV. Series: United States. National 
Oceanic and Atmospheric Administration. NOAA technical 
memorandum ; NOS 18. 


OCLC 2468883 


78-10585 
C §5.13/2:NWS TDL-63 
Pore, N Arthur. 

Automated Great Lakes wave forecasts / N. Arthur Pore ; 
Techniques Development Laboratory. — Silver Spring, Md. : 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, National Weather Service, Techniques Develop- 
ment Laboratory ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977. 

5285 Port Royal Rd., 22161 

ii, 13 p. : ill. ; 26 cm. — (NOAA technical memorandum ; 
NWS TDL-63) 

Prepared by Techniques Development Laboratory. 

February 1977. 

Bibliography: p. 7. 

pbk. 


Page 46 


1. *Water waves — Great Lakes. I. United States. Na- 
tional Weather Service. Techniques Development Laborato- 
ry. Il. Title. Ill. Series: United States. National Oceanic 
and Atmospheric Administration. NOAA technical memoran- 
dum ; NWS TDL-63. 


OCLC 2948503 


78-10586 
C 55.13/2:NWS TDL-64 
Charba, Jerome P 

Operational system for predicting severe local storms two 
to six hours in advance / Jerome P. Charba ; Techniques 
Development Laboratory. — Silver Spring, Md. : Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, National Weather Service, Techniques Development 
Laboratory ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977. 

5285 Port Royal Rd., 22161 

ii, 24 p. : ill, maps ; 27 cm.— (NOAA technical 
memorandum ; NWS TDL-64) 

Prepared by Techniques Development Laboratory. 

March 1977. 

Bibliography: p. 10-11. 

pbk. 

1. *Probability forecasts (Meteorology) 2. *Storms. 3. 
*Weather forecasting. 4. *Thunderstorms. I. United States. 
National Weather Service. Techniques Development Labora- 
tory. Il. Title. Ill. Series: United States. National Oceanic 
and Atmospheric Administration. NOAA technical memoran- 
dum ; NWS TDL-64. 


OCLC 3777156 


78-10587 
C 55.71:76004 
National Oceanographic Instrumentation Center. 

Instrument fact sheet. Washington, Dept. of Commerce, 
National Oceanic and Atmospheric Administration, National 
Ocean Survey, National Oceanographic Instrumentation 
Center. 

20235 

ill. 26 cm. (NOAA S/T ; 76-2022) 

Distinctive title: Index to National Oceanographic Instru- 
mentation Center publications 

“IFS 76004.” 

Main series: United States. National Oceanic and At- 
mospheric Administration. NOAA S/T 

1. Oceanographic instruments — Periodicals. 2. Oceano- 
graphic instruments — Bibliography. 3. National Oceano- 
graphic Instrumentation Center — Bibliography. I. Title. 


OCLC 3772917 


78-10588 
C 55.71:76005 
National Oceanographic Instrumentation Center. 

Instrument fact sheet. Washington, Dept. of Commerce, 
National Oceanic and Atmospheric Administration, National 
Ocean Survey, National Oceanographic Instrumentation 
Center. 

20235 

ill. 26 cm. (NOAA S/T ; 76-1902) 

Distinctive title: Deep sea acoustic release transponder, 
model 096R 

“IFS 76005.” 

Main series: United States. National Oceanic and At- 
mospheric Administration. NOAA S/T 





1. Oceanographic instruments — Periodicals. 2. Un- 
derwater acoustics — Instruments. I. Title. 


OCLC 3772917 


78-10589 


C 55.71:76006 
National Oceanographic Instrumentation Center. 

Instrument fact sheet. Washington Dept. of Commerce, 
National Oceanic and Atmospheric Administration, National 
Ocean Survey, National Oceanographic Instrumentation 
Center. 

20235 

ill. 26 cm. (NOAA S/T ; 76-1896) 

Distinctive title: Electromagnetic current meter, model 
CT/3 

“IFS 76006.” 

Main series: United States. National Oceanic and At- 
mospheric Administration. NOAA S/T 

1. Oceanographic instruments — Periodicals. 2. Ocean 
currents — Measurements. I. Title. 


OCLC 3772917 


78-10590 


C 55.71:76007 
National Oceanographic Instrumentation Center. 

Instrument fact sheet. Washington, Dept. of Commerce, 
National Oceanic and Atmospheric Administration, National 
Ocean Survey, National Oceanographic Instrumentation 
Center. 

20235 

ill. 26 cm. (NOAA S/T ; 76-2045) 

Distinctive title: Dissolved oxygen meter, model 57 

“IFS 76007.” 

Main series: United States. National Oceanic and At- 
mospheric Administration. NOAA S/T 

1. Oceanographic instruments — Periodicals. 2. Water — 
Dissolved oxygen — Measurement. I. Title. 


OCLC 3772917 


78-10591 


C 55.71:76008 
National Oceanographic Instrumentation Center. 

Instrument fact sheet. Washington, Dept. of Commerce, 
National Oceanic and Atmospheric Administration, National 
Ocean Survey, National Oceanographic Instrumentation 
Center. 

20235 

ill. 26 cm. (NOAA S/T ; 76-2044) 

Distinctive title: Automatic dissolved oxygen meter, model 
2010-00A 

“IFS 76008.” 

Main series: United States. National Oceanic and At- 
mospheric Administration. NOAA S/T 

1. Oceanographic instruments — Periodicals. 2. Water — 
Dissolved oxygen — Measurement. I. Title. 


OCLC 3772917 


Government Publications — June 1978 


78-10592 


C 55.71:76011 


National Oceanographic Instrumentation Center. 


Instrument fact sheet. Washington, Dept. of Commerce, 
National Oceanic and Atmospheric Administration, National 
Ocean Survey, National Oceanographic Instrumentation 
Center. 

20235 

ill. 26 cm. (NOAA S/T ; 76-2053) 

Distinctive title: Beckman fieldlab dissolved oxygen system 

“IFS 76011.” 

Main series: United States. National Oceanic and At- 
mospheric Administration. NOAA S/T 

1. Oceanographic instruments — Periodicals. 2. Water — 
Dissolved oxygen — Measurement. I. Title. 


OCLC 3772917 


NATIONAL WEATHER SERVICE 
Commerce Dept. 
Washington, DC 20235 


78-10593 


C 55.115:974 
C 55.115:975 


Numerical weather prediction activities. [Silver Spring, Md.] 


Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, National Weather Service. 

ill. 27 cm. (NOAA S/T ; 76-2207) 

Annual, 1975- 

Semiannual, -1974 

Vols. for 19 -74 issued by the National Meteorological 
Center. 

Ist half 1974; 1975. 

ISSN 0565-8136 

Main series: United States. National Oceanic and At- 
mospheric Administration. NOAA/ST 

1. Meteorological services — United States — Collected 
works. 2. Numerical weather forecasting — Collected 
works. 3. United States. National Weather Service. lI. 
United States. National Weather Service. II. United States. 
National Meteoroligal Center, Suitland, Md. 
QC875.U7US4b 
551.6/34/05 
OCLC 1348180 


ENVIRONMENTAL DATA SERVICE 
Commerce Dept. 
Washington, DC 20235 


78-10594 


C 55.225:19 


United States. Environmental Data Service. 


Storage-gage precipitation data for western United States. 
Asheville, N.C. Dept. of Commerce, National Oceanic and 
Atmospheric Administration, Environmental Data Service. 

Federal Bldg., 28801 

ill. 28 cm. 

Report year ends June 30. 

Vol. 19, 1973-74. 

Annual. 

ISSN 0502-5648 

Continues: United States. Weather Bureau. Storage-gage 
precipitation data for western United States 
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Environmental Data Service — Commerce Dept. 


1. Precipitation (Meteorology) — The West — Collected 
works. 

Key Title: Storage-gage data for western United States I. 
litle. 
QC925.1.U8W43 
551.5/77/0978 
OCLC 2240440 


NATIONAL CLIMATIC CENTER 
Commerce Dept. 
Washington, DC 20230 


78-10595 
C 5§5.287:976/pt.1-2 
Local climatological data. Annual summaries. Asheville, N.C., 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, National Climatic Center; for sale by the Na- 
tional Climatic Center. 
(Make checks payable to DOC, NOAA, NCC) Federal 
Bidg., 28801 
28 cm. 
Vols. for 19 - issued in 2 pts. 
Compilation of separately issued annual summaries for ap- 
proximately 288 stations. 
1. Climatology — Tables, etc. — Periodicals. I. National 
Climatic Center. 


OCLC 3783446 


NATIONAL MARINE FISHERIES SERVICE 
Commerce Dept. 
Washington, DC 20230 


78-10596 
C §5.309/2:5420 
Alabama landings, annual summary. Washington, Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, National Marine Fisheries Servic« 

20235 

27 cm. (Current fisheries statistics ; no. 6420) 

Vols. for 19 - issued in cooperation with the Alabama 
Dept. of Conservation and Natural Resources, Division of 
Marine Resources. 

Ss." 

1973. 

ISSN 0360-7992 

Main series: Current fisheries statistics 

1. Fisheries — Alabama — Statistics — Periodicals. _ I. 
United States. National Marine Fisheries Service. Il. 
Alabama. Division of Marine Resources. 

SH11.A65a 
338.3/72/09761 
OCLC 2244495 


78-10597 
C 55.309/2:6910 
Massachusetts landings, annual summary. Washington, Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, National Marine Fisheries Service. 

20235 

27 cm. (Current fisheries statistics ; no. 6910) 

Vols. for 19 - issued by the service in cooperation with the 
Massachusetts Department of Natural Resources, Division of 
Marine Fisheries. 

“NA-2.” 

1975. 

@ltem 610-A 

ISSN 0095-3334 
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Main series: Current fisheries statistics. 

1. Fisheries — Massachusetts — Statistics — Periodicals. I. 
United States. National Marine Fisheries Service. II. Mas- 
sachusetts. Division of Marine Fisheries. 

SH11.M75Sa 
338.3/72/70920744 
OCLC 1796325 


78-10598 


C $5.309/2:6915 


Virginia landings, annual summary. Washington, Dept. of Com- 


merce, National Oceanic and Atmospheric Administration, 
National Marine Fisheries Service. 

20235 

27 cm. (Current fisheries statistics ; no. 6915) 

Vols. for 19 - issued in cooperation with the Virginia 
Marine Resources Commission and Potomac River Fisheries 
Commission. 

“SA-2.” 

1975. 

@ltem 610-A 

ISSN 0095-3172 

Main series: Current fisheries statistics. 

1. Fisheries — Virginia — Statistics — Periodicals. 2. 
Fisheries — Economic aspects — Virginia — Statistics — 
Periodicals. I. United States. National Marine Fisheries Ser- 
vice. 

SH11.A35c 
338.3/72/70920755 
OCLC 1795714 


78-10599 


C 5§5.309/2:7202 


Industrial fishery products, annual summary. Washington, Dept. 


of Commerce, National Oceanic and Atmospheric Adminis- 
tration, National Marine Fisheries Service. 

20235 

27 cm. (Current fisheries statistics ; no. 7202) 

“MF-2.” 

1976. 

@ltem 610-A 

ISSN 0093-8726 

Main series: Current fisheries statistics. 

1. Fishery products — United States — Statistics — Periodi- 
cals. 2. Fishery processing industries — United States — 
Statistics — Periodicals. I. United States. National Marine 
Fisheries Service. 

HD9454.U55b 
338.3/72/7092073 
OCLC 1792499 


NATIONAL OCEAN SURVEY 
Commerce Dept. 
Washington, DC 20235 


78-10600 


C 55.421:979 


Tide tables, high and low water predictions, West coast of 


North and South America, including the Hawaiian Islands. 
[Rockville, Md.] Dept. of Commerce, National Oceanic and 
Atmospheric Administration, National Ocean Survey. 

20852 

27 cm. 

1972- 

1979. 

Annual. 

@ltem 199 





Continues: United States. Coast and Geodetic Survey. Tide 
tables, West coast, North and South America, including 
Hawaiian Islands 

1. Tides — Tables — Yearbooks. 2. Tides — Pacific coast 
(America) — Yearbooks. I. National Ocean Survey. 


OCLC 2458490 


78-10601 
C 55.423:974 
C 55.423:975 
Ship operations report. [Rockville, Md.] Dept. of Commerce, 
National Oceanic and Atmospheric Administration, National 
Ocean Survey. 
20852 
maps. 27 cm. 
1974, 1975. 
1. Hydrographic 
Ocean Survey. 


surveying — Periodicals. I. National 


OCLC 3298021 


ENVIRONMENTAL RESEARCH 
LABORATORIES 


Commerce Dept. 
Boulder, CO 80302 


78-10602 
C §5.621:76/14 
Air Resources Atmospheric Turbulence and Diffusion Labora- 
tory. 

Annual report - Air Resources Atmospheric Turbulence 
and Diffusion Laboratory. [Rockville, Md.] Dept. of Com- 
merce, National Oceanic and Atmospheric Administration; 
Springfield, Va., for sale by the National Technical Informa- 
tion Service. 

22161 

ill. 28 cm. 

At head of title: Environmental Research Laboratories. 

Vols. for 19 - prepared by the Technical Information 
Center, Energy Research and Development Administration. 

“ADTL-76/14.” 

1975. 

1. Air — Pollution — Periodicals. 2. Air Resources At- 
mospheric Turbulence and Diffusion Laboratory. I. United 
States. Energy Research and Development Administration. 
Technical Information Center. II. Environmental Research 
Laboratories. Ill. Title. 


OCLC 2641014 


CENSUS BUREAU 
Commerce Dept. 
Suitland, MD 20233 


78-10603 
C 56.209:974/6 
Local government finances in selected metropolitan areas and 
large counties. Washington, Dept. of Commerce, Bureau of 
the Census; for sale by the Subsriber Services Section 
(Publications), Bureau of the Census. 
20233 
26 cm. (Government finances ; GF 74, no. 6) 
1964/65- 
Spine title: Local govenment finances in selected SMSA's 
Title varies slightly. 
Report year ends June 30. 
1973-74. 


Government Publications — June 1978 


Annual. 

@ltem 146-E 

Main series: Government finances 

1. Local finance — United States — Statistics — Periodicals. 
2. Municipal finance — United States — Statistics — Periodi- 
cals. I. United States. Bureau of the Census. II. Series. 
HJ9011.A4a 
336.73 
OCLC 1796778 


78-10604 
C 56.216:MQ-36 B (73)-5 
Electric lamps. Washington, Dept. of Commerce, Bureau of the 
Census, Industry Division; for sale by the Subscriber Services 
Section (Publications), Bureau of the Census. 
20233 
28 cm. (Current industrial reports ; ser. MQ-36B(73)-5) 
Quarterly with annual summary 
Summary for 1973. 
ISSN 0145-515X 
Main series: Current industrial reports 
Main series: Facts for industry 19 -1959 
1. Electric lamps — Statistics — Periodicals. I. 
States. Bureau of the Census. II. Series. 


United 


OCLC 2541368 


DOMESTIC AND INTERNATIONAL BUSINESS 
ADMINISTRATION 


Commerce Dept. 
Washington, DC 20230 


Overseas business reports OBR (series). Supt. of Docs. sub- 
scription $36.50 a year, $9.15 additional for foreign mailing. 


78-10605 
C 57.11:77-66 
Smith, Michel F 
Marketing in Iran / prepared by Michel F. Smith. — 
Washington : Dept. of Commerce, Industry and Trade Ad- 
ministration : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1977 [published 1978] 
20402 
23 p. ; 26cm. — (Overseas business reports ; OBR 77-66) 
International marketing information series. 
Prepared in cooperation with American Embassy Tehran. 
December 1977. 
Bibliography: p. 23. 
@ltem 231-B 
S/N 003-000-90582-9 
pbk. : $0.80 
1. *Marketing —Iran. I. 
Trade Administration. II. Title. 


United States. Industry and 
Ill. Series. 


OCLC 3741627 


78-10606 
C §7.11:78-04 
Stringer, Harry R 
Marketing in Hong Kong / prepared by Harry R. Stringer, 
Jr. — [Washington] Dept. of Commerce, Industry and 
Trade Administration : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 
20404 
27 p. ; 27 cm. — (Overseas business reports ; OBR 78-04) 
International marketing information series. 
February 1978. 
Bibliography: p. 26. 
@ltem 231-B 





Domestic and International Business Administration — Commerce Dept. 


S/N 003-000-90590-0 

pbk. : $0.80 

1. *Marketing — Hong Kong. I. United States. Industry 
and Trade Administration. II. Title. III. Series. 


OCLC 3741590 


78-10607 
C 57.11:78-06 
Lindow, Herbert A 

Current developments and trends in the Andean common 
market / prepared by Herbert A. Lindow. — [Washington] : 
Dept. of Commerce, Industry and Trade Administration : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

32 p. ; 27 cm. — (Overseas business reports ; OBR 78-06) 

International marketing information series. 

Based in part on information provided by the U.S. Em- 
bassies in Bolivia, Colombia, Ecuador, Peru, and Venezuela. 

February 1978. 

Bibliography: p. 32. 

@ltem 231-B 

S/N 003-000-90592-6 

pbk. : $0.80 

1. *Andes region — Economic conditions. 2. *Andes re- 
gion — Economic integration. I. United States. Industry and 
Trade Administration. Il. Title. Il. Series. 


OCLC 3741618 


78-10608 
C 57.13:976 
Confectionery manufacturers’ sales & distribution. 
[Washington] Dept. of Commerce, Domestic and Interna- 
tional Business Administration. 
20230 
ill. 26 cm. 
1976. 
@ltem 215-D 
1. Confectionery — United States — Statistics — Periodi- 
cals. I. United States. Domestic and International Business 
Administration. 


OCLC 2288246 


78-10609 
C 57.16:977 
Franchise opportunities handbook. Washington, Dept. of Com- 

merce, Domestic and International Business Administration; 
for sale by the Supt. of Docs, U.S. Govt. Print. Off. 

20402 

26 cm. 

$4.75 

1972- 

Vols. for 197 - issued jointly with the Office of Minority 
Business Enterprise. 

Vols. for 197 - prepared by the Bureau of Domestic Com- 
merce. 

1977. 

@ltem 231-B-4 

S/N 003-009-0024 1-9 

Continues: Franchise company data for equal opportunity 
in business 

1. Franchises (Retail trade) — United States — Directories. 
I. United States. Bureau of Domestic Commerce. II. United 
States. Domestic and International Business Administration. 
Ill. United States. Office of Minority Business Enterprise. 


OCLC 2430498 
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EAST-WEST TRADE BUREAU 
Commerce Dept. 
Washington, DC 20230 


78-10610 


C 57.402:C 44/976 


The Chinese economy and foreign trade perspective. Washing- 


ton, Dept. of Commerce, Domestic and International Busi- 
ness Administration, Bureau of East-West Trade; for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

27 cm. 

$2.10 

1976. 

Annual. 

@ltem 212-A-1 

S/N 003-009-00243-5 

ISSN 0147-6351 

Re China — Commerce — Periodicals. 2. China — 
Economic conditions — 1949-— Periodicals. 3. China — 
Commerce — United States — Periodicals. 4. United States 
— Commerce — China — Periodicals. I. United States. Bu- 
reau of East-West Trade. 
HF3836.5U53a 
382/.0951 
OCLC 3208350 


78-10611 


C 57.402:T 67/977 


United States. Bureau of East-West Trade. 


Selected trade and economic data of the centrally planned 
economies. [Washington], Dept. of Commerce, Industry and 
Trade Administration, Bureau of East-West Trade. 

20230 

ill. 26 cm. 

1975- 

Vols. for 1975-76 issued by the Administration under its 
earlier name: Domestic and International Business Adminis- 
tration. 

1977. 

Annual. 

@ltem 212-A-1 

ISSN 0160-5968 

Continues: Selected U.S.S.R. and Eastern European trade 
and economic data 1973-74 

1. Communist countries — Commerce — Periodicals. 2. 
Communist countries — Economic conditions — Periodicals. 
I. Title. 


OCLC 3130713 


NATIONAL FIRE PREVENTION AND 
CONTROL ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


78-10612 


C 58.1:976 


National Fire Prevention and Control Administration. 


Annual report of the Secretary of Commerce. 
[Washington] Dept. of Commerce, National Fire Prevention 
and Control Administration. 

20230 

ill. 27 cm. 

Other title: Annual report of the Secretary of Commerce 
on implementation of the Federal fire prevention and control 
act of 1974 1975- 

1976. 





@ltem 216-A-2 

1. Fire prevention — United States. 2. National Fire 
Prevention and Control Administration. I. Title. 
TH9503.N187a 
353.007/82/05 
OCLC 2657945 


FEDERAL COMMUNICATIONS COMMISSION 
Washington, DC 20554 


78-10613 
CC 1.15:F 68/2 
Fogarty, Joseph R 

Remarks by Commissioner Joseph R. Fogarty, Federal 
Communications Commission, before the United States Inde- 
pendent Telephone Association’s 80th annual convention, 
Las Vegas, Nevada, December 5, 1977. — [Washington] : 
Federal Communications Commission, 1977. 

20554 

[1], 7 p.; 27 cm. 

“92305.” 

Federal Communications Commission-FCC-news. 

pbk. 

1. United States. Federal Communications Commission — 
Addresses, essays, lectures. 2. *Telephone — United States 
— Laws and regulation — Addresses, essays, lectures. I. 
United States. Federal Communications Commission. _ II. 
Title. 


OCLC 3795768 


78-10614 
CC 1.15:L 51/2 
Lee, Robert E 

Thoughts on the FCC and the consumer electronics indus- 
try : remarks of / Commissioner Robert E. Lee, Federal 
Communications Commission, before the IEEE Conference 
on Consumer Electronics, Chicago, Illinois, December 5, 
1977. — [Washington] : Federal Communications Commis- 
sion, 1977. 

20554 

“92338.” 

pbk. 

1. United States. Federal Communications Commission — 
Addresses, essays, lectures. 2. *Radio industry and trade — 
United States — Equipment and supplies — Addresses, essays, 
lectures. 3. *Television— Apparatus and supplies — Ad- 
dresses, essays, lectures. I. United States. Federal Commu- 
nications Commission. Il. Title. Ill. Title: Consumer elec- 
tronics industry. 


OCLC 3795789 


78-10615 
CC 1.15:W 27/4/draft 
Washburn, Abbott 
Draft, luncheon address / by Commissioner Abbott Wash- 
burn, Federal Communications Commission, before the an- 
nual convention of the Association of Independent Television 
Stations (INTV), Vacation Village Hotel, San Diego, Califor- 
nia, January 30, 1978. — [Washington |] : Federal Communi- 
cations Commission, 1978. 
20554 
[1], 10 p. ; 27 cm. 
Issued January 30, 1978. 
“96322.” 
pbk. 
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1. *Television broadcasting — Addresses, essays, lectures. 
2. *Tclevision stations — Addresses, essays, lectures. I. 
United States. Federal Communications Commission. II. 
Title. 


OCLC 3795718 


CIVIL RIGHTS COMMISSION 
Washington, DC 20425 


78-10616 
CR 1.2:Af 2 
United States. Commission on Civil Rights. Ohio Advisory 
Committee. 

Affirmative action or inaction? : the pursuit of equal em- 
ployment opportunity in Cleveland : a report / prepared by 
the Ohio Advisory Committee to the U.S. Commission on 
Civil Rights. — Washington : Commission on Civil Rights, 
1977. 

20425 

vii, 77 p. ; 26 cm. 

“October 1977.” 

Includes bibliographical references. 

@ltem 288-A 

pbk. 

1. *Discrimination in employment — Ohio — Cleveland. 
2. *Affirmative action programs — Ohio — Cleveland. I. 
Title. 


OCLC 3733354 


78-10617 
CR 1.2:L 61 
United States. Commission on Civil Rights. South Dakota Ad- 
visory Committee. 

Liberty and Justice for all : a report / by the South Dakota 
Advisory Committee to the U.S. Commission on Civil Rights. 
— Washington : Commission on Civil Rights, 1977. 

x, 70 p. ; 26 cm. 

“October 1977.” 

Includes bibliographical references. 

@ltem 288-A 

pbk. 

1. *Indians of North America — South Dakota — Civil 
rights. 2. *Indians, Treatment of — South Dakota. I. Title. 


OCLC 3738398 


78-10618 
CR 1.8:W 27/2 
United States. Commission on Civil Rights. 

Last hired, first fired : informal hearing before the United 
States Commission on Civil Rights, Washington, D.C., Oc- 
tober 12, 1976.— [Washington] : Commission on Civil 
Rights, [19787] 

v, 105 p. ; 23 cm. 

@ltem 288-A 

pbk. 

1. *Layoff systems — United States. 2. *Minorities — Em- 
ployment — United States. I. Title. 


OCLC 3738376 





Civil Service Commission 


CIVIL SERVICE COMMISSION 
Washington, DC 20415 


78-10619 
CS 1.2:As 7/2 
United States. Civil Service Commission. Office of Labor- 
Management Relations. 

Assignment and scheduling of work : a survey of agree- 
ment provisions and third party determinations in the Federal 
government / prepared and issued by U.S. Civil Service Com- 
mission, Office of Labor-Management Relations. — Washing- 
ton : Civil Service Commission, Office of Labor-Management 
Relations ; Springficld, Va. : for sale by the National Techni- 
cal Information Service, 1976. 

22161 

68 p. ; 27 cm. — (OLMR ; 76/14) 

Cover title: Assignment and scheduling of work in Federal 
labor agreements. 

Issucd Aug. 1976. 

pbk. 

1. *Collective labor agreements — Government employees 
— United States. 2. *Work design. I. Title. 


OCLC 2884523 


78-10620 
CS 1.7/4:M 31/6/no.4 
United States. Civil Service Commission. Office of Labor- 
Management Relations. 

OLMR management practices manual. — [Washington] : 
Civil Service Commission, Office of Labor-Management 
Relations, 1976. 

20415 

v.; 27 cm. 

Title varies: Labor-relations guidelines for Federal 
managers. 

Supercedes Management practices manual no. 4, Dec. 
1973. 

Issued Aug. 1977. 

@ltem 296-B 

ISBN p-bk. 

1. *Employee-management relations in government — 
United States. 2. *Collective bargaining — Government em- 
ployees — United States. I. Title. Il. Title: Representation 
cases and procedures. Ill. Title: Labor-relations guidelines 
for Federal managers. 


OCLC 2684151 


78-10621 
CS 1.7/4:0f 2/973 
United States. Civil Service Commission. Communications and 
Office Skills Training Center. 

Better office skills and service : student manual. — 
Washington : Civil Service Commission, Bureau of Training, 
Communications and Office Skills Training Center, 1973. 

20415 

iii, 66 p. ; 27 cm. 

Issued Nov. 1973. 

Bibliography: p. 64-65. 

pbk. 

1. *Office practice in government. 2. *Clerical occupa- 
tions. I. Title. 


OCLC 3795639 
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78-10622 


CS 1.26:977/331 


United States. Civil Service Commission. 


Medical records librarian : opportunities in the Federal 
government GS-5/12. — [Washington] : Civil Service Com- 
mission, 1977. 

4 p.; 27 cm. 

“Announcement no. 331.” 

“September 1977.” 

@item 292 

pbk. 

1. *Civil service positions — United States. 2. *United 
States — Officials and employees — Appointment, qualifica- 
tions, tenure, etc. I. Title. 


OCLC 3738385 


78-10623 


CS 1.45:X-118 C/2/rep. 


United States. Civil Service Commission. Standards Division. 


Job qualification system for trades and labor occupations. 
— Reprinted 1977. — [Washington] : Civil Service Commis- 
sion, Bureau of Policies and Standards, Standards Division, 
May 1969 [reprinted 1977] 

20415 

89 p. in various pagings ; 26 cm. — (Handbook - Civil 
Service Commission ; X-118C) 

This is a reprint of current pages through Transmittal no. 
rN 

@ltem 290-A 

pbk. 

1. *Job analysis. 2. *Occupations. I. Title. 


OCLC 3796340 


78-10624 


CS 1.48:BRE-27/2 


United States. Civil Service Commission. 


Federal employment of noncitizens. — [Washington] : Civil 
Service Commission, 1977, 1978 printing. 

20415 

4 p.;21x9cm.— (BRE ; 27) 

pbk. 

1. *United States — Officials and employees. 2. *Aliens 
— Employment — United States. I. Title. 


OCLC 3795481 


78-10625 


CS 1.48:SM 75-300 


United States. Civil Service Commission. Bureau of Personnel 


Management Information Systems. 

A profile of Hispanic employment : 1974-1976. — 
[Washington] : Civil Service Commission, Bureau of Person- 
nel Management Information Systems : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1978. 

20402 

v, 52 p.; 27 cm. — (SM ; 75-300) 

At head of title: Federal civilian workforce statistics. 

Includes bibliographical references. 

@ltem 299 

S/N 006-000-0101 1-3 

pbk. : $2.30 

1. *Spanish Americans — Employment — United States. 
2. *United States — Officials and employees — Statistics. I. 
Title. 


OCLC 3741078 





78-10626 
CS 1.59:10/6 
On how the discrimination complaints system works. — 
Washington : Civil Service Commission, 1977, 1978 printing. 

folder (6 p.) ; 21 x 9 cm. — (FED facts ; 10) 

“October 1977.” 

@ltem 293-A 

pbk. 

1. *Discrimination in employment — United States. 2. 
*Civil service — United States. I. United States. Civil Ser- 
vice Commission. II. Series: United States. Civil Service 
Commission. FED facts ; 10. 


OCLC 3738446 


78-10627 
CS 1.65/7:P 94 
United States. Civil Service Commission. Bureau of Training. 
Management Sciences Training Center. 
Process and layout flow charting for analysis : workbook. 
— [Washington] : Civil Service Commission, Bureau of 
Training, Management Sciences Training Center, [19777] 
20415 
ca. 150 p. : ill. ; 27 cm. — (Management analysis series) 
“A training information publication.” 
“23FD.” 
pbk. 
1. *Flow charts. 2. *System 
teaching. I. Title. II. Series. 


analysis — Study and 


OCLC 3795675 


78-10628 
CS 1.65/7:P 94/2 
United States. Civil service Commission. Bureau of Training. 
Management Sciences Training Center. 

Productivity management : design and application of mea- 
surement systems. — [Washington] : Civil Service Commis- 
sion, Bureau of Training, Management Sciences Training 
Center, [19767] 

20415 

142 p. : ill. ; 27 cm. — (Management analysis series) 

“A training course presented by the U.S. Civil Service 
Commission, Bureau of Training.” 

pbk. 

1. *Labor productivity. 2. *Management. I. Title. II. 
Series. 


OCLC 3795585 


78-10629 
CS 1.65/8:P 94 
United States. Civil Service Commission. Bureau of Training. 
Management Sciences Training Center. 

Project management — a workshop in planning, scheduling 
and control techniques : a student manual. — [Washington] : 
Civil Service Commission, Bureau of Training, Management 
Sciences Training Center, [19767] 

20415 

ca. 100 p. : ill. ; 28 cm. — (Program management series) 

“A training course announcement by the U.S. Civil Service 
Commission, Bureau of Training.” 

“23GY.”" 

Includes bibliographies. 

pbk. 

1. *Industrial project management — Study and teaching. 
2. *Management. I. Title. II. Series. 


OCLC 3795567 


Government Publications — June 1978 


78-10630 


CS 1.65/9:M 31 


General Management Training Center course catalogue : for 


executives, attorneys, managers, supervisors. — [Washington] 
: Civil Service Commission, Bureau of Training, General 
Management Training Center, 1978. 

20415 

33 p. : ill. ; 27 cm. 

Issued Jan. 1978. 

@ltem 291-G 

pbk. 

1. United States. Civil Service Commission. General 
Management Training Center — Curricula. 2. *Personnel 
management — Study and teaching. I. United States. Civil 
Service Commission. General Management Training Center. 


OCLC 3796380 


DEFENSE DEPARTMENT 
Washington, DC 20301 


78-10631 
D 1.6:M 59/975/v.1/ch.1 
United States. Army. Military Traffic Management Command. 
Military standard transportation and movement 
procedures. — Washington : Dept. of Defense, Dept. of the 
Army, Military Traffic Management Command, 1975- 
20315 
v. ; 28 cm. — (DoD ; 4500.32-R) 
Prepared by Military Traffic Management Command for 
Assistant Secretary of Defense (Installations and Logistics). 
Contents: Vol. 1, Policies and procedures, Change 1, June 
9, 1975. 
@ltem 309 
pbk. 
1. United States. Army — Supplies and stores. 
portation, Military. 3. Materials handling. I. Title. 


2. Trans- 


OCLC 2806826 


78-10632 
D 1.6:M 59/975/v.2/ch.3/corr. 
United States. Army. Military Traffic Management Command. 

Military standard transportation and movement 
procedures. — Washington : Dept. of Defense, Dept. of the 
Army, Military Traffic Management Command, 1975- 

20315 

v. ; 28 cm. — (DoD ; 4500.32-R) 

Prepared by Military Traffic Management Command for 
Assistant Secretary of Defense (Installations and Logistics). 

Contents: Vol. 2, Transportation account codes (TACS), 
Change 3, corrected copy, Sept. 8, 1976. 

@ltem 309 

pbk. 

1. United States. Army — Supplies and_ stores. 2. 
*Transportation, Méilitary. 3. “Materials handling. I. 
United States. Assistant Secretary of Defense (Installations 
and Logistics). II. Title. 


OCLC 2806826 


78-10633 
D 1.6:M 59/975/v.2/ch.4 
United States. Army. Military Traffic Management Command. 
Military standard transportation and movement 
procedures. — Washington : Dept. of Defense, Dept. of the 
Army, Military Traffic Management Command, 1975- 
20315 
v. ; 28 cm. — (DoD ; 4500.32-R) 
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Defense Department 


Prepared by Military Traffic Management Command for 
Assistant Secretary of Defense (Installations and Logistics). 

Contents: Vol. 2, Transportation account codes (TACS), 
Change 4, Aug. 26, 1977. 

@ltem 309 

pbk. 

1. United States. Army—Supplies and_ stores. 2. 
*Transportation, Military. 3. “Materials handling. I. 
United States. Assistant Secretary of Defense (Installations 
and Logistics). Il. Title. 


OCLC 2806826 


78-10634 
D 1.6:P 43/ch.12 
United States. Army. Military Traffic Management Command. 

Personal property traffic management regulation. — 
Reprint, Mar. 9, 1976.— Washington : Dept. of Defense, 
Dept. of the Army, Military Traffic Management Command : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1971- 

20402 

v. : ill., maps ; 26 cm. — (DOD ; 4500.34-R) 

Supersedes AR 55-356/NAVSUP Pub 455/AFR 75- 
17/MCO P4050.34B, 16 December 1968 and all changes. 

Establishes standard and special procedures concerning 
movement and storage of personal property for all Dept. of 
Defense personnel (military and civilian). 

Price printed as $2.50 on publication in error. 

Contents: Change 12, Dec. 10, 1976. 

@ltcm 309 

S/N 008-007-02804-9 

pbk. : $0.45 

1. *Personal property. 2. *United States — Armed Forces 
— Transportation. 3. *Shipment of goods — Standards. 4. 
United States. Dept. of Defense — Officials and employees — 
Transportation. I. Title. 


OCLC 2660915 


78-10635 
D 1.6:P 43/ch.16 
United States. Army. Military Traffic Management Command. 

Personal property traffic management regulation. — 
Reprint, Mar. 9, 1976. — Washington : Dept. of Defense, 
Dept. of the Army, Military Traffic Management Command : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1971- 

20402 

v. : ill, maps ; 26 cm. — (DOD ; 4500.34-R) 

Supersedes AR 55-356/NAVSUP Pub 455/AFR 75- 
17/MCO P4050.34B, 16 December 1968 and all changes. 

Establishes standard and special procedures concerning 
movement and storage of personal property for all Dept. of 
Defense personnel (military and civilian). 

Contents: Change 16, Mar. 14, 1977. 

@ltem 309 

S/N 008-007-0283 1-6 

pbk. : $0.40 

1. *Personal property. 2. *United States — Armed Forces 
— Transportation. 3. *Shipment of goods — Standards. 4. 
United States. Dept. of Defense — Officials and employees — 
Transportation. I. Title. 


OCLC 2660915 
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78-10636 
D 1.6:P 43/ch.17 
United States. Army. Military Traffic Management Command. 

Personal property traffic management regulation. — 
Reprint, Mar. 9, 1976. — Washington : Dept. of Defense, 
Dept. of the Army, Military Traffic Management Command : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1971- 

20402 

v. : ill., maps ; 26 cm. — (DOD ; 4500.34-R) 

Supersedes AR 55-356/NAVSUP Pub 455/AFR_ 75- 
17/MCO P4050.34B, 16 December 1968 and all changes. 

Establishes standard and special procedures concerning 
movement and storage of personal property for all Dept. of 
Defense personnel (military and civilian). 

Contents: Change 17, Apr. 25, 1977. 

@ltem 309 

S/N 008-007-02845-6 

pbk. : $0.80 

1. *Personal property. 2. *United States — Armed Forces 
— Transportation. 3. *Shipment of goods — Standards. 4. 
United States. Dept. of Defense — Officials and employees — 
Transportation. I. Title. 


OCLC 2660915 


78-10637 
D 1.6:P 43/ch.18 
United States. Army. Military Traffic Management Command. 

Personal property traffic management regulation. — 
Reprint, Mar. 9, 1976. — Washington : Dept. of Defense, 
Dept. of the Army, Military Traffic Management Command : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1971- 

20402 

v.: ill., maps ; 26 cm. — (DOD ; 4500.34-R) 

Supersedes AR 55-356/NAVSUP Pub 455/AFR 75- 
17/MCO P4050.34B, 16 December 1968 and all changes. 

Establishes standard and special procedures concerning 
movement and storage of personal property for all Dept. of 
Defense personnel (military and civilian). 

Contents: Change 18, Sept. 22, 1977. 

@ltem 309 

S/N 008-007-02856- 1 

pbk. : $2.30 

1. *Personal property. 2. *United States — Armed Forces 
— Transportation. 3. *Shipment of goods — Standards. 4. 
United States. Dept. of Defense — Officials and employees — 
Transportation. I. Title. 


OCLC 2660915 


OFFICE OF INFORMATION FOR THE 
ARMED FORCES 
Defense Dept. 
Washington, DC 20301 


78-10638 
D 2.14:PA 13/2 
Down Easter’s pocket credit guide. — [Washington : Dept. of 
Defense, American Forces Information Service, 1977?] 
20301 
32 p.: ill. ; 11 cm. — (Pamphlet ; DA pam 608-36) 
Reprinted with minor changes by American Forces Infor- 
mation Service, DoD. 
Originated by the Bureau of Consumer Protection, State of 
Maine, Augusta. 
DoD PA-13. 
Chiefly tables. 
S N 9503-LP-900-8250. 





@ltcm 312-A 

pbk. 

1. *Consumer credit — Handbooks, manuals, etc. 2. 
*New Englanders — Handbooks, manuals, ctc. I. United 
States. Dept. of Defense. American Forces Information Ser- 
vice. Il. Maine. Bureau of Consumer Protection. III. Se- 
ries: United States. Dept. of the Army. Pamphlet ; 608-36. 


OCLC 3802333 


JOINT CHIEFS OF STAFF 
Defense Dept. 
Washington, DC 20301 


78-10639 
D 5.13:D 38 
Brockhaus, William L 
The Delphi method and its application : a bibliography / 
William L. Brockhaus and John F. Mickelsen. — Washington 
: |[Dept. of Defense], Industrial College of the Armed Forces, 
1976. 
20319 
[3], 98 p. ; 27 cm. 
June 1976. 
pbk. 
1. *Delphi method — Bibliography. I. Mickelsen, John F , 
joint author. II. United States. Industrial College of the 
Armed Forces. Ill. Title. 


OCLC 2621423 


DEFENSE MAPPING AGENCY 
Defense Dept. 
Washington, DC 20305 


78-10640 
D 5.317:224(106)G-C 
Defense Mapping Agency. Hydrographic Center. 

Omega table : area 06, Greenland, pair G-C 
(Trinidad— Hawaii, U.S.A.). — Reprint, 1978. — Washington 
: Dept. of Defense, Defense Mapping Agency, Hydrographic 
Center : for sale by authorized Sales Agents of the Defense 
Mapping Agency, Hydrographic Center, 1976- 

20390 

xi, 2-66 p. : ill., map ; 28 cm. — (Pub[lication] - Defense 
Mapping Agency, Hydrographic Center ; 224(106)G-C) 

Prepared by Defense Mapping Agency Hydrographic 
Center. 

DMA S/N OMPUB224106PRGC 

@ltem 378-G 

pbk. 

1. *Hyperbolic navigation. 2. *Navigation — Greenland — 
Tables. I. Title. Il. Title: Area 06, Greenland, pair G-C 
(Trinidad—Hawaii, U.S.A.) Ill. Series: Defense Mapping 
Agency. Hydrographic Center. Publication ; 224(106)G-C. 


OCLC 3796215 


Government Publications — June 1978 


78-10641 


D 5.317:224(114)A-E 


Defense Mapping Agency. Hydrographic Center. 


Omega table : area 14, Indian Ocean, pair A-E 
(Norway—Reunion). — Washington : Dept. of Defense, 
Defense Mapping Agency, Hydrographic Center : for sale by 
authorized Sales Agents of the Defense Mapping Agency 
Hydrographic Center, 1978. 

20390 

xi, 2-75 p: ill., maps ; 28 cm. — (Pub|[lication] - Defense 
Mapping Agency, Hydrographic Center ; 224 (114)A-E) 

Prepared by Defense Mapping Agency Hydrographic 
Center. 

DMA S/N OMPUB224114PRAE 

@ltem 378-G 

pbk. 

1. *Hyperbolic navigation. 2. *Indian Ocean — Naviga- 
tion — Tables. I. Title. Ul. Title: Area 14, Indian Ocean, 
pair A-E (Norway—Reunion) Ill. Series: Defense Mapping 
Agency. Hydrographic Center. Publication ; 224(114)A-E. 


OCLC 3796394 


78-10642 


D 5.317:224(112)A-E 


Defense Mapping Agency. Hydrographic Center. 


Omega table : area 12, North Atlantic, pair A-E 
(Norway—Reunion). — Washington : Dept. of Defense, 
Defense Mapping Agency, Hydrographic Center : for sale by 
authorized Sales Agents of the Defense Mapping Agency, 
Hydrographic Center, 1978. 

20390 

ix, 2-101 p. : ill., map ; 28 cm. — (Pub[lication] - Defense 
Mapping Agency, Hydrographic Center ; 224(112)A-E) 

Prepared by Defense Mapping Agency Hydrographic 
Center. 

DMA S/N OMPUB224112PRAE 

@ltem 378-G 

pbk. 

1. *Hyperbolic navigation. 2. *Atlantic Ocean — Naviga- 
tion — Tables. I. Title. II. Title: Area 12, North Atlantic, 
pair A-E (Norway—Reunion) III. Series: Defense Mapping 
Agency. Hydrographic Center. Publication ; 224(112)A-E. 


OCLC 3796224 


78-10643 


D 5.317:224(100)A-H 


Defense Mapping Agency. Hydrographic Center. 


Omega table area 00, North Polar, pair A-H 
(Norway—Japan). — Reprint, 1978. — Washington : Dept. of 
Defense, Defense Mapping Agency, Hydrographic Center : 
for sale by authorized Sales Agents of the Defense Mapping 
Agency, Hydrographic Center, 197— 

20390 

xi, 2-75 p. : ill., map ; 28 cm. — (Pub[lication] - Defense 
Mapping Agency, Hydrographic Center ; 224(100)A-H) 

Prepared by Defense Mapping Agency Hydrographic 
Center. 

DMA S/N OMPUB224100PRAH 

@ltem 378-G 

pbk. 

1. *Hyperbolic navigation. 2. *Navigation — North Pole 
— Tables. I. Title. Il. Title: Area 00, North Polar, pair A- 
H (Norway—Japan). Ill. Series: Defense Mapping Agency. 
Hydrographic Center. Publication ; 224(100)A-H. 


OCLC 3796249 





Defense Mapping Agency — Defense Dept. 


78-10644 
D 5.317:224(101)G-H 
Defense Mapping Agency. Hydrographic Center. 

Omega table : area 12, nothern Europe, pair G-H 
(Trinidad—Japan). — Reprint, 1978. — Washington : Dept. 
of Defense, Defense Mapping Agency, Hydrographic Center : 
for sale by authorized Sales Agents of the Defense Mapping 
Agency, Hydrographic Center, 1976- 

20390 

xi, 2-60 p. : ill., map ; 28 cm. — (Pubjlication] - Defense 
Mapping Agency, Hydrographic Center ; 224(101)G-H) 

Prepared by Defense Mapping Agency Hydrographic 
Center. 

DMA S/N OMPUB224101PRGH 

@ltem 378-G 

pbk. 

1. *Hyperbolic navigation. 2. “Navigation — Europe, 
Northern — Tables. I. Title. Ul. Title: Arca O1, northern 
Europe, pair G-H (Trinidad—Japan) Ill. Series: Defense 
Mapping Agency. Hydrographic Center. Publication ; 
224(101)G-H. 


OCLC 3796240 


78-10645 
D §.317:224(115)C-H 
Defense Mapping Agency. Hydrographic Center. 

Omega table : area 15, Australia, pair C-H 
(Hawaii,U.S.A.—Japan). — Washington : Dept. of Defense, 
Defense Mapping Agency, Hydrographic Center : for sale by 
authorized Sales Agents of the Defense Mapping Agency, 
Hydrographic Center, 1978. 

20390 

xi, 58 p. : ill., map ; 28 cm.— (Pub[lication] - Defense 
Mapping Agency, Hydrographic Center ; 224(115)C-H) 

Prepared by Defense Mapping Agency Hydrographic 
Center. 

DMA S/N OMPUB224115PRCH 

@ltem 378-G 

pbk. 

1. *Hyperbolic navigation. 2. *Navigation — Australia — 
Tables. I. Title. Il. Title: Area 15, Australia, pair C-H 
(Hawaii, (Hawaii, U.S.A.—Japan) Ill. Series: Defense 
Mapping Agency. Hydrographic Center. Publication ; 
224(115)C-H. 


OCLC 3796179 


78-10646 
D §.317:91/v.2/ch.1 
Defense Mapping Agency. Hydrographic Center. 

Sailing directions for the Philippine Islands. — Rev. ed. 
1975. — [Washington] : Dept. of Defense, Defense Mapping 
Agency, Hydrographic Center : for sale by authorized Sales 
Agents of the Defense Mapping Agency, Hydrographic 
Center, 1975- 

20390 

v. : i, maps ; 26 cm.— (Pub[lication] - Defense 
Mapping Agency, Hydrographic Center ; 91) 

DMA S/N SDPUB9ICHI. 

Contents: v. 2. Central Islands, including eastern Negros, 
southern Samar and northern Mindanao, Change no. 1, Dec. 
17, 1977. 

@ltcm 378-E 

pbk. 
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1. *Pilot guides — Philippine Islands. 1. Title. II. Series: 
Defense Mapping Agency. Hydrographic Center. Publication 
$6. 


OCLC 3403594 


78-10647 


D §.317:92/v.3/ch.1 


Defense Mapping Agency. Hydrographic Center. 


Sailing directions for the Philippine Islands. — Rev. ed. 
1975. — [Washington] : Dept. of Defense, Defense Mapping 
Agency, Hydrographic Center : for sale by authorized Sales 
Agents of the Defense Mapping Agency, Hydrographic 
Center, 1975- 

20390 

v. : ill, maps ; 26 cm.— (Pub[lication] - Defense 
Mapping Agency, Hydrographic Center ; 92) 

DMA S/N SDPUB92CH1. 

Contents: v. 3. Southern Mindanao, Sulu Archipelago, and 
Palawan, Change no. 1, Jan. 21, 1978. 

@ltem 378-E 

pbk. 

1. *Pilot guides — Philippine Islands. I. Title. II. Series: 
Defense Mapping Agency. Hydrographic Center. Publication 
; 92. 


OCLC 3403594 


78-10648 


D §.317:193/ch.1 


Defense Mapping Agency. Hydrographic Center. 


Sailing directions (enroute) for the Skagerrak and Kat- 
tegat.— Ist ed. 1974.— Washington : Dept. of Defense, 
Defense Mapping Agency, Hydrographic Center : for sale by 
authorized Sales Agents of Defense Mapping Agency, Hydro- 
graphic Center, 1974- 

20390 

v. : ill. ; 26 cm.— (Pub[lication] - Defense Mapping 
Agency, Hydrographic Center ; 193) 

DMA S/N SDPUB193 

Contents: Change no. 1, Dec. 3, 1977. 

@ltem 378-E 

pbk. 

1. *Pilot guides — Skagerrak. 2. *Pilot guides — Kattegat. 

. Title. Il. Series: Defense Mapping Agency. Hydrographic 
Center. Publication ; 193. 


OCLC 3051759 


78-10649 


D 5.317:224(106-C)A 


Defense Mapping Agency. Hydrographic Center. 


Omega propagation correction tables for 10.2 kHz : area 
06, Greenland, station A (Norway). — Washington : Dept. of 
Defense, Defense Mapping Agency, Hydrographic Center : 
for sale by authorized Sales Agents of the Defense Mapping 
Agency, Hydrographic Center, 1977. 

20390 

ix, 41 p. : ill, map ; 27 cm.— (Pub[lication] - Defense 
Mapping Agency, Hydrographic Center ; 224(106-C)A) 

Prepared by Defense Mapping Agency Hydrographic 
Center. 

DMA S/N OMPUB224106CA 

@ltem 378-G 

pbk. 





1. *Hyperbolic navigation. 2. *Navigation — Greenland — 
Tables. I. Title. Ul. Title: Area 06, Greenland, station A 
(Norway) Ill. Series: Defense Mapping Agency. Hydro- 


graphic Center. Publication ; 224(106-C)A 


OCLC 3798675 


78-10650 
D §.317:224(122-C)C 
Defense Mapping Agency. Hydrographic Center. 

Omega propagation correction tables for 10.2 kHz : area 
22, Ross Sea, station C (Hawaii). — Washington : Dept. of 
Defense, Defense Mapping Agency, Hydrographic Center : 
for sale by authorized Sales Agents of the Defense Mapping 
Agency, Hydrographic Center, 1977. 

20390 

ix, 41 p. : ill., map ; 28 cm.— (Pub[lication] - Defense 
Mapping Agency, Hydrographic Center ; 224(122-C)C) 

Prepared by Defense Mapping Agency Hydrographic 
Center. 

DMA S/N OMPUB224122CC 

@ltem 378-G 

pbk. 

1. *Hyperbolic navigation. 2. *Ross Sea — Navigation — 
Tables. I. Title. Il. Title: Area 22, Ross Sea, station C 
(Hawaii) Ill. Series: Defense Mapping Agency. Hydro- 
graphic Center. Publication ; 224(122-C)C. 


OCLC 3796317 


78-10651 
D 5.317:224(306-C)B 
Defense Mapping Agency. Hydrographic Center. 

Omega propagation correction tables for 13.6 kHz : area 
06, Greenland, station B (Liberia). — Washington : Dept. of 
Defense, Defense Mapping Agency, Hydrographic Center : 
for sale by authorized Sales Agents of the Defense Mapping 
Agency, Hydrographic Center, 1978. 

20390 

ix, 41 p.: ill., map ; 27 cm.— (Pub[lication] - Defense 
Mapping Agency, Hydrographic Center ; 224(306-C)B) 

Prepared by Defense Mapping Agency Hydrographic 
Center. 

DMA S/N OMPUB224306CB 

@ltem 378-G 

pbk. 

1. *Hyperbolic navigation. 2. *Navigation — Greenland — 
Tables. I. Title. Il. Title: Area 06, Greenland, station B 
(Liberia) Il. Series: Defense Mapping Agency. Hydro- 
graphic Center. Publication ; 224(306-C)B 


OCLC 3798667 


78-10652 
D 5.317:224(306-C)H 
Defense Mapping Agency. Hydrographic Center. 
Omega propagation correction tables for 13.6 kHz : area 
06, Greenland, station H (Japan). — Washington : Dept. of 
Defense, Defense Mapping Agency, Hydrographic Center : 
for sale by authorized Sales Agents of the Defense Mapping 
Agency, Hydrographic Center, 1978. 
20390 
x, 41 p.: ill, map ; 27 cm.— (Pub[lication] - Defense 
Mapping Agency, Hydrographic Center ; 224(306-C)H) 
Prepared by Defense Mapping Agency Hydrographic 
Center. 
DMA S/N OMPUB224306CH 
@ltem 378-G 
pbk. 
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1. *Hyperbolic navigation. 2. *Navigation — Greenland — 
Tables. I. Title. Il. Title: Area 06, Greenland, station H 
(Japan) III. Series: Defense Mapping Agency. Hydrographic 
Center. Publication ; 224(306-C)H 


OCLC 3798691 


78-10653 
D 5.317:224(312-C)A 
Defense Mapping Agency. Hydrographic Center. 

Omega propagation correction tab!zs for 13.6 kHz : area 
22, North Atlantic, station A (Norway). — Washington : 
Dept. of Defense, Defense Mapping Agency, Hydrographic 
Center : for sale by authorized Sales Agents of the Defense 
Mapping Agency, Hydrographic Center, 1978. 

20390 

ix, 97 p. : ill., map ; 28 cm.— (Pub[lication] - Defense 
Mapping Agency, Hydrographic Center ; 224(312-C)A) 

Prepared by Defense Mapping Agency Hydrographic 
Center. 

DMA S/N OMPUB224312CA 

@ltem 378-G 

pbk. 

1. *Hyperbolic navigation. 2. *Atlantic Ocean — Naviga- 
tion — Tables. I. Title. II. Title: Area 12, North Atlantic, 
station A (Norway) Ill. Series: Defense Mapping Agency. 
Hydrographic Center. Publication ; 224(312-C)A. 


OCLC 3796298 


78-10654 
D §.317:224(312-C)B 
Defense Mapping Agency. Hydrographic Center. 

Omega propagation correction tables for 13.6 kHz : area 
12, North Atlantic, station B (Liberia). — Washington : Dept. 
of Defense, Defense Mapping Agency, Hydrographic Center : 
for sale by authorized Sales Agents of the Defense Mapping 
Agency, Hydrographic Center, 1978. 

20390 

x, 97 p. : ill, map ; 28 cm.— (Pub[lication] - Defense 
Mapping Agency, Hydrographic Center ; 224(312-C)B) 

Prepared by Defense Mapping Agency Hydrographic 
Center. 

DMA S/N OMPUB224312CB 

@ltem 378-B 

pbk. 

1. *Hyperbolic navigation. 2. *Atlantic Ocean — Naviga- 
tion — Tables. I. Title. Il. Title: Area 12, North Atlantic, 
station B (Liberia) III. Series: Defense Mapping Agency. 
Hydrographic Center. Publication ; 224(312-C)B. 


OCLC 3796264 


78-10655 
D §.317:221(219) 
Defense Mapping Agency. Hydrographic Center. 

Loran-A table : Japanese area. — Washington : Dept. of 
Defense, Defense Mapping Agency, Hydrographic Center : 
for sale by authorized Sales Agents of the Defense Mapping 
Agency, Hydrographic Center, 1978. 

20390 

xv, 44 p. : ill., map ; 28 cm. — (Pub[lication] - Defense 
Mapping Agency, Hydrographic Center ; 221(219)) 

Prepared by Defense Mapping Agency Hydrographic 
Center. 

DMA S/N LAPUB221219 

@ltem 378-F 

pbk. 





Defense Mapping Agency — Defense Dept. 


1. *Loran— Tables. 2. *Electronics in navigation. I. 
Title. Il. Title: Japanese area. Ill. Series: Defense Mapping 
Agency. Hydrographic Center. Publication ; 221(219). 


OCLC 3796165 


78-10656 
D 5.317:221(1018) 
Defense Mapping Agency. Hydrographic Center. 

Loran-C table : Southeast U.S.A. — Washington : Dept. of 
Defense, Defense Mapping Agency Hydrographic Center : 
for sale by authorized Sales Agents of the Defense Mapping 
Agency Hydrographic Center, 1978. 

20390 

xiv, 293 p. : ill., maps ; 27 cm. — (Pub[lication] - Defense 
Mapping Agency, Hydrographic Center ; 221(1018)) 

Pair 7980-W 

DMA S/N LCPUB2211018 

@ltem 378-F 

pbk. 

1. *Loran — Tables. IL. Title. Il. Series: Defense Mapping 
Agency. Hydrographic Center. Publication ; 221(1018). 


OCLC 3742871 


78-10657 
D 5.409:77-5 
Sime, Colben K 
The issue of military unionism : genesis, current status and 
resolution / by Colben K. Sime, jr. — Washington : Dept. of 
Defense, National Defense University, Research Directorate, 
1977. 
20319 
x, 79 p. ; 21 cm. — (National security affairs monograph ; 
77-5) 
Issued December 1977. 
Includes bibliographies. 
@ltem 378-H 
pbk. 
1. *Military unions — United States. 
University. Research Directorate. Il. Title. 
tary unionism. IV. Series. 


I. National Defense 
Ill. Title: Mili- 


OCLC 3722048 


DEFENSE LOGISTICS AGENCY 
Cameron Station 
Alexandria, VA 22314 


78-10658 
D 7.6/4:M 59/6/977/ch. 2 
United States. Defense Logistics Agency. 

Military assistance program address directory. — Alexan- 
dria, Va. : Dept. of Defense, Dept. of the Army, Defense Lo- 
gistics Agency ; Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1977- 

20402 

v.; 26cm. — (DoD ; 5105.38-D) 

Supersedes MILSTRIP, military standard requisitioning & 
issue procedures, supp. 2, Military assistance program ad- 
dress directory. 

Issued 1975-76 by Defense Supply Agency. 

Updated by monthly changes and cumulated irregularly. 

Contents: Change 2, May 1, 1977. 

@ltem 314-A 

S/N 008-007-02832-4 

pbk. : $5.75 
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1. United States. Defense Logistics Agency. 2. *Military 
assistance, American — Directories. I. Title. Ul. Title: 
MAPAD. 


OCLC 3776152 


78-10659 
D 7.6/4:M 59/6/977/ch.3 
United States. Defense Logistics Agency. 

Military assistance program address directory. — Alexan- 
dria, Va. : Dept. of Defense, Defense Logistics Agency ; 
Washington : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1977- 

20402 

v. ; 26cm. — (DoD ; 5105.38-D) 

Supersedes MILSTRIP, military standard requisitioning & 
issue procedures, supp. 2, Military assistance program ad- 
dress directory. 

Issued 1975-76 by Defense Supply Agency. 

Updated by monthly changes and cumulated irregularly. 

Contents: Change 3, June 1, 1977. 

@ltem 314-A 

S/N 008-007-02843-0 

pbk. : $1.90 

1. United States. Defense Logistics Agency. 
assistance, American — Directories. [. Title. Il. 
MAPAD. 


2. *Military 
Title: 


OCLC 3776152 


78-10660 
D 7.6/4:M 59/6/977/ch.4 
United States. Defense Logistics Agency. 

Military assistance program address directory. — Alexan- 
dria, Va. : Dept. of Defense, Dept. of the Army, Defense Lo- 
gistics Agency ; Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1977- 

20402 

v. ; 26cm. — (DoD ; 5105.38-D) 

Supersedes MILSTRIP, military standard requisitioning & 
issue procedures, supp. 2, Military assistance program ad- 
dress directory. 

Issued 1975-76 by Defense Supply Agency. 

Updated by monthly changes and cumulated irregularly. 

Contents: Change 4, July 1, 1977. 

@ltem 314-A 

S/N 008-007-02847-2 

pbk. : $2.30 

1. United States. Defense Logistics Agency. 
assistance, American — Directories. I. Title. II. 
MAPAD. 


2. *Military 
Title: 


OCLC 3776152 


78-10661 
D 7.6/4:M $9/6/977/ch.S 
United States. Defense Logistics Agency. 

Military assistance program address directory. — Alexan- 
dria, Va.: Dept. of Defense, Dept. of the Army, Defense Lo- 
gistics Agency ; Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1977- 

20402 

v.; 26cm. — (DoD ; 5105.38-D) 

Supersedes MILSTRIP, military standard requisitioning & 
issue procedures, supp. 2, Military assistance program ad- 
dress directory. 

Issued 1975-76 by Defense Supply Agency. 

Updated by monthly changes and cumulated irregularly. 

Contents: Change 5, Aug. 1, 1977. 





@ltem 314-A 

S/N 008-007-02851-1 

pbk. : $1.60 

1. United States. Defense Logistics Agency. 2. *Military 
assistance, American — Directories. I. Title. Il. Title: 
MAPAD. 


OCLC 3776152 


78-10662 


D 7.6/4:M 59/6/977/ch.6 
United States. Defense Logistics Agency. 

Military assistance program address directory. — Alexan- 
dria, Va. : Dept. of Defense, Dept. of the Army, Defense Lo- 
gistics Agency ; Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1977- 

v. ; 26 cm. — (DoD ; 5105.38-D) 

Supersedes MILSTRIP, military standard requisitioning & 
issue procedures, supp. 2, Military assistance program ad- 
dress directory. 

Issued 1975-76 by Defense Supply Agency. 

Updated by monthly changes and cumulated irregularly. 

Contents: Change 6, Sept. 1, 1977. 

@ltem 314-A 

S/N 008-007-02854-5 

pbk. : $2.10 

1. United States. Defense Logistics Agency. 2. *Military 
assistance, American — Directories. I. Title. Il. Title: 
MAPAD. 


OCLC 3776152 


Government Publications — June 1978 


Contents: Change 8, Nov. 1, 1977. 

@ltem 314-A 

S/N 008-007-02877-4 

pbk. : $1.30 

1. *Military assistance, American — Directories. I. Title. 
Il. Title: MAPAD. 


OCLC 3776152 


78-10665 


D 7.6/4:M 59/6/977/ch.9 


United States. Defense Logistics Agency. 


Military assistance program address directory. — Alexan- 
dria, Va. : Dept. of Defense, Dept. of the Army, Defense Lo- 
gistics Agency ; Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1977- 

20402 

v.; 26cm. — (DoD ; 5105.38-D) 

Supersedes MILSTRIP, military standard requisitioning & 
issue procedures, supp. 2, Military assistance program ad- 
dress directory. 

Issued 1975-76 by Defense Supply Agency. 

Updated by monthly changes and cumulated irregularly. 

Contents: Change 9, Dec. 1, 1977. 

@ltem 314-A 

S/N 008-007-02884-7 

pbk. : $2.20 

1. United States. Defense Logistics Agency. 2. *Military 
assistance, American — Directories. I. Title. II. Title: 
MAPAD. 


OCLC 3776152 


78-10663 
D 7.6/4:M 59/6/977/ch.7 78-10666 
United States. Defense Logistics Agency. D 7.6/4:M 59/6/977/ch.10 


United States. Defense Logistics Agency. 


Military assistance program address directory. — Alexan- 
dria, Va. : Dept. of Defense, Dept. of the Army, Defense Lo- 
gistics Agency ; Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1977- 

v. ; 26cm. — (DoD ; 5105.38-D) 

Supersedes MILSTRIP, military standard requisitioning & 
issue procedures, supp. 2, Military assistance program ad- 
dress directory. 

Issued 1975-76 by Defense Supply Agency. 

Updated by monthly changes and cumulated irregularly. 

Contents: Change 7, Oct. 1, 1977. 

@ltem 314-A 

S/N 008-007-02857-0 

pbk. : $1.20 

1. United States. Defense Logistics Agency. 2. *Military 
assistance, American — Directories. I. Title. II. Title: 
MAPAD. 


OCLC 3776152 


Military assistance program address directory. — Alexan- 
dria, Va. : Dept. of Defense, Dept. of the Army, Defense Lo- 
gistics Agency ; Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1977- 

20402 

v. ; 26cm. — (DoD ; 5105.38-D) 

Supersedes MILSTRIP, military standard requisitioning & 
issue procedures, supp. 2, Military assistance program ad- 
dress directory. 

Issued 1975-76 by Defense Supply Agency. 

Updated by monthly changes and cumulated irregularly. 

Contents: Change 10, Jan. 1, 1978. 

@ltem 314-A 

S/N 008-007-02888-0 

pbk. : $2.10 

1. United States. Defense Logistics Agency. 2. *Military 
assistance, American — Directories. I. Title. Il. Title: 
MAPAD. 


78-10664 OCLC 3776152 


78-10667 


D 7.6/4:M 59/6/977/ch.8 
United States. Defense Logistics Agency. 
Military assistance program address directory. — Alexan- D 7.6/4:M 59/6/977/ch.11 


United States. Defense Logistics Agency. 


dria, Va. : Dept. of Defense, Dept. of the Army, Defense Lo- 
gistics Agency ; Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1977- 

20402 

v.; 26cm. — (DoD ; 5105.38-D) 

Supersedes MILSTRIP, military standard requisitioning & 
issue procedures, supp. 2, Military assistance program ad- 
dress directory. 

Issued 1975-76 by Defense Supply Agency. 

Updated by monthly changes and cumulated irregularly. 


Military assistance program address directory. — Alexan- 
dria, Va. : Dept. of Defense, Dept. of the Army, Defense Lo- 
gistics Agency ; Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1977- 

20402 

v.; 26cm. — (DoD ; 5105.38-D) 

Supersedes MILSTRIP, military standard requisitioning & 
issue procedures, supp. 2, Military assistance program ad- 
dress directory. 
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Defense Logistics Agency — Cameron Station 


Issued 1975-76 by Defense Supply Agency. 

Updated by monthly changes and cumulated irregularly. 

Contents: Change 11, Feb. 1, 1978. 

@ltem 314-A 

S/N 008-007-02898-7 

pbk. : $1.60 

1. United States. Defense Logistics Agency. 
assistance, American — Directories. I. Title. II. 
MAPAD. 


2. *Military 
Title: 


OCLC 3776152 


78-10668 
D 7.6/4:M 59/6/977/ch.12 
United States. Defense Logistics Agency. 

Military assistance program address directory. — Alexan- 
dria, Va. : Dept. of Defense, Dept of the Army, Defense Lo- 
gistics Agency ; Washington : For sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 1977. 

v. ; 26cm. — (DoD ; 5105.38-D) 

Supersedes MILSTRIP, military standard requisitioning & 
issue procedures, supp. 2, Military assistance program ad- 
dress directory. 

Issued 1975-76 by Defense Supply Agency. 

Updated by monthly changes and cumulated irregularly. 

Contents: Change 12, Mar. 1, 1978. 

@ltem 314-A 

S/N 008-007-02906-1 

pbk. : $2.20 

1. United States. Defense Logistics Agency. 2. *Military 
assistance, American — Directories. I. Title. Il. Title: 
MAPAD. 


OCLC 3776152 


78-10669 
D 7.6/4:M 59/7/ch.1 
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United States. Army. Corps of Engineers. 

Floods on Merrimack and Piscataquog Rivers, Manchester, 
New Hampshire. — [Waltham, Mass. Dept. of Defense, 
Dept. of the Army, Corps of Engineers, New England Divi- 
sion, 1976?) 

424 Trapelo Road, 02154 

[2] p.: ill. ; 43 x 28 cm. fold. to 22 x 10 cm. 

Prepared by U.S. Army Corps of Engineers from data in 
the report, “Flood plain information, Merrimack and 
Piscataquog Rivers, Manchester, New Hampshire.” 

pbk. 

1. “Manchester, N.H. — Floods. I. Title. 


OCLC 3782139 


78-10795 
D 103.47/2:M 76/6 
United States. Army. Corps of Engineers. 

Floods : Sam Bell Gully, Montgomery County, Texas. — 
[Fort Worth, Tex. : Dept. of Defense, Dept. of the Army, 
Corps of Engineers, Fort Worth District], 1975. 

P.O. Box 17300, 76102 

[2] p.: ill. ; 44 x 28 cm. fold. to 22 x 10 cm. 

Prepared by the Corps of Engineers from data in a report 
entitled. “Flood plain information report, Sam Bell Gully, 
Montgomery County, Texas”. 

November 1975. 

pbk. 

1. *Floods — Texas — Montgomery County. I. Title. II. 
Title: Sam Bell Gully, Montgomery County, Texas. 


OCLC 3782015 


78-10796 
D 103.47/2:M 76/7 
United States. Army. Corps of Engineers. 

Floods : White Oak Creek, Montgomery County, Texas. — 
[Fort Worth, Tex. : Dept. of Defense, Dept. of the Army, 
Corps of Engineers, Fort Worth District], 1975. 

P.O. Box 17300, 76102 

[2] p.: ill. ; 43 x 37 cm. fold. to 22 x 10 cm. 

Prepared by the Corps of Engineers from data in a report 
entitled, “Flood plain information report, White Oak Creek, 
Montgomery County, Texas”’. 

November 1975. 

pbk. 

1. *Floods — Texas — Montgomery County. I. Title. II. 
Title: White Oak Creek, Montgomery County, Texas. 


OCLC 3781999 


78-10797 
D 103.47/2:M 76/8 
United States. Army. Corps of Engineers. 

Floods : Bens Branch, Montgomery county, Texas. — [Fort 
Worth, Tex. : Dept. of Defense, Dept. of the Army, Corps of 
Engineers, Fort Worth District], 1975. 

P.O. Box 17300, 76102 

[2] p. : ill. ; 43 x 28 cm. fold. to 22 x 10 cm. 

Prepared by the Corps of Engineers from data in a report 
entitled, “Flood plain information report, Bens Branch, 
Montgomery County, Texas”’. 

November 1975. 

pbk. 





Engineers Corps 


1. *Floods — Texas — Montgomery County. I. Title. Il. 
Title: Bens Branch, Montgomery County, Texas. 


OCLC 3781981 


78-10798 
D 103.47/2:M 79 
United States. Army. Corps of Engincers. 


Floods : Owasco Inlet and Hemlock Creck, villages of 


Moravia and Locke, Cayuga County, New York. — [New 


York (City) : Dept. of Defense, Dept. of the Army, Corps of 


Engineers], 1976. 

10007 

[2] p.: ill. ; 43 x 28 cm. fold. to 22 x 10 cm. 

Prepared for the N.Y.S. Department of Environmental 
Conservation by the U.S. Army Corps of Engineers from data 
in the report “Flood plain information, Owasco Inlet and 
Hemlock Creek, Cayuaga County, New York.” 

July 1976. 

pbk 

1. *Moravia, N.Y. Floods. 2. *Locke, N.Y. — Floods. 
|. Title. UH. Tithe: Owasco Inlet and Hemlock Creck. 


OCLC 3782077 


78-10799 
D 103.47/2:On 6/3 
United States. Army. Corps of Engineers. 

Flood plain information : Ninemile Creek, Onondaga 
County, New York {New York (City) : Dept. of Defense, 
Dept. of the Army, Corps of Engineers, New York District] ; 
1976 

10007 

[2] p.: ill. ; 43 x 28 fold. to 21 x 10 cm. 

Prepared for the N.Y.S. Department of Environmental 
Conservation by the U.S. Army Corps of Engineers from data 
in the report “Flood plain information, Ninemile Creck, 
towns of Marcellus, Camillis and Geddes, Onondaga County, 
New York.” 

October 1976. 

pbk 

1. *Floods — New York (State) — Onondaga County. I. 
Title. Ul. Title: Ninemile Creek, Onondaga County, New 
York 


OCLC 3776409 


78-10800 
D 103.47/2:Or 1/7 
United States. Army. Corps of Engincers. 

Floods Boggy Creck, Orange and Osccola Counties, 
Florida | Jacksonville, Fla. : Dept. of Defense, Dept. of the 
Army, Corps of Engineers, Jacksonville District], 1976. 

P.O. Box 4970, 32201 

[2] p. : ill. 39 x 26 cm. fold. to 20 x 9 cm. 

Prepared by VTN Inc., Orlando Florida, for the U.S. Army 
Corps of Engineers from data in the report “Flood plain in- 
formation, Boggy Creck, Orange and Osceola Counties, 
Florida.” 

pbk 

|. *Floods — Florida — Osceola County. 2. *Floods — 
Florida — Orange County. I. Title. 


OCLC 3781592 
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78-10801 
D 103.47/2:P 96/7 
United States. Army. Corps of Engincers. 

Salt Creck : floods in vicinity of Pueblo, Colorado. — 
[| Albuquerque, N.M. : Dept. of Defense, Dept. of the Army, 
Corps of Engineers, Albuquerque District, 1976?] 

P.O. Box 1580, 87103. 

[2] p.: ill. ; 44 x 29 cm. fold. to 22 x 10 cm. 

Prepared for the Pucplo Regional Planning Commission by 
the U.S. Army Corps of Engineers from data in the report, 
“Flood plain information, Salt Creek, vicinity of Pucblo, 
Colorado”. 

pbk. 

1. *Pucblo, Colo. — Floods. I. Title. Il. Title: Floods in 
vicinity of Pucblo, Colorado. 


OCLC 3776439 


78-10802 
D 103.47/2:R 48/2 
United States. Army. Corps of Engineers. 

Floods in Ripley, Mississippi : South Tippah Creek and 
tributaries. — Vicksburg, Miss. : [Dept. of Defense], Dept. of 
the Army, Corps of Engineers, Vicksburg District, 1976. 

P.O. Box 60, 39180 

[2] p. : ill. 43 x 28 cm. fold. to 22 x 10 cm. 

Prepared for the city of Ripley by the United States Army, 
Vicksburg, Mississippi. 

March 1976. 

pbk. 

1. *Ripley, Miss. — Floods. IL. Title. Il. Title: South Tip- 
pah Creek and Tributaries. 


OCLC 3781851 


78-10803 
D 103.47/2:R 52/2 
United States. Army. Corps of Engineers. 

Floods in Riverton-Cinnaminson vicinity, New Jersey ; how 
to avoid damage. — [Philadelphia : Dept. of Defense, Dept. 
of the Army, Corps of Engincers, Philadelphia District], 
1971. 

19106 

[2] p. : ill. 43 x 28 cm. fold. to 22 x 10 cm. 

Prepared for Burlington County by the Corps of Engineers 
from data in the report “Flood plain information, Pompeston 
Creek Watershed, Burlington County, New Jersey”. 

June 1971. 

pbk. 

1. *Riverton, N.J.— Floods. 2. *Cinnaminson, N.J.— 
Floods. I. Title. 


OCLC 3781576 


78-10804 
D 103.47/2:Si 3 
United States. Army. Corps of Engineers. 

Floods on Silver Creek and tributaries. — [St. Louis, Mo. : 
Dept. of Defense, Dept. of the Army, Corps of Engineers, St. 
Louis District, 1976?] 

210 North 12th St., 63101. 

[2] p. : ill. ; 44 x 28 cm. fold. to 22 x 10 cm. 

Prepared for the St Clair, County, Illinois Board of Ssuper- 
visors by the St. Louis District, U.S. Army, Corps of En- 
gineers from data in the Report “Flood plain information, St. 
Clair County, Ilinois-no. 1, Silver Creek and tributaries.” 

pbk. 





1. *Floods — Illinois — St. Clair County. I. Title. 


OCLC 3781665 


78-10805 
D 103.47/2:St 6/4 
United States. Army. Corps of Enginecrs. 

Floods : northwest stream group, Stockton, California. — 
[Sacramento, Calif. : Dept. of Defense, Dept. of the Army, 
Corps of Engineers, Sacramento District], 1976. 

650 Capital Mall, 95814 

[2] p. : ill. (some col.) ; 43 x 28 cm. fold. to 22 x 10 cm. 

Prepared for San Joaquin County by the Sacramento Dis- 
trict, U.S. Army Corps of Engincers; it is partially based on 
the report entitled, “Flood plain information northwest 
stream group, Stockton, California”. 

July 1976. 

pbk. 

1. *Stockton, Calif. — Floods. I. Title. 


OCLC 3782059 


78-10806 
D 103.47/2:T 33 
United States. Army. Corps of Engineers. 

Warm Fork Spring River, floods in Thayer, Missouri. — 
[St. Louis, Mo. : Dept. of Defense, Dept. of the Army, Corps 
of Engineers, St. Louis District, ; 19767] 

210 North 12th St., 63101 

[2] p. : ill. ; 42 x 27 fold. to 21 x 10 cm. 

Prepared for the city of Thayer by the Corps of Engineer 
from a report entitled “Flood plain information, Warm fork 
Spring River, Thayer, Missouri.” 

pbk. 

1. *Thayer, Mo. — Floods. I. Title. Il. Title: Floods in 
Thayer, Missouri. 


OCLC 3776423 


78-10807 
D 103.47/2:V 23 
United States. Army. Corps of Engineers. 

Floods on Mineral Creek, Valdez, Alaska. — [ Anchorage, 
Alaska : Dept. of Defense, Dept. of the Army, Corps of En- 
gineers, Alaska District, 19767] 

99510 

[2] p. : ill. 44 x 28 cm. fold. to 22 x 10 cm. 

Prepared for the city of Valdez by the U.S. Army Corps of 
Engineers from data in the report “Flood plain information, 
Mineral Creek, Valdez, Alaska”. 

pbk. 

1. *Valdez, ALaska — Floods. I. Title. 


OCLC 3781613 


78-10808 
D 103.62:B 23/supp. 
United States. Army. Corps of Engineers. 

Barbers Point Harbor, Oahu, Hawaii : supplement to the 
final environmental statement. — Honolulu, Hawaii : Dept. of 
Defense, Dept. of the Army, U.S. Army Engineer District, 
Honolulu, Hawaii, 1977. 

96558 

8 leaves : 3 maps ; 27 cm. 

Issued January 1977. 

pbk. 


Government Publications — June 1978 


1. *Barbers Point Harbor — Environmental aspects. I. 
United States. Army. Corps of Engineers. Honolulu District. 
Il. Title. 


OCLC 3765007 


MILITARY HISTORY, OFFICE OF THE 


CHIEF OF (ARMY) 
Defense Dept. 
Washington, DC 20315 


78-10809 
D 114.14:16/v.1 
Barnard, Roy 

The era of World War II : general reference works, 
bibliography / by Roy Barnard, William Burns, Duane Ryan. 
— Carlisle Barracks, Pa. : Dept. of Defense, Dept. of the 
Army, United States Army Military History Institute 
Washington : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1977. 

20402 

viii, 185 p. ; 27 cm.— (U.S. Army Military History 
Research Collection, Special bibliographic series ; 16) 

Issued June 1977. 

@ltem 344-D 

S/N 008-029-00102-1 

pbk. : $3.75 

1. *World War, 1939-1945 — Bibliography. I. United 
States. Army Military History Institute. II. Title. II. Series: 
United States. Army Military History Research Collection. 
Special bibliographic series ; 16. 


OCLC 3588616 


78-10810 
D 117.8/2:77-13 
Reilly, M J 

Crashworthy troop seat testing program : final report for 
period May 1974-December 1976 / M. J. Reilly ; Boeing 
Vertol Company. — Fort Eustis, Va. : [Dept. of Defense, 
Dept. of the Army,] Army Research and Technology Labora- 
tories, Applied Technology Laboratory, 1977. 

23604 

201 p. : ill. ; 26 cm. — (USAAMRDL-TR ; 77-13) 

Prepared by Boeing Vertol Company under contract 
DAAJ02-74-C-0036, for Applied Technology Laboratory, 
Research and Technology Laboratories. 

November 1977. 

pbk. 

1. *Airplanes — Seats — Testing. 2. ‘*Crash injury 
research — United States. I. United States. Army Research 
and Technology Laboratories. Applied Technology Laborato- 
ry. Il. Boeing Vertol Company. III. Title. 


OCLC 3798085 


78-10811 


D 117.8/2:77-18 


Kish, J 


Helicopter freewheel unit design guide : final report / J. 
Kish ; Sikorsky Aircraft. — Fort Eustis, Va. [Dept. of 
Defense, Dept. of the Army] Army Research and Technoiogy 
Laboratories, Applied Technology Laboratory, 1977. 

23604 


239 p.: ill. ; 26 cm. — (USAAMRDL-TR ; 77-18) 
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Military History, Office of the Chief of (Army) — Defense Dept. 


Prepared by Sikorsky Aircraft, Division of United 
Technologies Corporation under contract DAAJO2-74-C- 
0028, for Applicd Technology Laboratory, Research and 
Technology Laboratories. 

October 1977. 

Includes bibliographical references. 

pbk. 

1. *Clutches (Machinery) I. United States. Army 
Research and Technology Laboratories. Applicd Technology 
Laboratory. HU. United Technologics Corp. Sikorsky Air- 
craft. ILL. Title. 


OCLC 3798045 


78-10812 
D 117.8/2:77-19 A 
Head, Robert E 

Flight test of a composite multi-tubular spar main rotor 
blade on the AH-IG helicopter : final report for period June 
1974-January 1977 / Robert E. Head. — Fort Eustis, Va. : 
|Dept. of Defense, Dept. of the Army], Army Air Mobility 
Research and Development Laboratory, 1977- 

23604 

v.: ill. ; 26 cm. (USAAMRDL-TR ; 77-19A) 

Prepared by Hughes Helicopter, under contract DAAJO2- 
74-C-0055, for Eustis Directorate, Army Air Mobility 
Research and Development Laboratory. 

August 1977. 

Includes bibliographical references. 

Contents: v. | Materials, design, and test. 

pbk 

1. *Helicopters. 2. *Rotors (Helicopters) — Testing. 3. 
*Composite materials — Testing. I. United States. Army Air 
Mobility Research and Development Laboratory. II. Hughes 
Helicopters. II. Title. 


OCLC 3798218 


78-10813 
D 117.8/2:77-20 
Maciolek, Joseph R 

Preliminary design study of an intergrated tail rotor servo 
power module : final report / Joseph R. Maciolek, Karl Wal- 
lischeck ; Sikorsky Aircraft Division. — Fort Eustis, Va. 
[Dept. of Defense, Dept. of the Army] Army Air Mobility 
Research and Development Laboratory, 1977. 

23604 

161 p. : ill. ; 26 em. — (USAAMRDL-TR ; 77-20) 

Prepared by Sikorsky Aijrcraft, Division of United 
Technologies Corp. under contract DAAJO2-76-C-0056, for 
Eustis Directorate, Army Air Mobility Research and 
Development Laboratory. 

September 1977. 

pbk. 

I. *Helicopters — Control systems. 2. *Rotors 
(Helicopters) 3. *Hydraulic servomechanisms. [. Wal- 
lischeck, Earl , joint author. Hl. United States. Army Air 
Mobility Research and Development Laboratory. Hl. United 
Technologies Corp. Sikorsky Aircraft Division. IV. Title. 


OCLC 3798250 
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78-10814 


D 117.8/2:77-22 


Alansky, Irvin B 


Limitations of the Uttas helicopter in performing terrain 
flying with external loads : final report for period July 1976- 
Apr. 1977 / Irvin B. Alansky, James M. Davis, Theodore S. 
Garnett, Jr. ; Boeing Vertol company. — Fort Eustis, Va. : 
|[Dept. of Defense, Dept. of the Army,] Army Air Mobility 
Research and Development Laboratory, 1977. 

23604 

112 p.: ill. ; 26 cm. — (USAAMRDL-TR ; 77-22) 

Prepared by Bocing Vertol Company under contract 
DAAJ02-76-C-0027, for Eustis Directorate, Army Air Mo- 
bility Research and Development Laboratory. 

September 1977. 

Includes bibliographical references. 

pbk. 

1. *Helicopters — Handling characteristics. I. Davis, 
James M , joint author. Il. Garnett, Theodore S , joint 
author. Il. United States. Army Air Mobility Research and 
Development Laboratory. IV. Boeing Vertol Company. V. 
Title. 


OCLC 3798101 


78-10815 


D 117.8/2:77-26 


Zoccoli, Michael J 


Advanced scavenge systems for an integrated engine inlet 
particle separator : final report for period 21 March 1975-21 
March 1977 / Michael J. Zoccoli ; AVCO Lycoming Divi- 
sion. — Fort Eustis, Va. : [Dept. of Defense, Dept. of the 
Army,] Army Air Mobility Research and Development 
Laboratory, 1977. 

23604 

200 p. : ill. ; 26 cm. — (USAAMRDL-TR ; 77-26) 

Prepared by Avco Lycoming Division under contract 
DAAJ02-75-C-0026, for Eustis Directorate, Army Air Mo- 
bility Research and Technology Laboratory. 

September 1977. 

Includes bibliographical references. 

pbk. 

1. *Gas-turbines. 2. *Separators (Machines) 3. 
*Particles. 1. United States. Army Air Mobility Research 
and Development’ Laboratory. Il. Avco Corporation. 
Lycoming Division. III. Title. 


OCLC 3798181 


78-10816 


D 117.8/2:77-27 


Goodall, Ralph E 


Advanced technology helicopter landing gear : final report 
for period Apr. 1975-Apr. 1977 / Ralph E. Goodall ; Hughes 
Helicopters. — Fort Eustis, Va. : [Dept. of Defense, Dept. of 
the Army], Applied Technology Laboratory, Research and 
Technology Laboratories, 1977. 

23604 

150 p. : ill. ; 26 cm. — (USAAMRDL-TR ; 77-27) 

Prepared by Hughes Helicopter, Division of Summar Corp. 
under contract DAAJO2-75-C-0028, for Applied Technology 
Laboratory, Research and Technology Laboratories. 

October 1977. 

Bibliography: p. 92-100. 

pbk. 





1. *Helicopters — Landing. 2. *Airplanes — Landing gear. 
I. United States. Army Research and Technology Laborato- 
ries. Applicd Technology Laboratory. Il. Hughes Helicop- 
ters. III. Title. 


OCLC 3798196 


78-10817 
D 117.8/2:77-31 
Banaszak, Lloyd J 

Hydrofluidic stability augmentation system (HYSAS): 
operational suitability demonstration : final report for period 
March 1973-March 1977 / Lloyd J.Banaszak, Walter M. Pos- 
ingics ; Honeywell Inc. — Fort Eustis, Va. [Dept. of 
Defense, Dept. of the Arym,] Army Research and Technolo- 
gy Laboratories, Applied Technology Laboratory, 1977. 

23604 

98 p. : ill. ; 26 cm. — (USAAMRDL-TR ; 77-31) 

Prepared by Honeywell Inc. under contract no. DAAJO2- 
73-C-0046, for Applicd Technology Laboratory, Research 
and Technology Laboratories. 

October 1977. 

pbk. 

1. ‘*Hydraulic 
*Stability of helicopters. I. 
author. 
Laboratories. 
Honeywell, inc. 


machinery. 2. ‘*Electroforming. 3. 
Posingies, Walter M , joint 


Il. United States. Army Research and Technology 
Technology 


Applicd Laboratory. Il. 


IV. Title. 
OCLC 3798237 


NAVY DEPARTMENT 
Defense Dept. 
Washington, DC 20350 


78-10818 
D 201.6/12:P 93 
United States. Dept. of the Navy. 

Unit price standards handbook / Departments of the Navy 
and the Army. — [Washington] : Dept. of Defense, Dept. of 
the Navy : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1976- 

20402 

v. ; 26 cm. — (NAVFAC ; P-716) (Army TB ; 420-33) 

Loose-leaf for updating. 

June 1976. 

S/N 008-047-00211-4 

pbk. : $6.00 

1. *Production standards — United States. 2. *Unit pric- 
ing — United States. I. United States. Dept. of the Army. 
Il. Title. 


OCLC 3796015 


78-10819 
D 201.6/12:P 93/977 
United States. Dept. of the Navy. 

Unit price standards handbook / Departments of the Navy, 
the Army, & the Air Force. — [Washington] Dept. of 
Defense, Dept. of the Navy : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1977, 1978 printing- 

20402 

v. ; 26 cm.— (NAVFAC ; P-716) (Army TB ; 420-33) 
(Air Force manual ; 85-56) 

Supersedes NAVFAC P-716 and Army TB 420-33, dated 
June 1976. 

Loose-leaf for updating. 

November 1977. 

@ltem 370-A 


Government Publications — June 1978 


S/N 008-047-00221-1 

pbk. : $6.75 

1. *Production standards — United States. 2. *Unit pric- 
ing — United States. I. United States. Dept. of the Army. 
Il. United States. Dept. of the Air Force. Il. Title. 


OCLC 3796027 


78-10820 


D 201.21:3569 
DiDonato, AR 

Computation of the percentage points of the Chi-square 
distribution / by A. R. DiDonato, R. K. Hageman ; Dahlgren 
Laboratory. — Dahlgren, Va. : [Dept. of Defense, Dept. of 
the Navy], Naval Surface Weapons Center, Dahlgren Labora- 
tory, 1977. 

22448 

ii, 191, [3] p.: ill. ; 

April 1977. 

Bibliography: p. 15. 

pbk. 

1. Distribution (Probability theory) — Data processing. 2. 
*Chi-square test. I. Hageman, R K , joint author. II. Dahl- 
gren Laboratory. III. Title. IV. Series: Dahlgren Laborato- 
ry. NSWC/DL TR ; 3569. 


26 cm. — (NSWC/DL TR ; 3569) 


OCLC 3765379 


78-10821 
D 201.21:3645 
McLaughlin, Wayne 
Computer mode for life cycle costing : user’s guide / by 
Wayne McLaughlin ; Dahlgren Laboratory. — Dahlgren, Va. 
[Dept. of Defense, Dept. of the Navy], Naval Surface 
Weapons Center, Dahlgren Laboratory, 1977. 
22448 
ii, 45, [3] p. ; 26 cm. — (NSWC/DL TR ; 3645) 
May 1977. 
Includes bibliographical references. 
pbk. 
1. *Cost effectiveness — Data processing. 
cycle. I. Dahlgren Laboratory. II. Title. 
gren Laboratory. NSWC/DL TR ; 3645. 


2. *Product life 
Ill. Series: Dahl- 


OCLC 3765301 


78-10822 
D 201.21:3687 
Hershey, A V 
Radical representations of ship simulations / by A. V. 
Hershey ; Dahlgren Laboratory. — Dahlgren, Va. : [Dept. of 
Defense, Dept. of the Navy], Naval Surface Weapons Center, 
Dahlgren Laboratory, 1977. 
22448 
36 leaves in various foliations : ill. ; 28 cm. — (NSWC/DL 
TR ; 3687) 
Prepared by Dahlgren Laboratory. 
July 1977. 
Bibliography: leaves 13-14. 
pbk. 
1. *Naval architecture. 2. *Hulls (Naval architecture) — 
Data processing. I. Dahlgren Laboratory. II. Title. III. Se- 
ries: Dahlgren Laboratory. NSWC/DL TR ; 3687. 


OCLC 3765255 
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NAVAL PERSONNEL BUREAU 
Defense Dept. 
Washington, DC 20370 


78-10823 
D 208.6/3:C 56/4/sec.1/ch.2 
United States. Bureau of Naval Personnel. 

Manual of Navy enlisted manpower and personnel classifi- 
cations and occupational standards. — Washington : Dept. of 
Defense, Dept. of the Navy, Bureau of Naval Personnel ; 
Philadelphia, Pa. : distributed by Naval Publications and 
Forms Center, 1975- 

5801 Tabor Ave., 19120 

v.: ill. ; 26cm. — (NAVPERS ; 18068D) 

Contents: Sec. |. [Navy enlisted occupational standards], 
Change 2, Dec. 30 1976. 

@ltem 403-A 

pbk. 

1. United States. Navy — Handbooks, manuals, etc. 2. 
United States. Navy — Personnel management. 3. United 
States. Navy — Vocational guidance. I. Title. 


OCLC 2101833 


78-10824 
D 208.6/3:C 56/4/sec.1/ch.3 
United States. Bureau of Naval Personnel. 

Manual of Navy enlisted manpower and personnel classifi- 
cations and occupational standards. — Washington : Dept. of 
Defense, Dept. of the Navy, Bureau of Naval Personnel ; 
Philadelphia, Pa. : distributed by Naval Publications and 
Forms Center, 1975- 

5801 Tabor Ave., 19120 

v.: ill. ; 26cm. — (NAVPERS ; 18068D) 

Contents: Sec. 1. [Navy enlisted occupational standards], 
Change 3, May 13, 1977. 

@ltem 403-A 

pbk. 

1. United States. Navy — Handbooks, manuals, etc. 2. 
United States. Navy — Personnel management. 3. United 
States. Navy — Vocational guidance. I. Title. 


OCLC 2101833 


78-10825 
D 208.6/3:C 56/4/sec.1/ch.4 
United States. Bureau of Naval Personnel. 

Manual of Navy enlisted manpower and personnel classifi- 
cations and occupational standards. — Washington : Dept. of 
Defense, Dept. of the Navy, Bureau of Naval Personnel ; 
Philadelphia, Pa. : distributed by Naval Publications and 
Forms Center, 1975- 

5801 Tabor Ave., 19120 

2 v.; 26 cm.— (NAVPERS ; 18068D) 

Contents: Sec. 1. Navy enlisted occupational standards, 
Change 4, Jan. 31, 1978. 

@ltem 403-A 

pbk. 

1. United States. Navy — Handbooks, manuals, etc. 2. 
United States. Navy — Personnel management. 3. United 
States. Navy — Vocational guidance. I. Title. 


OCLC 2101833 
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78-10826 
D 208.6/3:C 56/4/sec.2/977/ch.1 
United States. Bureau of Naval Personnel. 
Manual of Navy enlisted manpower and personnel classifi- 
cations and occupational standards. — Washington : Dept. of 
Defense, Dept. of the Navy, Bureau of Naval Personnel, 


v.: ill. ; 26cm. — (NAVPERS ; 18068D) 

Contents: Sec. 2. Navy enlisted classifications, Change 1, 
Jan. 14, 1977. 

@ltem 403-A 

pbk. 

1. United States. Navy — Personnel 
United States. Navy — Vocational guidance. 


management. 2. 
I. Title. 


OCLC 2101833 


78-10827 
D 208.6/3:C 56/4/sec.2/977/ch.2 
United States. Bureau of Naval Personnel. 

Manual of Navy enlisted manpower and personnel classifi- 
cations and occupational standards. — Washington : Dept. of 
Defense, Dept. of the Navy, Bureau of Naval Personnel, 
1975- 

20370 

v. : ill. ; 26 cm. — (NAVPERS ; 18068D) 

Contents: Sec. 2. Navy enlisted classifications, Change 2, 
May 9, 1977. 

@ltem 403-A 

pbk. 

1. United States. Navy — Handbooks, manuals, etc. 2. 
United States. Navy — Personnel management. 3. United 
States. Navy — Vocational guidance. I. Title. 


OCLC 2101833 


78-10828 
D 208.6/3:C 56/4/sec.2/977/ch.3 
United States. Bureau of Naval Personnel. 

Manual of Navy enlisted manpower and personnel classifi- 
cations and occupational standards. — Washington : Dept. of 
Defense, Dept. of the Navy, Bureau of Naval Personnel, 
1975- 

20370 

v. : ill. ; 26 cm. — (NAVPERS ; 18068D) 

Contents: Sec. 2. Navy enlisted classifications, Change 3, 
July 25, 1977. 

@ltem 403-A 

pbk. 

1. United States. Navy — Handbooks, manuals, etc. 2. 
United States. Navy — Personnel management. 3. United 
States. Navy — Vocational guidance. Il. Title. 


OCLC 2101833 


78-10829 
D 208.6/3:C 56/4/sec.2/977/ch.4 
United States. Bureau of Naval Personnel. 

Manual of Navy enlisted manpower and personnel classifi- 
cations and occupational standards. — Washington : Dept. of 
Defense, Dept. of the Navy, Bureau of Naval Personnel, 
1975- 

20370 

v. : ill. ; 26 cm. — (NAVPERS ; 18068D) 

Contents: Sec. 2. Navy enlisted classifications, Change 4, 
Oct. 27, 1977. 

@ltem 403-A 

pbk. 





1. United States. Navy — Handbooks, manuals, etc. 2. 
United States. Navy — Personnel management. 3. United 
States. Navy — Vocational guidance. I. Title. 


OCLC 2101833 


NAVAL FACILITIES ENGINEERING 
COMMAND 


Defense Dept. 
Washington, DC 20360 


78-10830 
D 209.14:T 68/971/rep. 
United States. Naval Facilities Engineering Command. 
Management of transportation cquipment. — Reprint, 
1978. — Washington : [ Dept. of Defense], Dept. of the Navy, 
Naval Facilitics Engineering Command ; Philadelphia, Pa. : 
Naval Publications and Forms Center, 1971- 
v.: ill. ; 27 em. — (NAVFAC ; P-300) 
Replaces edition of Sept. 1971, incorporates Supplement | 
ard changes 1-3, and includes current changes. 
@ltem 418-A 
pbk. 
1. *Transportation — Equipment and supplies — Manage- 
ment. I. Title. 


OCLC 3778345 


NAVAL RESEARCH OFFICE 
Defense Dept. 
Arlington, VA 22217 


78-10831 
D 210.8:7953 
Trunk, G V 

Improved azimuth and heading estimates using range and 
azimuth measurements / G. V. Trunk ; Naval Research 
Laboratory. — Washington : [Dept. of Defense] , Dept. of 
the Navy, Naval Research Laboratory ; Springfield, Va. : for 
sale by the National Technical Information Service, 1976. 

22161 

ili, 8 p. : ill. ; 26 cm. — (NRL report ; 7953) 

AD-B00948 1 

Prepared by Naval Research Laboratory for Office of 
Naval Research. 

January 9, 1976. 

pbk. 

1. *Radar. 2. *Azimuth — Measurements. I. United 
States. Naval Research Laboratory, Washington, D.C. II. 
United States. Office of Naval Research. III. Title. IV. Se- 
ries: United States. Naval Research Laboratory, Washington, 
D.C. NRL report ; 7953. 


OCLC 3798528 


78-10832 
D 210.8:7959 
Laser damage in 8- to 14-micron mercury-cadmiun-telluride 
photovoltaic detector material / F Bartoli... [et al.] ; Naval 
Research Laboratory. — Washington : [Dept. of Defense] , 
Dept. of the Navy, Naval Research Laboratory ; Springfield, 
Va. : for sale by the National Technical Information Service, 
1976. 
22161 
iii, 11 p.: ill. ; 26 cm.— (NRL report ; 7959) 
AD-A020723 
Prepared by Naval Research Laboratory for Advanced 
Research Project Agency. 


Government Publications — June 1978 


January 20, 1976. 

Bibliography: p. 11. 

pbk. 

1. *Lasers, Effect of radiation on. 2. *Thermal analysis. 
3. *Photoelectric cells. I. Bartole, F Ul. United States. 
Naval Research Laboratory, Washington, D.C. Ill. United 
States. Advanced Research Projects Agency. IV. Title. V. 
Series: United States. Naval Research Laboratory, Washing- 
ton, D.C. NRL report ; 7959. 


OCLC 3798319 


78-10833 
D 210.8:8002 
Kahn, Walter K 
Impedance-match and clement-pattern constraints for finite 
arrays / Walter K. Kahn ; Naval Research Laboratory. — 
Washington : [Dept. of Defense] , Dept. of the Navy, Naval 
Research Laboratory ; Springfield, Va. : for sale by the Na- 
tional Technical Information Service, 1976. 
22161 
iii, 32 p. : ill. ; 26 cm. — (NRL report ; 8002) 
AD-A027038 
Prepared by Naval Research Laboratory for Naval Air 
Systems Command. 
June 16, 1976. 
Includes bibliographical references. 
pbk. 
1. *Antennas (Electronics) 2. “*Antenna feeds. 3. 
I. United States. Naval Research Labora- 
tory, Washington, D.C. II. United States. Naval Air System 
Command. Ill. Title. IV. Series: United States. Naval 
Research Laboratory, Washington, D.C. NRL report ; 8002. 


*Antenna arrays. 


OCLC 3798548 


78-10834 
D 210.8:8006 
Loss, F J 

Structural integrity of water reactor pressure boundary 
components : progress report ending 29 February 1976 / F.J. 
Loss, editor ; Naval Research Laboratory. — Washington : 
[Dept. of Defense] , Dept. of the Navy, Naval Research 
Laboratory ; Springfield, Va. : for sale by the National 
Technical Information Service, 1976. 

22161 

vi, 49 p. ill. ; 26 cm. — (NRL report ; 8006) 

AD-A030114 

Prepared by Naval Research Laboratory for Division of 
Reactor Safety Research, Nuclear Regulatory Commission. 

August 26, 1976. 

Includes bibliographical references. 

pbk. 

1. *Nuclear pressure vessels — Testing. 2. *Materials — 
Dynamic testing. 3. *Metals— Fracture. I. United States. 
Naval Research Laboratory, Washington, D.C. II. United 
States. Nuclear Regulatory Commission. Division of Reactor 
Safety Research. Ill. Title. IV. Series: United States. Naval 
Research Laboratory, Washington, D.C. NRL report ; 8006. 


OCLC 3798265 





Naval Research Office — Defense Dept. 


78-10835 


D 210.8:8013 


Affens, W A 


Ignition of flammable gases in crude-oil tankers as a result 
of metal fracture / W.A. Affens and E.A. Lance ; Naval 
Research Laboratory. — Washington : [Dept. of Defense] , 
Dept. of the Navy, Naval Research Laboratory ; Springfield, 
Va. : for sale by the National Technical Information Service, 
1976. 

22161 

iii, 11 p. ; 26cm. — (NRL report ; 8013) 

AD-A027411 

Prepared by Naval Research Laboratory for Coast Guard. 

June 29, 1976. 

Includes bibliographical references. 

pbk. 

1. *Inflammable liquids — Fires and fire prevention. 2. 
*Tankers — Fires and fire prevention. 3. *Petroleum. I. 
Lange, E A ,, joint author. II. United States. Naval Research 
Laboratory, Washington, D.C. Ill. United States. Coast 
Guard. IV. Title. V. Series: United States. Naval Research 
Laboratory, Washington, D.C. NRL report ; 8013. 


OCLC 3798277 


78-10836 


D 210.8:8014 


Gordon, William B 


Optimal spectral estimates / William B. Gordon ; Naval 
Research Laboratory. — Washington : [Dept. of Defense] , 
Dept. of the Navy, Naval Research Laboratory ; Springfield, 
Va. : for sale by the National Technical Information Service, 
1976. 

22161 

iv, 1S p. ; 26cm. — (NRL report ; 8014) 

AD-A026982 

Prepared by Naval Research Laboratory for Office of 
Naval Research. 

June 21, 1976. 

Includes bibliographical references. 

pbk. 

1. *Noise. 2. *Spectrum analysis. I. United States. Naval 
Research Laboratory, Washington, D.C. Il. United States. 
Office of Naval Research. Ill. Title. IV. Series: United 
States. Naval Research Laboratory, Washington, D.C. NRL 
report ; 8014. 


OCLC 3798498 


78-10837 


D 210.8:8038 


Manola, Frank A 


The CODASYL data description language : status and ac- 
tivities, April 1976 / Frank A. Manola ; Naval Research 
Laboratory. — Washington : [Dept. of Defense] , Dept. of 
the Navy, Naval Research Laboratory ; Springfield, Va. : for 
sale by the National Technical Information Service, 1976. 

22161 

iv, 30 p. ; 26cm. — (NRL report ; 8038) 

AD-A033401 

Prepared by Naval Research Laboratory for Office of 
Naval Research. 

November 22, 1976. 

Includes bibliographical references. 

pbk. 


Page 88 


1. *Data base management. 2. ‘*Data_ structures 
(Computer science) I. United States. Naval Research 
Laboratory, Washington, D.C. Il. United States. Office of 
Naval Research. Ill. Title. IV. Series: United States. Naval 
Research Laboratory, Washington, D.C. NRL report ; 8038. 


OCLC 3798474 


78-10838 


D 210.8:8039 


Davis John R 


ELF nonlinear processing experimental measurements / 
John R. Davis and William D. Meyers ; Naval Research 
Laboratory. — Washington : [Dept. of Defense], Dept. of the 
Navy, Naval Research Laboratory ; Springfield, Va. : for sale 
by the National Technical Information Service 1976- 

22161 

v. : ill. ; 26 cm. — (NRL report ; 8039) 

AD A033402 

Prepared by Naval Research Laboratory. 

October 29, 1976. 

Includes bibliographical references. 

Contents: pt. 2 Synoptic sample diurnal and seasonal niose 
variation in Norway. 

pbk. 

1. *Radio frequency. 2. “Radio noise. 3. ‘*Signal 
processing. I. Meyers, William D , joint author. II. United 
States. Naval Research Laboratory, Washington, D.C. Ill. 
Title. IV. Series: United States. Naval Research Laboratory, 
Washington, D.C. NRL report ; 8039. 


OCLC 3779539 


78-10839 


D 210.8:8046 


Kaiser, Jack A C 


Nonsteady Laboratory simulation of atmospheric vortices : 
inertial oscillations and tornado skip / Jack A.C. Kaiser ; 
Naval Research Laboratory. — Washington : [Dept. of 
Defense] , Dept. of the Navy, Naval Research Laboratory ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1976. 

22161 

iii, 15 p. : ill. ; 26 cm. — (NRL report ; 8046) 

AD-A032680 

Prepared by Naval Research Laboratory . 

October 13, 1976. 

Includes bibliographical references. 

bpk. 

1. *Tornadoes. 2. *Vortex-motion. 3. *Oscillations. I. 
United States. Naval Research Laboratory, Washington, D.C. 
Il. Title. Ill. Series: United States. Naval Research Labora- 
tory, Washington, D.C. NRL report ; 8046. 


OCLC 3798299 


78-10840 


D 210.8:8062 


Sigel, George H 


Fiber optics for applications : an assessment of present and 
near-term capabilities / G. H. Sigel, Jr. ; Naval Research 
Laboratory. — Washington : [Dept. of Defense] , Dept. of 
the Naval Research Laboratory ; Springfield, Va. : for sale by 
the National Technical Information Service, 1976. 

22161 

iii, 54 p. ; 26 cm. — (NRL report ; 8062) 

AD-A032465 

Prepared by Naval Research Laboratory for Office of 
Naval Research. 





September 24, 1976. 

Bibliography: p. 33-42. 

pbk. 

1. *Fiber optics. 2. *Optical communications. I. United 
States. Naval Research Laboratory, Washington, D.C. II. 
United States. Office of Naval Research. Ill. Title. IV. Se- 
rics: United States. Naval Research Laboratory, Washington, 
D.C. NRL report ; 8062. 


OCLC 3798614 


78-10841 


D 210.8:8066 
Hanley, S T 

Heat conduction in three dimensions / $.T. Hanley ; Naval 
Research Laboratory. — Washington : [Dept. of Defense] , 
Dept. of the Navy, Naval Research Laboratory ; Springfield, 
Va. : for sale by the National Technical Information Service, 
1976. 

22161 

iii, 23 p. : ill. ; 27 cm. — (NRL report ; 8066) 

AD-A034950 

Prepared by Naval Research Laboratory for Naval Sea 
Systems Command. 

December 6, 1976. 


Includes bibliographical references. 

pbk. 

1. *Diffusion processes. 2. *Heat — Conduction. 3. 
*Nets (Mathematics) I. United States. Naval Research 
Laboratory, Washington, D.C. Il. United States. Naval Sea 


Systems Command. Ill. Title. IV. Series: United States. 
Naval Research Laboratory, Washington, D.C. NRL report ; 
8066. 


OCLC 3798344 


78-10842 


D 210.8:8068 
Bearce, Loren S 

Mean and variance of the correlation magnitude of random 
and pseudonoise sequences / Loren S. Bearce and Arthur J. 
Ziffer ; Naval Research Laboratory. — Washington : [Dept. 
of Defense] , Dept. of the Navy, Naval Research Laboratory 
; Springfield, Va. : for sale by the National Technical Infor- 
mation Service, 1976. 

22161 

iii, 25 p. : ill. ; 26 cm. — (NRL report ; 8068) 

Prepared by Naval Research Laboratory for Strategic 
Systems Project Office. 

November 24, 1976. 

Includes bibliographical references. 

pbk. 

1. ‘*Binary-coded decimal system. 2. ‘*Sequences 
(Mathematics) 3. ‘Correlation (Statistics) I. Zipper, 
Arthur J , joint author. II. United States. Naval Research 
Laboratory, Washington, D.C. Ill. United States. Navy 
Dept. Strategic Systems Project Office. IV. Title. V. Se- 
ries: United States. Naval Research Laboratory, Washington, 
D.C. NRL report ; 8068. 


OCLC 3798329 


Government Publications — June 1978 


78-10843 
D 210.8:8084 
Kretschmer, Frank F 

An improved algorithm for adaptive processing / Frank F. 
Kretschmer and Bernard L. Lewis ; Naval Research Labora- 
tory. — Washington : [ Dept. of Defense] , Dept. of the Navy, 
Naval Research Laboratory ; Springfield, Va. : for sale by the 
National Technical Information Service, 1976. 

22161 

iii, 10 p. : ill. ; 27 cm. — (NRL report ; 8084) 

AD-A035140 

Prepared by Naval Research Laboratory for Naval Sea 
Systems Command. 

December 17, 1976. 

Includes bibliographical references. 

pbk. 

1. *Adaptive control systems — Mathematical models. 2. 
*Radar. I. Lewis, Bernard L , joint author. Il. United 
States. Naval Research Laboratory, Washington, D.C. III. 
United States. Naval Sea Systems Command. IV. Title. V. 
Series: United States. Naval Research Laboratory, Washing- 
ton, D.C. NRL report ; 8084. 


OCLC 3798361 


78-10844 
D 210.8:8088 
Cantrell, Ben H 

A simple method of height determination using fan-beam 
search radars / Ben H. Cantrell ; Naval Research Laboratory. 
— Washington : [Dept. of Defense] , Dept. of the Navy, 
Naval Research Laboratory ; Springfield, Va. : for sale by the 
National Technical Information Service, 1976. 

22161 

iii, 5 p. : ill. ; 26 cm. — (NRL report ; 8088) 

Prepared by Naval Research Laboratory for Office of 
Naval Research. 

December 14, 1976. 

Includes bibliographical references. 

pbk. 

1. *Radar — Antennas. 2. *Altitudes — Measurement. I. 
United States. Naval Research Laboratory, Washington, D.C. 
II. United States. Office of Naval Research. III. Title. IV. 
Series: United States. Naval Research Laboratory, Washing- 
ton, D.C. NRL report ; 8088. 


OCLC 3798591 


78-10845 
D 210.8:8166 
Yoder,GR 
Fatigue crack propagation resistance of beta-annealed Ti- 
6A1-4V alloys of differing interstitial oxygen contents / G. R. 
Yoder, L.A. Cooley, and T.W. Crooker ; Naval Research and 
Laboratory. — Washington : [Dept. of Defense] , Dept. of 
the Navy, Naval Research Laboratory ; Springfield, Va. : for 
sale by the National Technical Information Service, 1977. 
22161 
iii, 14 p. : ill. ; 27 cm. — (NRL report ; 8166) 
Prepared by Naval Research Laboratory for Office of 
Naval Research. 
October 4, 1977. 
Includes bibliographical references. 
pbk. 





Naval Research Office — Defense Dept. 


1. *Titanium alloys — Fatigue. I. Cooley, L A , joint 
author. Il. Crocker, T , joint author. III. United States. 
Naval Research Laboratory, Washington, D.C. IV. United 
States. Office of Naval Research. V. Title. VI. Series: 
United States. Naval Research Laboratory, Washington, D.C. 
NRL report ; 8166. 


OCLC 3798602 


78-10846 
D 210.8/2:3581 
Ganguly, A K 

A method-of moments solution for dispersion charac- 
teristics of arbitrarily-configured transmission media / A. K. 
Ganguly and B. E. Spielman ; Naval Research Laboratory. — 
Washington : [Dept. of Defense], Dept. of the Navy, Naval 
Research Laboratory 1977. 

20375 

iii, 31 p. : ill. ; 27 cm.— (NRL memorandum report ; 
3581) 

Prepared by Naval Research Laboratory. 

NRL Problems RO8-63 & RO84-43G, projects RRO12-03- 
46 & F54 581-004. 

August 1977. 

Includes bibliographical references. 

pbk. 

1. *Microwave transmission lines. 2. *Electromagnetic 
waves — Scattering — Mathematical models. I. Spielman, B 
E , joint author. Il. United States. Naval Research Labora- 
tory, Washington, D.C. III. Title. IV. Series: United States. 
Naval Research Laboratory, Washington, D.C. NRL 
memorandum report ; 3581. 


OCLC 3779624 


78-10847 
D 210.8/2:3588 
Steele, L E 

Cooperative radiation effects simulation program : semian- 
nual progress report for the period | September 1976 to 28 
February 1977 / L. S. Steele and L. A. Beach ; Naval 
Research Laboratory. — Washington : [Dept. of Defense], 
Dept. of the Navy, Naval Research Laboratory, 1977. 

20375 

vii, 80 p. : ill. ; 27 cem.— (NRL memorandum report ; 
3588) 

Prepared by Naval Research Laboratory for Office of 
Naval Research. 

NRL Problems MO1-22 & 27, and HOI-83 & 70, and HO1I- 
67. 

September 1977. 

Bibliography p. 54-57. 

Includes lists of publications and presentations of par- 
ticipating Branches of Engineering Materials and Radiation 
Technology Division of NRL. 

pbk. 

1. *Metals, Effect of radiation on — Simulation methods. 
2. *Cyclotron resonance. I. Beach, L A , joint author. II. 
United States. Naval Research Laboratory, Washington, D.C. 
Ill. United States. Office of Naval Research. IV. Title. V. 
Series: United States. Naval Research Laboratory, Washing- 
ton, D.C. NRL memorandum report ; 3588. 


OCLC 3779582 


Page 90 


78-10848 


D 210.8/2:3610 


Michell, D J 


Irradiation effects on fatigue crack propagation in 
austenitic stainless stecls / D. J. Michel ; Naval Research 
Laboratory- — Washington : [Dept. of Defense], Dept. of the 
Navy, Naval Research Laboratory, 1977. 

20375 

iii, 22 p. : ill. ; 27 cm.— (NRL memorandum report ; 
3610) 

Prepared by Naval Research Laboratory for Office of 
Naval Research and Energy Research and Development Ad- 
ministration. 

NRL Problems MO1-14, Interagency agreement E(49-5)- 
2110, and MO1-27, RRO22-11-41-5426. 

September 1977. 

Includes bibliographical references. 

pbk. 

1. *Steel, Stainless — Fatigue. 2. *Steel, Heat resistant. 
3. *Steel, Effect of radiation on. I. United States. Naval 
Research Laboratory, Washington, D.C. II. United States. 
Office of Naval Research. III. United States. Energy 
Research and Development Administration. IV. Title. V. 
Series: United States. Naval Research Laboratory, Washing- 
ton, D.C. NRL memorandum report ; 3610. 


OCLC 3779611 


78-10849 


D 210.8/2:3627 


Michel, D J 


Effect of hold time and thermal aging on elevated tempera- 
ture fatigue crack propagation in austenitic stainless steels / 
D. J. Michel and H. H. Smith ; Naval Research Laboratory. 
— Washington : [Dept. of Defense], Dept. of the Navy, 
Naval Research Laboratory, 1977. 

20375 

iii, 42 p. : ill. ; 27 cm.— (NRL memorandum report ; 
3627) 

Prepared by Naval Research Laboratory for Office of 
Naval Research and Energy Research and Development Ad- 
ministration. 

NRL Problems MO1-14 & MO1I-27, project E(49-5)-2110, 
& RRO22-11-41-5426. 

October 1977. 

Bibliography p. 37-39. 

pbk. 

1. *Thermal stresses. 2. *Steel, Stainless — Fatigue. 3. 
*Steel, Heat resistant. I. Smith, H H , joint author. II. 
United States. Naval Research Laboratory, Washington, D.C. 
Ill. United States. Office of Naval Research. IV. United 
States. Energy Research and Development Administration. 
V. Title. VI. Series: United States. Naval Research Labora- 
tory, Washington, D.C. NRL memorandum report ; 3627. 


OCLC 3779598 


78-10850 


D 210.8/2:3646 


Johnson, Rodney W 


Aixomatic characterization of a family of information mea- 
sures that contains the directed divergences / Rodney W. 
Johnson ; Naval Research Laboratory. — Washington 
[Dept. of Defense], Dept. of the Navy, Naval Research 
Laboratory, 1977. 

20375 

iii, 25 p. : ill. ; 27 cm.— (NRL memorandum report ; 
3646) 





Prepared by Naval Research Laboratory for Office of 
Naval Research. 

NRL Problem B02-35, PRO14-09, RRO14-09-41. 

November 1977. 

Includes bibliographical references. 

pbk. 

1. *Information measurement. 2. *Axioms. I. United 
States. Naval Research Laboratory, Washington, D.C. Il. 
Title. Ill. Series: United States. Naval Research Laboratory, 
Washington, D.C. NRL memorandum report ; 3646. 


OCLC 3779568 


78-10851 
D 210.8/2:3662 
Lavedan, Louis J 

A method for automatic test and evaluation of microwave 
transceivers at L-band frequencies / Louis J. Lavedan, 
Michael Laing, Boris Sheleg ; Naval Research Laboratory. — 
Washington : [Dept. of Defense], Dept. of the Navy, Naval 
Research Laboratory, 1977. 

20375 

iii, 65 p. : ill. ; 27 cm.— (NRL memorandum report ; 
3662) 

Prepared by Naval Research Laboratory. 

NRL Problem R12-05, PE 62712N, task ZF120100-001. 

November 1977. 

pbk. 

1. *Microwave communication systems — United States. 
2. *Electric network analyzers. I. Laing, Michael, joint 
author. II. Sheleg, Boris, joint author. III. United States. 
Naval Research Laboratory, Washington, D.C. IV. Title. 
V. Series: United States. Naval Research Laboratory, 
Washington, D.C. NRL memorandum report ; 3662. 


OCLC 3779554 


MARINE CORPS (NAVY) 
Defense Dept. 
Washington, DC 20380 


78-10852 
D 214.13:Av 5/2 
Johnson, Edward C 

Marine Corps aviation : the early years, 1912-1940 / by 
Edward C. Johnson ; edited by Graham A. Cosmas. — 
Washington : Dept. of Defense, Navy Dept., Marine Corps, 
History and Museums” Division, Headquarters, U.S. Marine 
Corps : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1977 [published 1978] 

20402 

vii, 106 p. : ill. ; 27 cm. 

PCN 190 00306700. 

Includes index. 

Includes bibliographica! references. 

@ltem 383-B 

S/N 008-055-00102-1 

pbk. : $1.70 

1. United States. Marine Corps. 2. United States. Navy — 
Aviation. 3. *United States. Marine Corps. I. Cosmos, 
Graham A _ Il. United States. Marine Corps. History and 
Museums Division. III. Title. 


OCLC 3690604 


Government Publications — June 1978 


AIR FORCE DEPARTMENT 
Defense Dept. 
Washington, DC 20330 


78-10853 


D 301.2:In 8/2/945-64 


Gropman, Alan L. , 1938- 


The Air Force integrates, 1945-1964 / by Alan L. Grop- 
man. — Washington : Dept. of Defense, Dept. of the Air 
Force, Office of Air Force History, 1978. 

20330 

[2], x, 384 p.: ill. ; 24 cm. 

Bibliography: p. 353-365. 

@ltem 424 

pbk. 

1. United States. Air Force — Afro-Americans — History. 

. United States. Office of Air Force History. II. Title. 
E185.63.G76 

358.4/00973 

OCLC 3345456 


78-10854 


D 301.45/27:76-21 


Scott, Dennis L 


TS-148 radar test set training : final-training program for 
24 June 1974 -23 September 1975 / Dennis L. Scott, Reid P. 
Joyce ; Applied Science Associates, Inc. — Brooks Air Force 
Base, Tex. : Dept. of Defense, Dept. of the Air Force, Air 
Force Systems Command, Air Force Human Resources 
Laboratory, 1976. 

78235 

[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 76-21) 

Technical report analysis, 
TRACE. 

Prepared by Applied Science Associates, Inc., with Ad- 
vanced Systems Division, Wright-Patterson Air Force Base, 
Ohio, for Air Force Human Resources Laboratory, Brooks 
Air Force Base, Tex. 

September 1975. 

pbk. 

1. *Radar — Testing — Programmed instruction. 2. 
*Electronic technicians — Ability testing. I. Joyce, Reid P , 
joint author. II. Air Force Human Resources Laboratory. 
Advanced Systems Division. III. Applied Science As- 
sociates. IV. Title. V. Series: Air Force Human Resources 
Laboratory. AFHRL-TR ; 76-21. 


condensation, evaluation, 


OCLC 3768603 


78-10855 
D 301.45/27:77-41 
Knight, Jon M 
Technical description and user’s guide for the enhanced 
total objective plan for officer procurement (TOPOPS) : final 
report for period February 1975 - April 1977 / by Jon M. 
Knight, Paul R. Stefancyk and Larry T. Looper. — Brooks 
Air Force Base, Tex. : Dept. of the Air Force, Air Force 
Systems Command, Air Force Human Resources Laboratory, 
1977. 
78235 
[2], 85 p. : ill. ; 27 cm.— (Air Force Human Resources 
Laboratory technical report ; 77-41) 
Prepared by Occupation and Manpower Research Division, 
Air Force Human Resources Laboratory , Brooks Air force 
Base for Air Force Human Resources Laboratory, Brooks Air 
force Base. 
September 1977. 


Page 91 





Air Force Department — Defense Dept. 


Bibliography: p. 41. 

pbk. 

1. United States. Air Force — Recruiting, Enlistment, etc. 
2. United States. Air Force — Officers. 1. Stefancyk, Paul R, 
joint author. Il. Looper, Larry T, joint author. Ill. Air 
Force Human Resources Laboratory. IV. Air Force Human 
Resources Laboratory. Occupation and Manpower Research 
Division. V. Title. VI. Series: Air Force Human Resources 
Laboratory. AFHRL-TR ; 77-41. 


OCLC 3781461 


78-10856 


D 301.45/27:77-49 
Leisey, Sandra A 

Development of a screcning methodology for entry into 
medical technical training courses : final report for period 
October 1975 - April 1977 / by Sandra A. Leisey, Nancy 
Quinn. — Brooks Air Foce Base, Tex. : Dept. of Defense, 
Dept. of the Air Force, Air Force Systems Command, Air 
Force Human Resources Laboratory, 1977. 

78235 

[2], 27 p. ; 27 cm.— (Air Force Human Resources 
Laboratory technical report ; 77-49) 

Prepared by personnel Research Division , Air Force 
Human Resources Laboratory, Brooks Air Force Base for Air 
Force Human Resources Laboratory, Brooks Air Force Base. 

August 1977. 

Bibliography: p. 15. 

pbk. 

1. *Ability — Testing. 2. United States. Air Force — 
Recruiting, enlistment, etc. I. Guinn, Nancy , joint author. 
Il. Air Force Human Resources Laboratory. Ul. Air Force 
Human Resources Laboratory. Personnel Research Division. 
IV. Title. V. Series: Air Force Human Resources Laborato- 
ry. AFHRL-TR ; 77-49. 


OCLC 3781475 


78-10857 


. D 301.45/27:77-54 


Wissman, Dale J 


Audio-visual proficiency testing : annotated bibliography ; 
interim report for period October 1976 - June 1977 / by 
Dale J. Wissman. — Brooks Air Force Base, Tex. : Dept of 
Defense, Dept. of the Air Force, Air Force Systems Com- 
mand, Air Force Human Resources Laboratory, 1977. 

78235 

{2}, 14 p. ; 27 cm.— (Air Force Human Resources 
Laboratory technical report ; 77-54) 

Prepared by Personnel Research Division, Air Force 
Human Resources Laboratory, Brooks Air Force Base for Air 
Force Human Resources Laboratory, Brooks Air Force Base. 

October 1977. 

pbk. 

|. *Ability — Testing — Bibliography. 2. ‘*Audio-visual 
materials. I. Air Force Human Resources Laboratory. II. 
Air Force Human Resources Laboratory. Personnel Research 
Division. Iil. Title. IV. Series: Air Force Human Resources 
Laboratory. AFHRL-TR ; 77-54. 


OCLC 3786907 


Page 92 


78-10858 


D 301.45/27-3:76-19 


Scott, Dennis L 


TECTRONIX 5458 oscilloscope training : final-training 
program for 24 June 1974 - 23 September 1975 / Dennis L. 
Scott, Reid P. Joyce ; Applied Science Associates, Inc. — 
Brooks Air Force Base, Tex. : Dept. of Defense, Dept. of the 
Air Force, Air Force Systems Command, Air Force Human 
Resources Laboratory, 1976. 

78235 

[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 76-19) 

Technical report analysis, condensation, evaluation, 
TRACE. 

Prepared by Applied Science Associates, Inc., with Ad- 
vanced Systems Division, Wright-Patterson Air Force Base, 
Ohio, for Air Force Human Resources Laboratory, Brooks 
Air Force Base, Tex. 

September 1975. 

pbk 

1. *Cathode ray oscilloscope — Testing — Programmed in- 
struction. 2. *Electronic technicians — Ability testing. I. 
Joyce, Reid P , joint author. Il. Air Force Human 
Resources Laboratory. Advanced Systems Division. III. Ap- 
plied Science Associates. IV. Title. V. Series: Air Force 
Human Resources Laboratory. AFHRL-TR ; 76-19. 


OCLC 3775487 


78-10859 


D 301.45/27-3:76-20 


Scott, Dennis L 


TS-1100/U transistor tester training : final-training program 
for 24 June 1974 - 23 September 1975 / Dennis L. Scott, 
Reid P. Joyce ; Applied Science Associates, Inc. — Brooks 
Air Force Base, Tex. : Dept. of Defense, Dept. of the Air 
Force, Air Force Systems Command, Air Force Human 
Resources Laboratory, 1976. 

78235 

[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 76-20) 

Technical report analysis, condensation, evaluation, 
TRACE. 

Prepared by Applied Science Associates, Inc., with Ad- 
vanced Systems Division, Wright-Patterson Air Force Base, 
Ohio, for Air Force Human Resources Laboratory, Brooks 
Air Force Base, Tex. 

September 1975. 

pbk. 

1. *Transistors — Testing — Programmed instruction. 2. 
*Electronic technicians — Ability testing. I. Joyce, Reid P , 
joint author. Il. Air Force Human Resources Laboratory. 
Advanced Systems Division. III. Applied Science As- 
sociates. IV. Title. V. Series: Air Force Human Resources 
Laboratory. AFHRL-TR ; 76-20. 


OCLC 3775471 





78-10860 
D 301.45/27-3:76-22 
Scott, Dennis L 

TV-2A/U tube tester training : final-training program for 
24 June 1974 -23 September 1975 / Dennis L. Scott, Reid P. 
Joyce ; Applied Science Associates, Inc. — Brooks Air Force 
Base, Tex. : Dept. of Defense, Dept. of the Air Force, Air 
Force Systems Command, Air Force Human Resources 
Laboratory, 1976. 

78235 

[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 76-22) 

Technical report analysis, 
TRACE. 

Prepared by Applied Science Associates, Inc., with Ad- 
vanced Systems Division, Wright-Patterson Air Force Base, 
Ohio, for Air Force Human Resources Laboratory, Brooks 
Air Force Base, Tex. 

September 1975. 

1. *Electron tubes — Testing — Programmed instruction. 
2. *Electronic technicians — Ability testing. I. Joyce, Reid P 
, joint author. Il. Air Force Human Resources Laboratory. 
Advanced Systems Division. Il. Applied Science As- 
sociates. IV. Title. V. Series: Air Force Human Resources 
Laboratory. AFHRL-TR ; 76-22. 


condensation, evaluation, 


OCLC 3768602 


78-10861 
D 301.45/27-3:76-23 


Scott, Dennis L 
URM-2SD signal generator training : final-training program 
for 24 June 1974 -23 September 1975 / Dennis L. Scott, 
Reid P. Joyce ; Applied Science Associates, Inc. — Brooks 


Air Force Base, Tex. : Dept. of Defense, Dept. of the Air 
Force, Air Force Systems Command, Air Force Human 
Resources Laboratory, 1976. 

78235 

[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 76-23) 

Technical report analysis, 
TRACE. 

Prepared by Applied Science Associates, Inc., with Ad- 
vanced Systems Division, Wright-Patterson Air Force Base, 
Ohio, for Air Force Human Resources Laboratory, Brooks 
Air Force Base, Tex. 

September 1975. 

1. *Signal generators — Testing — Programmed instruction. 
2. *Electronic technicians — Ability testing. 1. Joyce, Reid P 
, joint author. Il. Air Force Human Resources Laboratory. 
Advanced Systems Division. II]. Applied Science As- 
sociates. IV. Title. V. Series: Air Force Human Resources 
Laboratory. AFHRL-TR ; 76-23. 


condensation, evaluation, 


OCLC 3768601 


78-10862 
D 301.45/27-3:76-24 
Scott, Dennis L 
200 CD wide range oscillator training : final-training pro- 
gram for 24 June 1974 -23 September 1975 / Dennis L. 
Scott, Reid P. Joyce ; Applied Science Associates, Inc. — 
Brooks Air Force Base, Tex. : Dept. of Defense, Dept. of the 
Air Force, Air Force Systems Command, Air Force Human 
Resources Laboratory, 1976. 
78235 
[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 76-24) 


Government Publications — June 1978 


Technical condensation, evaluation, 
TRACE. 

Prepared by Applied Science Associates, Inc., with Ad- 
vanced Systems Division, Wright-Patterson Air Force Base, 
Ohio, for Air Force Human Resources Laboratory, Brooks 
Air Force Base, Tex. 

September 1975. 

pbk. 

1. *Oscillators, Electric — Testing — Programmed instruc- 
tion. 2. *Electronic technicians — Ability testing. I. Joyce, 
Reid P , joint author. Il. Air Force Human Resources 
Laboratory. Advanced Systems Division. III. Applied 
Science Associates. IV. Title. V. Series: Air Force Human 
Resources Laboratory. AFHRL-TR ; 76-24. 


report analysis, 


OCLC 3768598 


78-10863 
D 301.45/27-3:76-26 
Scott, Dennis L 

Fluke 803 differential voltmeter training : final-training 
program for 24 June 1974 -23 September 1975 / Dennis L. 
Scott, Reid P. Joyce ; Applied Science Associates, Inc. — 
Brooks Air Force Base, Tex. : Dept. of Defense, Dept. of the 
Air Force, Air Force Systems Command, Air Force Human 
Resources Laboratory, 1976. 

78235 

[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 76-26) 

Technical report analysis, 
TRACE. 

Prepared by Applied Science Associates, Inc., with Ad- 
vanced Systems Division, Wright-Patterson Air Force Base, 
Ohio, for Air Force Human Resources Laboratory, Brooks 
Air Force Base, Tex. 

September 1975. 

pbk. 

1. *Voltmeter — Testing — Programmed instruction. 2. 
*Electronic technicians — Ability testing. I. Joyce, Reid P , 
joint author. II. Air Force Human Resources Laboratory. 
Advanced Systems Division. III. Applied Science As- 
sociates. IV. Title. V. Series: Air Force Human Resources 
Laboratory. AFHRL-TR ; 76-26. 


condensation, evaluation, 


OCLC 3768595 


78-10864 
D 301.45/27-3:76-27 
Scott, Dennis L 

HP-4108 VTVM training : final-training program for 24 
June 1974 -23 September 1975 / Dennis L. Scott, Reid P. 
Joyce ; Applied Science Associates, Inc. — Brooks Air Force 
Base, Tex. : Dept. of Defense, Dept. of the Air Force, Air 
Force Systems Command, Air Force Human Resources 
Laboratory, 1976. 

78235 

[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 76-27) 

Technical report analysis, 
TRACE. 

Prepared by Applied Science Associates, Inc., with Ad- 
vanced Systems Division, Wright-Patterson Air Force Base, 
Ohio, for Air Force Human Resources Laboratory, Brooks 
Air Force Base, Tex. 

September 1975. 

pbk. 


condensation, evaluation, 





Air Force Department — Defense Dept. 


1. *Vacuum-tube voltmeter — Testing — Programmed in- 
struction. 2. *Electronic technicians — Ability testing. I. 
Joyce, Reid P , joint author. HU. Air Force Human 
Resources Laboratory. Advanced Systems Division. III. Ap- 
plied Science Associates. IV. Title. V. Series: Air Force 
Human Resources Laboratory. AFHRL-TR ; 76-27. 


OCLC 3777892 


78-10865 


D 301.45/27-3:76-29 


Scott, Dennis L 


SG-299 B/U signal generator training : final-training pro- 
gram for 24 June 1974 - 23 September 1975 / Dennis L. 
Scott, Reid P. Joyce ; Applied Science Associates, Inc. — 
Brooks Air Force Base, Tex. : Dept. of Defense, Dept. of the 
Air Force, Air Force Systems Command, Air Force Human 
Resources Laboratory, 1976. 

78235 

[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 76-29) 

Technical report analysis, condensation, evaluation, 
TRACE. 

Prepared by Applied Science Associates, Inc., with Ad- 
vanced Systems Division, Wright-Patterson Air Force Base, 
Ohio, for Air Force Human Resources Laboratory, Tex. 

September 1975. 

pbk. 

1. *Signal generators — Testing — Programmed instruction. 
2. *Electronic technicians — Ability testing. I. Joyce, Reid P 
, joint author. Il. Air Force Human Resources Laboratory. 
Advanced Systems Division. Ill. Applied Science As- 
sociates. IV. Title. V. Series: Air Force Human Resources 
Laboratory. AFHRL-TR ; 76-29. 


OCLC 3777877 


78-10866 


D 301.45/27-3:76-30 


Scott, Dennis L 


Simpson 260 VOM training : final-training program for 24 
June 1974 -23 September 1975 / Dennis L. Scott, Reid P. 
Joyce ; Applied Science Associates, Inc. — Brooks Air Force 
Base, Tex. : Dept. of Defense, Dept. of the Air Force, Air 
Force Systems Command, Air Force Human Resources 
Laboratory, 1976. 

78235 

[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 76-30) 

Technical report analysis, condensation, evaluation, 
TRACE. 

Prepared by Applied Science Associates, Inc., with Ad- 
vanced Systems Division, Wright-Patterson Air Force Base, 
Ohio, for Air Force Human Resources Laboratory, Brooks 
Air Force Base, Tex. 

September 1975. 

pbk. 

1. *Voltohmmeter — Testing — Programmed instruction. 

. *Electronic technicians — Ability testing. I. Joyce, Reid P 
, joint author. Il. Air Force Human Resources Laboratory. 
Advanced Systems Division. III. Applied Science As- 
sociates. IV. Title. V. Series: Air Force Human Resources 
Laboratory. AFHRL-TR ; 76-30. 


OCLC 3777849 


Page 94 


78-10867 


D 301.45/27-3:76-31 


Scott, Dennis L 


Doppler generator CMA-546 training : final-training pro- 
gram for 24 June 1974 - 23 September 1975 / Dennis L. 
Scott, Reid P. Joyce ; Applied Science Associates, Inc. — 
Brooks Air Force Base, Tex. : Dept. of Defense, Dept. of the 
Air Force, Air Force Systems Command, Air Force Human 
Resources Laboratory, 1976. 

78235 

[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 76-31) 

Technical report analysis, condensation, evaluation, 
TRACE. 

Prepared by Applied Science Associates, Inc., with Ad- 
vanced Systems Division, Wright-Patterson Air Force Base, 
Ohio, for Air Force Human Resources Laboratory, Brooks 
Air Force Base, Tex. 

September 1975. 

1. *Doppler radar — Testing — Programmed instruction. 
2. *Electronic technicians — Ability testing. I. Joyce, Reid P 
, joint author. Il. Air Force Human Resources Laboratory. 
Advanced Systems Division. Ill. Applied Science As- 
sociates. IV. Title. V. Series: Air Force Human Resources 
Laboratory. AFHRL-TR ; 76-31. 


OCLC 3777933 


78-10868 


D 301.45/27-3:76-32 


Scott, Dennis L 


Doppler simulator CMA-544/T(H) training : final-training 
program for 24 June 1974 - 23 September 1975 / Dennis L. 
Scott, Reid P. Joyce; Applied Science Associates, Inc. — 
Brooks Air Force Base, Tex. : Dept. of Defense, Dept. of the 
Air Force, Air Force Systems Command, Air Force Human 
Resources Laboratory, 1976. 

78235 

[2] p. ; 27 cm. — (Air Force Human Resources Laborato- 
ry technical report ; 76-32) 

Technical report § analysis, condensation, evaluation, 
TRACE. 

Prepared by Applied Science Associates, Inc., with Ad- 
vanced Systems Division, Wright-Patterson Air Force Base, 
Ohio, for Air Force Human Resources Laboratory, Brooks 
Air Force Base, Tex. 

September 1975. 

pbk. 

1. *Doppler radar — Testing — Programmed instruction. 
2. *Electronic technicians — Ability testing. I. Joyce, Reid P 
, joint author. II. Air Force Human Resources Laboratory. 
Advanced Systems Division. III. Applied Science As- 
sociates. IV. Title. V. Series: Air Force Human Resources 
Laboratory. AFHRL-TR ; 76-32. 


OCLC 3777909 





AIR FORCE ACADEMY 
Defense Dept. 
U.S. Air Force Academy, CO 80840 


78-10869 
D 305.12:54 
United States. Air Force Academy. Library. 
Falconry. — [Colorado Springs, Colo.] : Dept. of Defense, 
Dept. of the Air Force, Air Force Academy, Library, 1976. 
80840 
[7], 42 p. ; 20 cm. — (Special bibliography series ; no. 
54) 
Compiled and edited by M. Douglas Johnson. 
Supersedes USAF Academy Library special bibliography 
series nos. 3, 27, and 38. 
April 1976. 
pbk. 
1. *Falconry — Bibliography. I. Johnson, M Douglas _ II. 
Title. Ill. Series: United States. Air Force Academy. Libra- 
ry. Special bibliography series ; no. 54. 


OCLC 3779525 


ENERGY DEPARTMENT 
Washington, DC 20585 


78-10870 
E 1.8:B 85 
National Association of Counties. 

A guide to reducing energy use budget costs / prepared by 
the Energy Projects of the National Association of Counties, 
the National League of Cities, and the U.S. Conference of 
Mayors. — [Washington] : Dept. of Energy, [1977] 

20545 

[5], 93 p. : ill. ; 30 cm. 

Prepared under sponsorship of the Federal Energy Ad- 
ministration under contract numbers CO-12-60505-00 and 
CO-12-60509-00. 

Bibliography: p. 91-93. 

pbk. 

1. *Energy conservation. 2. *Energy consumption. [. 
United States Dept. of Energy. II. United States. Federal 
Energy Administration. III. National League of Cities. IV. 
United States Conference of Mayors. V. Title. 


OCLC 3798503 


78-10871 
E 1.8:V 34/2 
Grey Advertising, inc. 

Vanpool implementation manual ... / prepared for U.S. De- 
partment of Energy, Office of Conservation and Solar Appli- 
cations ... by Grey Advertising, Inc. — Washington : Dept. of 
Energy, Office of Conservation and Solar Applications, 1977. 

20461 

108 p. in various pagings ; 27 cm. 

““HCP/M60437-02.” 

Prepared under contract no. CR-04-60437-00. 

Issued Dec. 1977. 

@ltem 429-B 

pbk. 

1. *Car pools — United States — Handbooks, manuals, etc. 
2. *Campers and coaches, Truck. I. United States. Dept. of 
Energy. Office of Conservation and Solar Applications. II. 
Title. 


OCLC 3798556 


Government Publications — June 1978 


78-10872 


E 1.9:Ag 8 


National Science Teachers Association. 


Agriculture, energy, and society : grades 10,11,12.— 
| Washington] : National Science Teachers Association ; Oak 
Ridge, Tenn. : Dept. of Energy, Technical Information Of- 
fice, 1978. 

37830 

109 p. ; 28 cm.— (Interdisciplinary student/teacher 
materials in energy, the environment, and the economy) 
(EDM ; 1034) 

Prepared for U.S. Dept. of Energy, Office of Education, 
Business, and Labor Affairs, under contract no. EX-76C-10- 
3841. 

Issued Feb. 1978. 

Bibliography: p. 58. 

@ltem 429-C 

pbk. 

1. *Agriculture — United States. 2. *Power resources — 
United States. I. United States. Dept. of Energy. Office of 
Education, Business, and Labor Affairs. II. Title. 


OCLC 3728228 


78-10873 


E 1.9:G 51/draft 


National Science Teachers Association. 


Energy in the global marketplace : grades 9, 10, Il. — 
Draft. — Oak Ridge, Tenn. : Dept. of Energy, Technical In- 
formation Center ; Springfield, Va. : for sale by the National 
Technical Information Service, 1978. 

22161 

58 p. : ill. ; 28 cm.— (Interdisciplinary student/teacher 
materials in energy, the environment, and the economy) 
(HCP/U ; 3841-0007) 

Prepared for U.S. Dept. of Energy, Office of Education, 
Business and Labor Affairs under Contract no. EX-76C-10- 
3841. 

Issued Mar. 1978. 

@ltem 429-C 

pbk. 

1. *Energy consumption. I. United States. Dept. of Ener- 
gy. Technical Information Center. II. Title. III. Series. 


OCLC 3793067 


78-10874 


E 1.10:770593 


Booth, Lawrence A 


Fusion energy applied to synthetic fuel production : a re- 
port to the DOE Division of Magnetic Fusion Energy based 
on a preliminary study by an AD-Hoc Advisory Group / by 
Lawrence A. Booth... [et al.] ; Los Alamos Scientific Labora- 
tory. — [Washington] : Dept. of Energy, 1977. 

20545 

125 p. in various pagings : ill. ; 28 cm. 

“CONF-770593.” 

Report date: October 1977. 

Includes bibliographical references. 

“UC-20” 

@ltem 429-E 

pbk. 





Energy Department 


1. *Fusion reactors. 2. *Synthetic fuels. 3. *Hydrogen as 
fucl. I. United States. Dept. of Energy. Division of Magnetic 
Fusion Energy. Il. United States. Scientific Laboratory, Los 
Alamos, N.M. Ill. Title. IV. Title: Report to the DOE 
Division Magnetic Fusion Energy based on a preliminary 
study by an Ad-Hoc Advisory Group : fusion energy applied 
to synthetic fuel production. 


OCLC 3798332 


78-10875 
E 1.16:0005/2 
Oak Ridge National Laboratory. 

Formerly utilized MED/AEC sites remedial action pro- 
grams : radiological survey of the Hooker Chemical Com- 
pany, Niagara Falls, N.Y. — Washington : Dept. of Energy ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1977. 

22161 

iv, 57 p. : ill. ; 28 cm. (DOE/EV-0005/2) 

Prepared for U.S. Department of Energy, Division of En- 
vironmental Control Technology under contract no. W-7405- 
ENE-26 

Final report 

Issued Jan. 1977. 

Includes bibliographical references. 

@ltcm 429-H 

pbk. 

1. *Radioactive decontamination. I. United States. Dept. 
of Energy. Division of Environmental Control Technology. 

il. Hooker Chemicals and Plastics Corp. Hl. Title. IV. 
litle: Radiological survey of the Hooker Chemical Company, 
Niagara Falls, New York 


OCLC 3799023 


78-10876 
E 1.19:0005 (78) 
United States. Dept. of Energy. Offic 
Nuclear Physics 


High Energy and 


Research projects in the physical sciences / U.S. Dept. of 


Energy, Office of Energy Research, Office of High Energy 
and Nuclear Physics and Office of Basic Energy Sciences. — 
| Washington] : Dept. of Energy, Office of Energy Research, 


Office of High Energy and Nuclear Physics and Office of 


Basic Energy Sciences, 1978. 

20545 

32 p. ; 27 cm. — (DOE/ER-0003(78)) 

Issued April 1978. 

@licm 429-N 

pbk. 

1 *Particles (Nuclear physics) — Research — United 
States. 2. *Nuclear research — United States. 3. *Power 
resources — Research — United States. I. United States. 
Dept. of Energy. Office of Basic Energy Sciences. II. Title. 


OCLC 3798911 


78-10877 
E 1.19:0014 
United States. Dept. of Energy. Division of High Energy and 
Nuclear Physics. 

Summaries of FY 1977 research in high energy physics. — 
| Washington] : Dept. of Energy, Division of High Energy and 
Nuclear Physics ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977. 

5285 Port Royal Rd., 22151 

vi, 253 p. ; 27 cm. — (DOE/ER-0014) 

Report date: October 1977. 


Page 96 


“UC-34d" 

@item 429-N 

pbk. 

1. *Nuclear research. 2. *Atomic energy research — 
Laboratories. 3. *Particles (Nuclear physics) I. Title. 


OCLC 3798437 


78-10878 
E 1.25:008 

United States. Dept. of Energy. 

Solar energy for heating and cooling. — Washington 
Dept. of Energy, Office of Public Affairs, 1977. 

20585 
folder (12 p.) : ill. ; 22 x 10 cm. — (DOE/OPA-008) 
Issued Nov. 1977. 
@ltem 429-T-1 
pbk. 
1. *Solar energy. 


2. *Solar heating. L. Title. 


OCLC 3781708 


78-10879 
E 1.25:0018 
United States. Dept. of Energy. 
How to improve the efficiency of your oil-fired furnace. — 
Washington : Dept. of Energy, Office of Public Affairs, 1978. 
20585 
[12] p.: ill. ;9x 21 cm.— (DOE/OPA-0018) 
Issued Jan. 1978. 
@ltem 429-T-1 
pbk. 
1. *Furnaces — Maintenance and repair. I. Title. 


OCLC 3781775 


78-10880 
E 1.25:0019 
United States. Dept. of Energy. Office of Consumer Affairs. 
Winter consumer's guide to winter 
preparedness. — Washington Dept. of Energy, Office of 
Public Affairs ; Oak Ridge, Tenn : available from Technical 
Information Center, 1978. ‘ 
P.O. Box 62, 37830 
18 p.: ill. ; 24cm.— (DOE/OPA-0019) 
Issued Jan. 1978. 
@ltem 429-T-1 
pbk. 
1. *Cold adaptation. 


survival : a 


1. Title. 


OCLC 3781696 


78-10881 
E 1.25:0024 
United States. Dept. of Energy. 
Fuel cells : a new kind of power plant. — Washington : 
Dept. of Energy, Office of Public Affairs, 1978. 
20585 
folder (6 p.) : ill. ; 22 x 10 cm. — (DOE/OPA-0024) 
Issued Feb. 1978. 
@item 429-T-1 
pbk. 
1. *Fuel cells. I. Title. 


OCLC 3799012 





78-10882 
E 1.26:0001 

United States. Dept. of Energy. 

Ever heard of retrofit? : a guide for the home remodeler. 

— Washington : Dept. of Energy, 1977. 

20545 

[2], 22 p.: ill. ; 28 cm. — (DOE/CE-0001) 

Report date: October 1977. 

@ltem 429-B 

pbk. 

1. *Energy conservation. 2. 
I. Title. 


*Dwellings — Energy con- 
sumption. 


OCLC 3798368 


78-10883 
E 1.28:FE-2428-10 
McCabe, John T 

Centrifuges for coal conversion and related processes : 
phase 1, feasibility study / John T. McCabe. — | Washington] 
: Dept. of Energy ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977. 

22161 

118 p. in various pagings : : ill. ; 28 cm. 

At head of title on cover: Fossil energy. 

“FE-2428-10.” 

Prepared by Mechanical Technology Incorporated for the 
United States Energy Research and Development Administra- 
tion under contract no. E(49-18)-2428. 

Issued Mar. 1977. 

Includes bibliographical references. 

pbk. 

1. *Centrifuges. I. United States. Dept. of Energy. Il. 
Mechanical Technology Incorporated. III. Title. 


OCLC 3759266 


78-10884 
E 1.28:SAN/1110-77-2 (vol.1-6) 
Martin Marietta Corporation. 
Central receiver solar thermal power system : 
Preliminary design report. — [Washington] : Dept. of Energy 
; Springfield, Va. : for sale by the National Technical Infor- 
mation Service, 1977- 
v.: ill. ; 28 cm. 
““SAN/1110-77-2 (vol. 1-6).” 
Work performed under Contract EY-77-C-03-1110. 
Issued April 1977. 


“Solar energy.” 


phase 1, 


Contents: v.1. Executive overview.—2. Systen description 


and system analysis.—v.3. Collector sybsystem.—4. Reciever 
subsystem.—v.5 Thermal storage subsystem.—v.6 Electrical 
power generation/master control subsystems and balance of 


plant. 

pbk. 

1. *Solar energy. 2. *Solar heating. I. United States. 
Dept. of Energy. II. Title. 


OCLC 3759231 


Government Publications — June 1978 


78-10885 


E 1.28:SAN-1112-1 


Science Applications, inc. 


The APRICOT program : comparison and benchmarking 
of computational methods for analysis of LMFBR structural 
response to postulated core disruptive accidents ... : phase | 
report / by Science Applications, Incorporated ... — 
Washington : Dept. of Energy, Division of Reactor Research 
and Demonstration ; Springfield, Va. : for sale by the Na- 
tional Technical Information Service, 1977. 

22161 

vii, 93 p.: ill. ; 27 cm. — (SAN-1112-1) 

Prepared under Contract No. EY-76-C-03-1112. 

Issued Oct. 1977. 

@ltem 429-1 

pbk. 

1. *Liquid metal cooled reactors — Safety measures — 
Mathematical models. 2. *Breeder reactors. I. United 
States. Dept. of Energy. Division of Reactor Research and 
Demonstration. II. Title. 


OCLC 3798418 


78-10886 
E 1.28:SAN/1132-2/1-5 
McDonnell Douglas Astronautics Company. 

Industrial applications of solar total energy ; final report. — 
Oak Ridge, Tenn. : Dept. of Energy, Technical Information 
Center; Springfield, Va. : for sale by the National Technical 
Information Service, 1977. 

22161 

5S v.: ill. ; 28 cm. 

“SAN/1132-2/1.” 

“SAN/1132-2/2.” 

“SAN/1132-2/3” 

“SAN/1132-2/4 

“SAN/1132-2/5 

“Prepared for Energy Research and Development Adminis- 
tration.” 

Contract EY-76-C-03-1132. 

Bibliography: v. 2, p. 207-209. 

Contents: v. 1. Summary.—v. 2. Technical.—v. 3. Market 
penetration.—v. 4. Catalog of first-level designs.—v. 5. 
Catalog of conceptual designs. 

1. Solar energy. 2. Heat storage devices. I. United 
States. Energy Research and Development Administration. 
II. United States. Dept. of Energy. Technical Information 
Center. III. Title. 


OCLC 3736253 


78-10887 
E 1.28:TID-27702 


Cultivation on sewage of microalgae harvestable by micros- 


trainers : progress report / by John R. Benemann ... [ct al.]. 
... — [Washington] : Dept. of Energy ; Springfield, Va. : for 
sale by the National Technical Information Service, 1977. 

22161 

viii, 215 p. : ill. ; 28 cm. 

“TID-27702.” 

Prepared by University of California, Lawrence Berkeley 
Laboratory, Sanitary Engineering Research Laboratory for 
Energy Research and Development Administration, Division 
of Solar Energy, Fuels from Biomass Program under con- 
tracts, ““Species control in large-scale algae biomass produc- 
tion”, contract no. W-74-OSOENG-48 and “An integrated 
system for conversion of solar energy using waste-grown fila- 
mentous blue-green algae biomass”, contract no. E-(04-3)- 
34. 


Page 97 





Energy Department 


Includes bibliographical references. 

pbk. 

1. *Sewage — Biological treatment. 2. *Nitrogen-fixing 
algae. I. Benemann, John R_ Il. United States. Energy 
Research and Development Administration. Division of Solar 
Energy. Ill. United States. Dept. of Energy. 


OCLC 3759339 


78-10888 
E 3.14:Al 1 b/977 
National clectric rate book; rate schedules for electric services 

in communities of 2,500 population or more, residential, 
commercial and industrial services. Washington, Dept. of 
Energy, Energy Information Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

29 cm. (Energy data reports) (DOE/EIA ; 0020/1) 

$0.45 

Rate books for 19 -76 were issued by the Federal Power 
Commission and classed: FP 1.18: 

CONTENTS: Alabama. 

1977. 

@ltem 437-A-1 

S/N 061-000-90005-5 

ISSN 0364-8095 

Main series: United States. Energy Information Administra- 
tion. Energy data reports 

Main series: United States. Energy Information Administra- 
tion. DOE/EIA 

1. Electric utilities — United States — Statistics — Periodi- 
cals. 2. Electric utilities — Alabama — Statistics — Periodi- 
cals. I. United States. Energy Information Administration. 
II. United States. Federal Power Commission. 

Key Title: National electric rate book _ III. Series. 


OCLC 1238357 


78-10889 
E 3.14:C 12/977 
National electric rate book; rate schedules for electric services 

in communities of 2,500 population or more, residential, 
commercial and industrial services. Washington, Dept. of 
Energy, Energy Information Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

29 cm. (Energy data reports) (DOE/EIA ; 0021/1) 

$0.45 

Rate books for 19 -76 were issued by the Federal Power 
Commission and classed: FP 1.18: 

CONTENTS: California. 

1977. 

@ltem 437-A-4 

S/N 061-000-90006-3 

ISSN 0364-8095 

Main series: United States. Energy Information Administra- 
tion. Energy data reports 

Main series: United States. Energy Information Administra- 
tion. DOE/EIA 

1. Electric utilities — United States — Statistics — Periodi- 
cals. 2. Electric utilities — California — Statistics — Periodi- 
cals. I. United States. Energy Information Administration. 
II. United States. Federal Power Commission. 

Key Title: National electric rate book _ Ill. Series. 


OCLC 1238357 


Page 98 


78-10890 


E 3.14:F 66/977 


National electric rate book; rate schedules for electric service 


in communities of 2,500 population or more, residential, 
commercial and industrial services. Washington, Dept. of 
Energy, Energy Information Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

29 cm. (Energy data reports) (DOE/EIA ; 0001) 

$0.45 

Rate books for 19 -76 were issued by the Federal Power 
Commission and classed: FP 1.18: 

CONTENTS: Florida. 

1977. 

@ltem 437-A-8 

S/N 061-000-90002-1 

ISSN 0364-8095 

Main series: United States. Energy Information Administra- 
tion. Energy data reports 

Main series: United States. Energy Information Administra- 
tion. DOE/EIA 

1. Electric utilities — United States — Statistics — Periodi- 
cals. 2. Electric utilities — Florida — Statistics — Periodi- 
cals. I. United States. Energy Information Administration. 
Il. United States. Federal Power Commission. 

Key Title: National electric rate book _ Ill. Series. 


OCLC 1238357 


78-10891 


E 3.14:K 41/977 


National electric rate book; rate schedules for electric services 


in communities of 2,500 population or more, residential, 
commercial and industrial services. Washington, Dept. of 
Energy, Energy Information Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

29 cm. (Energy data reports) (DOE/EIA ; 0022/1) 

$0.45 

Rate books for 19 -76 were issued by the Federal Power 
Commission and classed: FP 1.18: 

CONTENTS: Kentucky. 

1977. 

@ltem 437-A-15 

S/N 061-000-90015-2 

ISSN 0364-8095 

Main series: United States. Energy Information Administra- 
tion. Energy data reports 

Main series: United States. Energy Information Administra- 
tion. DOE/EIA 

1. Electric utilities — United States — Statistics — Periodi- 
cals. 2. Electric utilities — Kentucky — Statistics — Periodi- 
cals. I. United States. Energy Information Administration. 
Il. United States. Federal Power Commission. 

Key Title: National electric rate book _ III. Series. 


OCLC 1238357 


78-10892 


E 3.14:M 38/977 


National electric rate book; rate schedules for electric services 


in communities of 2,500 population or more, residential, 
commercial and industrial services. Washington, Dept. of 
Energy, Energy Information Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

29 cm. (Energy data reports) (DOE/EIA ; 0030/1) 

$0.45 





Rate books for 19 -76 were issued by the Federal Power 
Commission and classed: FP 1.18: 

CONTENTS: Massachusetts. 

1977. 

@ltem 437-A-19 

S/N 061-000-90009-8 

ISSN 0364-8095 

Main scries: United States. Energy Information Administra- 
tion. Energy data reports 

Main series: United States. Energy Information Administra- 
tion. DOE/EIA 

1. Electric utilities — United States — Statistics — Periodi- 
cals. 2. Electric utilities — Massachusetts — Statistics — 
Periodicals. I. United States. Energy Information Adminis- 
tration. Il. United States. Federal Power Commission. 

Key Title: National electric rate book _ III. Series. 


OCLC 1238357 


78-10893 
E 3.14:M 66/977 
National clectric rate book; rate schedules for electric services 

in communities of 2,500 population or more, residential, 
commercial and industrial services. Washington, Dept. of 
Energy, Energy Information Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

29 cm. (Energy data reports) (DOEF/EIA ; 0016/1) 

$0.45 

Rate books for 19 -76 were issued by the Federal Power 
Commission and classed: FP 1.18: 

CONTENTS: Minnesota. 

1977. 

@ltem 437-A-21 

S/N 061-000-90003-9 

ISSN 0364-8095 

Main series: United States. Energy Information Administra- 
tion. Energy data reports 

Main series: United States. Energy Information Administra- 
tion. DOE/EIA 

1. Electric utilities — United States — Statistics — Periodi- 
cals. 2. Electric utilities — Minnesota — Statistics — Periodi- 
cals. I. United States. Energy Information Administration. 
II. United States. Federal Power Commission. 

Key Title: National electric rate book _ III. Series. 


OCLC 1238357 


78-10894 
E 3.14:M 69 i/977 
National electric rate book; rate scheduies for electric services 

in communities of 2,500 population or more, residential, 
commercial and industrial services. Washington, Dept. of 
Energy, Energy Information Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

29 cm. (Energy data reports) (DOE/EIA ; 0024/1) 

$0.45 

Rate books for 19 -76 were issued by the Federal Power 
Commission and classed: FP 1.18: 

CONTENTS: Mississippi. 

1977. 

@ltem 437-A-22 

S/N 061-000-900 13-6 

ISSN 0364-8095 

Main series: United States. Energy Information Administra- 
tion. Energy data reports 

Main series: United States. Energy Information Administra- 
tion. DOE/EIA 


Government Publications — June 1978 


1. Electric utilities — United States — Statistics — Periodi- 
cals. 2. Electric utilities — Mississippi — Statistics — 
Periodicals. I. United States. Energy Information Adminis- 
tration. II. United States. Federal Power Commission. 

Key Title: National electric rate book _ III. Series. 


OCLC 1238357 


78-10895 


E 3.14:N 42 j/977 


National electric rate book; rate schedules for electric service 


in communities of 2,500 population or more, residential, 
commercial and industrial services. Washington, Dept. of 
Energy, Energy Information Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

29 cm. (Energy data reports) (DOE/EIA ; 0002) 

$0.45 

Rate books for 19 -76 were issued by the Federal Power 
Commission and classed: FP 1.18: 

CONTENTS: New Jersey. 

1977. 

@ltem 437-A-28 

S/N 061-000-9000 1 -2 

ISSN 0364-8095 

Main series: United States. Energy Information Administra- 
tion. Energy data reports 

Main series: United States. Energy Information Administra- 
tion. DOE/EIA 

1. Electric utilities — United States — Statistics — Periodi- 
cals. 2. Electric utilities—New Jersey — Statistics — 
Periodicals. I. United States. Energy Information Adminis- 
tration. II. United States. Federal Power Commission. 

Key Title: National electric rate book _ III. Series. 


OCLC 1238357 


78-10896 — 


E 3.14:N 42 y/977 


National electric rate book; rate schedules for electric services 


in communities of 2,500 population or more, residential, 
commercial and industrial services. Washington, Dept. of 
Energy, Energy Information Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

29 cm. (Energy data reports) (DOE/EIA ; 0017/1) 

$0.45 

Rate books for 19 -76 were issued by the Federal Power 
Commission and classed: FP 1.18: 

CONTENTS: New York. 

1977. 

@ltem 437-A-30 

S/N 061-000-90004-7 

ISSN 0364-8095 

Main series: United States. Energy Information Administra- 
tion. Energy data reports 

Main series: United States. Energy Information Administra- 
tion. DOE/EIA 

1. Electric utilities — United States — Statistics — Periodi- 
cals. 2. Electric utilities — New York (State) — Statistics — 
Periodicals. I. United States. Energy Information Adminis- 
tration. II. United States. Federal Power Commission. 

Key Title: National electric rate book _ III. Series. 


OCLC 1238357 





Energy Department 


78-10897 
E 3.14:N 81 ¢/977 
National electric rate book; rate schedules for electric services 

in communities of 2,500 population or more, residential, 
commercial and industrial services. Washington, Dept. of 
Energy, Energy Information Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

29 cm. (Energy data reports) (DOE/EIA ; 0018/1) 

$0.45 

Rate books for 19 -76 were issued by the Federal Power 
Commission and classed: FP 1.18: 

CONTENTS: North Carolina. 

1977. 

@ltem 437-A-31 

S/N 061-000-90008-0 

ISSN 0364-8095 

Main series: United States. Energy Information Administra- 
tion. Energy data reports 

Main series: United States. Energy Information Administra- 
tion. DOE/EIA 

1. Electric utilities — United States — Statistics — Periodi- 
cals. 2. Electric utilities — North Carolina — Statistics — 
Periodicals. I. United States. Energy Information Adminis- 
tration. Il. United States. Federal Power Commission. 

Key Title: National electric rate book _ III. Series. 


OCLC 1238357 


78-10898 
E 3.14:N 81 d/977 
National electric rate book; rate schedules for electric services 

in communities of 2,500 population or more, residential, 
commercial and industrial services. Washington, Dept. of 
Energy, Energy Information Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

29 cm. (Energy data reports) (DOE/EIA ; 0025/1) 

$0.45 

Rate books for 19 -76 were issued by the Federal Power 
Commission and classed: FP 1.18: 

CONTENTS: North Dakota. 

1977. 

@ltem 437-A-32 

S/N 061-000-90010-1 

ISSN 0364-8095 

Main series: United States. Energy Information Administra- 
tion. Energy data reports 

Main series: United States. Energy Information Administra- 
tion. DOE/EIA 

1. Electric utilities — United States — Statistics — Periodi- 
cals. 2. Electric utilities— North Dakota — Statistics — 
Periodicals. I. United States. Energy Information Adminis- 
tration. II. United States. Federal Power Commission. 

Key Title: National electric rate book _ III. Series. 


OCLC 1238357 


78-10899 
E 3.14:Oh 3/977 
National electric rate book; rate schedules for electric services 
in communities of 2,500 population or more, residential, 
commercial and industrial services. Washington, Dept. of 
Energy, Energy Information Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 
20402 
29 cm. (Energy data reports) (DOE/EIA ; 0029/1) 
$0.45 


Page 100 


Rate books for 19 -76 were issued by the Federal Power 
Commission and classed: FP 1.18: 

CONTENTS: Ohio. 

1977. 

@ltem 437-A-33 

S/N 061-000-90017-9 

ISSN 0364-8095 

Main series: United States. Energy Information Administra- 
tion. Energy data reports 

Main series: United States. Energy Information Administra- 
tion. DOE/EIA 

1. Electric utilities — United States — Statistics — Periodi- 
cals. 2. Electric utilities — Ohio — Statistics — Periodicals. 
I. United States. Energy Information Administration. Il. 
United States. Federal Power Commission. 

Key Title: National electric rate book _ III. Series. 


OCLC 1238357 


78-10900 


E 3.14:0k 4/977 


National electric rate book; rate schedules for electric services 


in communities of 2,500 population or more, residential, 
commercial and industrial services. Washington, Dept. of 
Energy, Energy Information Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

29 cm. (Energy data reports) (DOE/EIA ; 0019/1) 

$0.45 

Rate books for 19 -76 were issued by the Federal Power 
Commission and classed: FP 1.18: 

CONTENTS: Oklahoma. 

1977. 

@ltem 437-A-34 

S/N 061-000-90007-1 

ISSN 0364-8095 

Main series: United States. Energy Information Administra- 
tion. Energy data reports 

Main series: United States. Energy Information Administra- 
tion. DOE/EIA 

1. Electric utilities — United States — Statistics — Periodi- 
cals. 2. Electric utilities — Oklahoma — Statistics — Periodi- 
cals. I. United States. Energy Information Administration. 
II. United States. Federal Power Commission. 

Key Title: National electric rate book _ Ill. Series. 


OCLC 1238357 


78-10901 


E 3.14:So 8 c/977 


National electric rate book; rate schedules for electric services 


in communities of 2,500 population or more, residential, 
commercial and industrial services. Washington, Dept. of 
Energy, Energy Information Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

29 cm. (Energy data reports) (DOE/EIA ; 0026/1) 

$0.45 

CONTENTS: South Carolina. 

1977. 

@ltem 437-A-38 

S/N 061-000-90016-1 

ISSN 0364-8095 

Main series: United States. Energy Information Administra- 
tion. Energy data reports 

Main series: United States. Energy Information Administra- 
tion. DOE/EIA 





1. Electric utilities — United States — Statistics — Periodi- 
cals. 2. Electric utilities— South Carolina — Statistics — 
Periodicals. 1. United States. Energy Information Adminis- 
tration. II. United States. Federal Power Commission. 

Key Title: National electric rate book _ III. Series. 


OCLC 1238357 


78-10902 


E 3.14:So 8 d/977 
National electric rate book; rate schedules for electric services 
in communities of 2,500 population or more, residential, 
commercial and industrial services. Washington, Dept. of 
Energy, Energy Information Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

29 cm. (Energy data reports) (DOE/EIA ; 0027/1) 

$0.45 

Rate books for 19 -76 were issued by the Federal Power 
Commission and classed: FP 1.18: 

CONTENTS: South Dakota. 

1977. 

@ltem 437-A-39 

S/N 061-000-9001 2-8 

ISSN 0364-8095 

Main series: United States. Energy Information Administra- 
tion. Energy data reports 

Main series: United States. Energy Information Administra- 
tion. DOE/EIA 

il. Electric utilities — United States — Statistics — Periodi- 
cals. 2. Electric utilities— South Dakota — Statistics — 
Periodicals. I. United States. Energy Information Adminis- 
tration. II. United States. Federal Power Commission. 

Key Title: National electric rate book _ III. Series. 


OCLC 1238357 


78-10903 


E 3.14:T 25/977 
National electric rate book; rate schedules for electric services 
in communities of 2,500 population or more, residential, 
commercial and industrial services. Washington, Dept. of 
Energy, Energy Information Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

29 cm. (Energy data reports) (DOE/EIA ; 0028/1) 

$0.45 

Rate books for 19 -76 were issued by the Federal Power 
Commission and classed: FP 1.18: 

CONTENTS: Tennessee. 

1977. 

@ltem 437-A-40 

S/N 061-000-900 14-4 

ISSN 0364-8095 

Main series: United States. Energy Information Administra- 
tion. Energy data reports 

Main series: United States. Energy Information Administra- 
tion. DOE/EIA 

1. Electric utilities — United States — Statistics — Periodi- 
cals. 2. Electric utilities — Tennessee — Statistics — Periodi- 
cals. I. United States. Energy Information Administration. 
Il. United States. Federal Power Commission. 

Key Title: National electric rate book _ Ill. Series. 


OCLC 1238357 


Government Publications — June 1978 


ENVIRONMENTAL PROTECTION AGENCY 
Washington, DC 20460 


78-10904 
EP 1.2:Ai 7/30 
Patterson, Robert M 

Airport emission inventory methodolody / by R. M. Patter- 
son, R. D. Wang, and F. A. Record. — Research Triangle 
Park, N.C. : Environmental Protection Agency, Office of Air 
and Waste Management, Office of Air Quality Planning and 
Standards ; Springfield, Va. : for sale by the National Techni- 
cal Information Service, 1974. 

22161 

viii, 10.1 p. : ill. ; 28 cm. — (EPA ; 450/3-75-048) 

Prepared under contract no. 68-02-0041, task 18. 

Issued Dec. 1974. 

Includes bibliographical references. 

pbk. 

1. *Aircraft exhaust emissions. I. Wang, Richard D , joint 
author. II. Record, Frank A , joint author. Ill. United 
States. Environmental Protection Agency. Office of Air 
Quality Planning and Standards. IV. Title. 


OCLC 3741331 


78-10905 


EP 1.2:Er 6/2/prelim 


United States. Soil Conservation Service. 


Preliminary guidance for estimating erosion on areas 
disturbed by surface mining activities in the interior western 
United States / prepared by U.S. Dept. of Agriculture, Soil 
Conservation Service. — Denver, Colo. : Environmental Pro- 
tection Agency, Region VIII, Office of Energy Activities, 
1977. 

80203 

60 p. in various pagings : ill. ; 27 cm. — (EPA ; 908/4-77- 
005) 

Issued July 1977, 

Interim final report. 

One colard map in pocket. 

Bibliography: p. 26. 

@ltem 431-I-1 

pbk. 

1. *Strip mining — Environmental aspects — United States. 
2. *Erosion— United States— Measurement. I. United 
States. Environmental Protection Agency. Region VIII. Il. 
Title. 


OCLC 3679015 


78-10906 


EP 1.2:H 99/3/v.1 
EP 1.2:H 99/3/v.2 
Background information on hydrocarbon emissions from 
marine terminal operations / by C. E. Burklin, J. D. Colley 
and M. L. Owen. — Research Triangle Park, N. C. : Environ- 
mental Protection Agency, Office of Air and Waste Manage- 
ment, Office of Air Quality Planning and Standards ; Spring- 
field, Va. : for sale by National Technical Information Ser- 
vice, 1976. 
22161 
2 v. : ill. ; 28 cm.— (EPA ; 450/3-76-038a) (EPA ; 
450/3-76-038b) 
Prepared under contract no. 68-02-1319, task no. 56. 
Issued Nov. 1976. 
Includes bibliographies. 
Contents: Volume I. Discussion.— Volume II. Appendices. 
pbk. 


Page 101 





Environmental Protection Agency 


1. Hydrocarbons. 2. Harbors — Environmental aspects. 
I. Colley, J D , joint author. II. Owen, M L , joint author. 
Ill. United States. Environmental Protection Agency. Office 
of Air Quality Planning and Standards. IV. Title. 


OCLC 3672752 


78-10907 
EP 1.2:N 95/2 
McNabb, James F 

Nutrient, bacterial, and virus control as related to ground- 
water contamination / by James F. McNabb, William J. Dun- 
lap, and Jack W. Keeley. — Ada, Okla. : Environmental Pro- 
tection Agency, Office of Research and Development, Robert 
S. Kerr Environmental Research Laboratory ; Springfield Va. 
: for sale by the National Technical Information Service, 
1977. 

22161 

vi, 18 p. : ill. ; 28 cm. — (Special reports - Environmental 
Protection Agency ; EPA-600/8-77-010) 

Issued July 1977. 

Bibliography: p. 13-17. 

@ltem 431-I-1 

pbk. 

1. *Water, Underground — Pollution. I. Keeley, Jack W , 
joint author. Il. Robert S. Kerr Environmental Research 
Laboratory. Ill. Title. IV. Series: United States. Environ- 
mental Protection Agency ; Special report - Environmental 
Protection Agency ; EPA-600/8-77-010. 


OCLC 3536555 


78-10908 
EP 1.2:O0x 3/3/v.1 
EP 1.2:Ox 3/3/v.3 
The relation of oxidant levels to precursor emissions and me- 
terological features ... / by F. L. Ludwig ... [et al.].— 
Research Triangle Park, N.C. : Environmental Protection 
Agency, Office of Air and Waste Management, Office of Air 
Quality Planning and Standards, 1977. 
27711 
v.: ill. ; 28 cm. — (EPA ; 450/3-77-022a) (EPA ; 450/3- 
77-022c) 
Prepared under contract no. 68-02-2084, SRI project 
4432. 
Includes bibliographies. 
Contents: V. I. Analysis and findings.—V.III. Appendices 
(analytical methods and supplementary data). 
pbk. 
1. *Ozone. I. Ludwig, F L_ Il. United States. Environ-* 
mental Protection Agency. Office of Air Quality Planning 
and Standards. 


OCLC 3741716 


78-10909 
EP 1.2:P 43/19 
Stanford Research Institute. 

New innovative pesticides : an evaluation of incentives and 
disincentives for commercial development by industry / by 
Stanford Research Institute. — Washington : Environmental 
Protection Agency, Office of Pesticide Programs Criteria and 
Evaluation Division, Economic Analysis Branch ; Springfield, 
Va. : for sale by the National Technical Information Service, 
1977. 

22161 

xiv, 318 p. : ill. ; 27 cm. — (EPA ; 540/9-77-020) 

Contract No. 68-01-2487. 

Issued Sept. 1977, Final report. 


Page 102 


Includes bibliographical references. 

@ltem 431-I-1 

pbk. 

1. *Pesticides— Economic aspects — United States. I. 
United States. Environmental Protection Agency. Office of 
Pesticide Programs. Criteria and Evaluation Division. Il. 
Title. 


OCLC 3797892 


78-10910 


EP 1.2:Sa 3/3 


Newport, Bob D 


Salt water intrusion in the United States / by Bob D. New- 
port. — Ada, Okla. : Environmental Protection Agency, Of- 
fice of Research and Development, Robert S. Kerr Environ- 
mental Research Laboratory ; Springfield Va. : for sale by 
the National Technical Information Service, 1977. 

22161 

vi, 31 p. : ill. ; 28 cm. — (Special reports - Environmental 
Protection Agency ; EPA-600/8-77-01 1) 

Issued July 1977. 

Bibliography: p. 27-29. 

@ltem 431-I-1 

pbk. 

1. *Saltwater encroachment — United States. I. Robert S. 
Kerr Environmental Research Laboratory. Il. Title. Ill. Se- 
ries: United States. Environmental Protection Agency. Spe- 
cial report - Environmental Protection Agency ; EPA-600/8- 
77-011. 


OCLC 3765089 


78-10911 


EP 1.2:S1 7/3 


USA/USSR Symposium: Handling, Treatment and Disposal of 


Wastewater Sludge, Moscow, 1975. 

USA/USSR Symposium: Handling, Treatment and Disposal 
of Wastewater Sludge, Moscow, USSR, May 13-16, 1975 / 
[sponsored under the auspices of the Working Group on the _ 
Prevention of Water Pollution from Municipal and Industrial 
Sources]. — Washington : Environmental Protection Agency, 
[1975] 

20460 

v, 148 p. : ill. ; 27 cm. 

At head of title: USSR-USA Joint Committee on Coopera- 
tion in the Field of Environmental Protection. 

Includes bibliographical references. 

pbk. 

1. *Sewage sludge — Congresses. 2. *Sewage disposal — 
Congresses. 3. *Sewage — Purification — Activated sludge 
process — Congresses. I. USSR-USA Joint Committee on 
Cooperation in the Field of Environmental Protection. Il. 
Title. Il. Title: Handling, treatment and disposal of waste- 
water sludge. 


OCLC 2755171 


78-10912 


EP 1.2:So 8/6 


Haefner, Lonnie E 


Line and area source emissions from motor vehicles in 
RAPS program / by Lonnie E. Haefner. — Research Triangle 
Park, N.C. : Environmental Protection Agency, Office of Air 
and Waste Management, Office of Air Quality Planning and 
Standards ; Springfield, Va. : for sale by the National Techni- 
cal Information Service, 1976. 

22161 

vi, 173 p. : ill. ; 28 cm. — (EPA ; 450/3-77-019) 





Prepared under contract no. 68-02-2060. 

Issued June 1976. 

Bibliography: p. 72-73. 

pbk. 

1. *Motor vehicles— Pollution control devices. 2. 
*Automobiles — Motors — Exhaust gas. I. United States. 
Environmental Protection Agency. Office of Air Quality 


Government Publications — June 1978 


Includes bibliographical references. 

pbk. 

1. *Air — Pollution — Washington metropolitan area. 2. 
*Oxidizing agents. I. United States. Environmental Protec- 
tion Agency. Office of Air Quality Planning and Standards. 
Il. Title. 


OCLC 3741257 
78-10916 


Planning and Standards. II. Title. 


OCLC 3741373 
78-10913 


EP 1.8:B 63 
McElroy, Michael W 
Guidelines for industrial boiler performance improvement : 
boiler adjustment procedures to minimize air pollution and to 


EP 1.2:Un 3/10 
United States. International Environmental Referral Center. 


U.S. directory of environmental sources / United States In- 
ternational Environmental Referral Center.— 2d ed. — 
Washington : Environmental Protection Agency, Assistant 
Administrator for Planning & Management, Office of Ad- 
ministration, 1977. 

20460 

738 p. in varous pagings ; 27 cm. — (EPA ; 840-77-009) 

‘National Focal Point of the United Nations Environment 
Program/ International Referral System.” 

Issued Sept. 1977. 

@ltem 431-I-1 

pbk. 

1. *Environmental protection — Information services — In- 
ternational cooperation. 2. *Human ecology — Directories. 
I. United States. Environmental Protection Agency. II. Title. 


OCLC 3795991 


achieve efficient use of fuel / Michael W. McElroy and Dale 
E. Shore. — Research Triangle Park, N.C. : Environmental 
Protection Agency, Office of Research and Development, In- 
dustrial Environmental Research Laboratory, Springfield Va. 
: for sale by the National Technical Information Service, 
1977. 

22161 

iv, 101 p. : ill. ; 28 cm. — (EPA ; 600/8-77-003::) 

The FEA cosponsored this document. 

Issued Jan. 1977. 

Includes bibliographical references. 

@ltem 431-1-5 

pbk. 

1. *Boilers — Efficiencies. 2. *Air — Pollution. I. Shore, 
Dale E , joint author. II. Industrial Environmental Research 
Laboratory, Research Triangle Park, N. C. Ill. United 


eae States. Federal Energy Administration. IV. Title 
EP 1.2:W 27/2 OCLC 3531569 


78-10917 


Midurski, Theodore P 
Characterization of Washington, D.C. carbon monoxide 
problem / by Theodore P. Midurski and Victor L. Corbin. — EP 1.8/2:trans.8 


United States. Environmental Protection Agency. 


Research Triangle Park, N.C. : Environmental Protection 
Agency, Office of Air and Waste Management, Office of Air 
Quality Planning and Standards ; Springfield, Va. : for sale by 
the National Technical Information Service, 1977. 

22161 

x, 131 p.: ill. ; 28 cm. — (EPA ; 450/3-77-053) 

Prepared under contract no. 68-02-1376. 

Issued Oct. 1977. 

Includes bibliographical references. 

pbk. 

1. *Air — Pollution — Washington metropolitan area. 2. 
*Carbon monoxide. I. Corbin, Victor L , joint author. II. 
United States. Environmental Protection Agency. Office of 
Air Quality Planning and Standards. III. Title. 


OCLC 3741298 


78-10915 


EP 1.2:W 27/3 
Record, Frank A 

Charaterization of the Washington, D.C. oxidant problem : 
final report / by Frank A. Record ...— Research Triangle 
Park, N.C. : Environmental Protection Agency, Office of Air 
and Waste Management, Office of Air Quality Planning and 
Standards ; Springfield, Va. : for sale by the National Techni- 
cal Information Service, 1977. 

22161 

273 p. in various pagings : ill. ; 28 cm.— (EPA ; 450/3- 
77-054) 

Prepared under contract no. 68-02-1376, task order no. 
27. 

Issued Sept. 1977. 


Grants administration manual. Washington, Environmental 
Protection Agency. 

20460 

ill 27 cm. 

Transmittal 8, April 20, 1976, supercedes transmittal 1-7. 

1. United States. Environmental Protection Agency. 2. 
Grants-in-aid — United States. 3. Environmental policy — 
United States — Finance. I. Title. 


OCLC 2788277 


78-10918 


EP 1.8/6:1.2-040a 


United States. Environmental Protection Agency. Monitoring 


and Data Analysis Division. 

AEROS manual series / National Air Data Branch, Moni- 
toring and Data Analysis Division. — 2d ed. — Research Tri- 
angle Park N.C. : Environmental Protection Agency, Office 
of Air and Waste Management, Office of Air Quality 
Planning and Standards ; Springfield, Va. : for sale by the 
National Technical Information Service, 1977- 

22161 

v. : ill. ; 26 cm.— (EPA ; 450/2-76-009a) (OAQPS 
guidlines ; OAQPS no. 1.2-040a) 

Looseleaf for updating. 

Issued July 1977. 

Chiefly tables. 

Contents: v.3. Summary and retrieval. 

@ltem 431-1-50 

pbk. 





Environmental Protection Agency 


1. “AEROS (Computer program) 2. *Pollution — United 
States — Information services. I. United States. Environ- 
mental Protection Agency. Office of Air Quality Planning 
and Standards. Il. Title. III. Series: United States. Environ- 
mental Protection Agency. Office of Air Quality Planning 
and Standards. OAQPS guidelines ; OAQPS no. 1.2-040a. 


OCLC 3796698 


78-10919 
EP 1.8/7:340/1-77-022 
Shah, Yatendra M 

Inspection manual for the enforcement of new source per- 
formance standards : coal preparation plants / Yatendra M. 
Shah and James R. Burke. — Washington : Environmental 
Protection Agency, Office of Enforcement, Office of General 
Enforcement, 1977. 

20460 

146 p. in various pagings : ill. ; 28 cm.— (Stationary 
source enforcement series ; EPA-340/1-77-022) 

Prepared for U.S. Environmental Protection Agency, Divi- 
sion of Stationary Source Enforcement by PEDCo Environ- 
mental, Inc., under Contract no. 68-01-3150. 

Issued Nov. 1977. 

Includes appendices. 

Bibliogrsphy: p. 8-15. 

@ltem 431-1-41 

pbk. 

1. *Coal preparation — Environmental aspects — United 
States. 2. *Air — Pollution — United States — Standards. I. 
Burke, James R_ Il. United States. Environmental Protection 
Agency. Division of Stationary Source Enforcement. Ill. 
United States. Environmental Protection Agency. Office of 
Enforcement. IV. Pedco Environmental, inc. V. Title. 
VI. Title: Coal preparation plants. VII. Series: United 
States. Environmental Protection Agency. Office of Enforce- 
ment. Stationary source enforcement series ; EPA-340/1-77- 
022. . 


OCLC 3527032 


78-10920 
EP 1.8/7:340/1-77-023 
Marshall, Charles R 

Major financial assistance programs available for industrial 
pollution control expenditures : Federal and EPA Region III 
State Programs / prepared by Charles R. Marshall. — 
Washington : Environmental Protection Agency, Office of 
Enforcement, Office of General Enforcement, 1977. 

233 p. in various pagings ; 28 cm.— (Stationary source 
enforcement series ; EPA-340/1-77-023) 

Issued Dec. 1977. 

@ltem 431-1-41 

pbk. 

1. *Pollution — United States. I. United States. Environ- 
mental Protection Agency. Office of Enforcement. II. Title. 
Ill. Series: United States. Environmental Protection Agency. 
Office of Enforcement. Stationary source enforcement series 
; EPA-340/1-77-023. 


OCLC 3656363 
Page 104 


78-10921 


EP 1.17:612 


State decision-makers guide for hazardous waste management / 


prepared under the editorial direction of Walter W. Kovalick, 
Jr. — [Washington] : Environmental Protection Agency, Of- 
fice of Solid Waste : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1977. 

20402 

vi, 103 p. : ill., maps ; 26 cm. — (Solid waste management 
; SW-612) 

Includes bibliographical references. 

@ltem 431-1-7 

S/N 055-002-00166-1 

pbk. : $2.75 

1. *Hazardous substances — Environmental aspects. 2. 
*Factory and trade waste. I. Kovalick, Walter W_ Il. 
United States. Office of Solid Waste. Ill. Series: United 
States. Environmental Protection Agency. Solid waste 
management ; SW-612. 


OCLC 3796668 


78-10922 


EP 1.17:636 


Connolly, John A 


Worldwide solid waste literature : collection/retrieval ser- 
vices available from EPA / by John A. Connolly. — 3rd ed. 
— Washington : Environmental Protection Agency, 1977. 

20460 

8 p. : ill. ; 26 cm. — (Solid waste management ; SW-636) 

Supersedes SW-91.2 (order No. 294). 

At head of title: Solid waste management. 

Includes bibliographical references. 

@ltem 431-1-7 

pbk. 

1. *Factory and trade waste — Information services. 2. 
*Refuse and refuse disposal — Information services. I. 
United States. Environmental Protection Agency. II. Title. 
Ill. Series: United States. Environmental Protection Agency. 
Solid waste management ; SW-636. 


OCLC 3796747 


78-10923 


EP 1.23:600/3-77-084 


Schuytema, Gerald S. 


Biological control of aquatic nuisances : a review / by 
Gerald S. Schuytema. — Corvallis, Or. : Environmental Pro- 
tection Agency, Office of Research and Development, Cor- 
vallis Environmental Research Laboratory ; Springfield, Va. : 
for sale by the National Technical Information Service, 1977. 

22161 

viii, 90 p. ; 28 cm. — (Ecological research series ; EPA- 
600/3-77-084) 

Issued July 1977. 

Bibliography: p. 47-89. 

@ltem 431-l-11 

pbk. 

1. Aquatic weed control — Bibliography. 2. Aquatic pests 
— Biological control — Bibliography. I. Environmental 
Research Laboratory, Corvallis, Or. Il. Title. Ill. Series: 
United States. Environmental Protection Agency. Ecological 
research series ; EPA-600/3-77-084. 


OCLC 3443788 





78-10924 
EP 1.23:600/3-77-087 
Edmondson, W T 

Trophic equilibrium of Lake Washington / by W. T. Ed- 
mondson. — Corvallis, Or. : Environmental protection Agen- 
cy, Office of Research and Development, Corvallis Environ- 
mental Research Laboratory ; Springfield, Va. : for sale by 
the National Technical Information Service, 1977. 

22161 

vii, 36 p. : ill. ; 28 cm.— (Ecological research series ; 
EPA-600/3-77-087 ) 

Prepared under contract no. R802082-03-1. 

Issued Aug. 1977. 

Bibliography: p. 15-18. 

@ltem 431-I-11 

pbk. 

1. *Limnology — Washington (State) 2. *Eutrophication 
— United States— Washington (State) I. Environmental 
Research Laboratory, Corvallis, Or. Il. Title. Ill. Series: 
United States. Environmental Protection Agency. Ecological 
research series ; EPA-600/3-77-087. 


OCLC 3525765 


78-10925 
EP 1.23:600/3-77/097 600/3-77-097 
Karr, James R 

Impact of nearstream vegetation and stream morphology 
on water quality and stream biota / by James R. Karr, Isaac 
J. Schlosser ; Department of Ecology, Ethology and Evolu- 
tion, University of Illinois at Urbana-Champaign. — Athens 
Ga. : Environmental Protection Agency, Office of Research 
and Development, Environmental Research Laboratory ; 
Springfield Va. : for sale by the National Technical Informa- 
tion Service, 1977. 

22161 

xi 91 p. : ill. ; 28 cm. — (Ecological research series ; EPA- 
600/3-77-097) 

Prepared under contract no. 68-01-3584. 

Issued August 1977. 

Bibliography: p. 73-84. 

@ltem 431-I-11 

pbk. 

1. *Grassed waterways. 2. *Stream channelization — En- 
vironmental ‘aspects. 3. *Sediment transport. 4. *Water 
quality management. I. Schlosser, Isaac J , joint author. II. 
Environmental Research Laboratory, Athens, Ga. III. 
University of Illinois at Urbana-Champaign. Dept. of Ecolo- 
gy, Ethology and Evolution. IV. Title. V. Series: United 
States. Environmental Protection Agency. Ecological 
research series ; EPA-600/3-77-097. 


OCLC 3335926 


78-10926 
EP 1.23:600/3-77-104 
Photochemical oxidant air pollutant effects on a mixed conifer 
forest ecosystem : a progress report, 1976 / Paul R. Miller ... 
{et al.]. — Corvallis, Or. : Environmental Protection Agency, 
Office of Research and Development, Corvallis Environmen- 
tal Research Laboratory ; Springfield, Va. : for sale by the 
National Technical Information Service, 1977. 
22161 
xxiv, 339 p. : ill., maps ; 28 cm.— (Ecological research 
series ; EPA-600/3-77-104) 
Contract Nos. 68-03-0273 and 68-03-2442. 
Issued Sept. 1977. 
Bibliography: p. 251-263. 


Government Publications — June 1978 


@ltem 431-I-11 

pbk. 

1. *Photochemical smog . 2. *Plants, Effect of 
photochemical smog on. 3. *Forest ecology. I. Miller, Paul 
R_ Il. Environmental Research Laboratory, Corvallis, Or. 
Ill. Series: United States. Environmental Protection Agency. 
Ecological research series ; EPA-600/3-77-104. 


OCLC 3557215 


78-10927 


EP 1.23:650/3-74-008 


Upham, J B 


Effects of air pollutants on textile fibers and dyes / by J. B. 
Upham and V. S. Salvin. — Research Triangle Park, N. C. : 
Environmental Protection Agency, Office of Research and 
Development, National Environmental Research Center, ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Center, 1975. 

22161 

vii, 85 p. : ill. ; 26 cm.— (Ecological research series ; 
EPA-650/3-74-008 ) 

Prepared under Program element no. 1AA008 and con- 
tract no. PH-22-68-2. 

Issued Feb. 1975. 

Includes bibliosraphical references. 

pbk. 

1. *Textile fibers. 2. Air — Pollution — Economic aspects. 
I. Salvin, V S , joint author. II. National Environmental 
Research Center, Research Triangle Park, N.C. _ Ill. Title. 
IV. Series: United States. Environmental Protection Agency. 
Ecological research series ; EPA-650/3-74-008. 


OCLC 3788642 


78-10928 


EP 1.23/2:600/2-76-032 d 


Source assessment / by Edward C. Eimutis ... [et al.].— 


Research Triangle Park, N.C. : Environmental Protection 
Agency, Office of Energu, Minerals, and Industry, Industrial 
Environmental Research Laboratory ; Springfield, Va. : for 
sale by the National Technical Information Service, 1976- 

22161 

v. : ill. ; 28 cm.— (Environmental protection technology 
series ; EPA-600/2-76-032d) 

Prepared by Monsanto Reseach Corporation, Dayton, 
Ohio, under contract no. 68-02-1874, ROAP no. 21AXM- 
071, program element no. 1ABO015. 

Includes bibliographies references. 

Contents: [v.4]. Phthalic anhydride (air emissions). 

pbk. 

1.. *Air — Pollution — United States. 2. *Environmental 
engineering. 3. *Mathematical models. I. Industrial En- 
vironmental Research Laboratory, Research Triangle Park, 
N.C. Il. Title: Phthalic anhyride (air emissions). III. Series: 
United States. Environmental Protection Agency. Environ- 
mental protection technology series ; EPA-600/2-76-032d. 


OCLC 2885807 





Environmental Protection Agency 


78-10929 
EP 1.23/2:600/2-76-057 
Pan, Yen-Chi 

Carbon oxidation catalyst mechanism study for fuel cells / 
Yen-Chi Pan. — Research Triangle Park, N.C. : Environmen- 
tal Protection Agency, Office of Energy, Minerals, and Indus- 
try, Industrial Environmental Research Laboratory ; Spring- 
ficld, Va. : for sale by the National Technical Information 
Service, 1976. 

22161 

vi, 61 p. : ill. ; 28 cm.— (Environmental protection 
technology scrics ; EPA-600/2-76-057) 

Prepared under contract no. 68-02-1831, ROAP no. 
21BKB-006, program clement no. L[ADO13. 

Issued Mar. 1976. 

Includes bibliographical references. 

pbk. 

1. *Fuel cells. 1. Industrial Environmental Research 
Laboratory, Research Triangle Park, N.C. II. Title. Ill. Se- 
rics: United States. Environmental Protection Agency. En- 
vironmental protection technology serics ; EPA-600/2-77- 
057. 


OCLC 3741192 


78-10930 
EP 1.23/2:600/2-76-209 
Galeski, J B 
Performance of emission control devices on boilers firing 

municipal solid waste and oil / by J. B. Galeski and M. P. 

Schrag. — Research Triangle Park, N.C. : Environmental Pro- 

tection Agency, Office of Research and Development, Indus- 

trial Environmental Research Laboratory ; Springfield, Va. : 

for sale by the National Technical Information Service, 1976. 

22161 

xiii, 116 p. : ill. ; 28 cm.— (Environmental protection 
technology scries ; EPA-600/2-76-209 ) 

Preformed by Midwest Research Institute under contract 

No. 68-02-1324, Task 40, Program Element No. EHBS33. 

Issued July 1976. 
Bibliography: p. 80-85. 
pbk. 

1. *Pollution control equipment. I. Schrag, M P , joint 
author. If. Industrial Environmental Research Laboratory, 
Research Triangle Park, N.C. Ill. Midwest Research In- 
stitute, Kansas City, Mo. IV. Title. V. Series: United 
States. Environmental Protection Agency. Environmental 
protection technology series ; EPA-600/2-76-209. 


OCLC 3798125 


78-10931 
EP 1.23/2:600/2-76-257 
Ananth, K P 
Particle emission reactivity / by K. P. Ananth, J. B. 
Galeski, and F. I, Honea. — Research Triangle Park, N.C. : 
Environmental Protection Agency, Office of Energy, 
Minerals, and Industry, Industrial Enviornmental Research 
Laboratory ; Springficld, Va. : for sale by the National 
Technical Information Service, 1976. 
22161 
vii, 72 p. : ill. ; 28 cm.— (Environmental protection 
technology series ; EPA-600/2-76-257) 
Prepared under contract no. 68-02-1324, task 44, ROAP 
no. 2LADL-029, program clement no. 1ABO12. 
Issued Sept. 1976. 
Includes bibliographical references. 
pbk. 


Page 106 


1. *Air — Pollution — United States. 2. *Acid rain — 
United States. 1. Galeski, J B , joint author. II. Honea, F I, 
joint author. Ill. Industrial Environmental Research Labora- 
tory, Research Triangle Park, N.C. IV. Title. V. Series: 
United States. Environmental Protection Agency. Environ- 
mental protection technology series ; EPA-600/2-76-257. 


OCLC 3741458 


78-10932 


EP 1.23/2:600/2-77-005 


Source assessment : pressed and blown glass manufacturing 


plants / by J. R. Schorr ... [et al]. — Research Triangle Park, 
N.C. : Environmental Protection Agency, Office of Energy, 
Mincrals, and Industry, Industrial Environmental Research 
Laboratory ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977. 

22161 

137 p. in various pagings : ill. ; 28 cm. — (Environmental 
protection technology series ; EPA-600/2-77-005 ) 

Prepared under contract no. 68-02-1323, task 37, ROAP 
no. 21AFA-013, program element no. 1ABOIS. 

Issued Jan. 1977. 

Includes bibliographical references. 

pbk. 

1. *Glass manufacture. 2. *Air pollution. I. Schorr, JR 
Il. Industrial Environmental Research Laboratory, Research 
Triangle Park, N.C. Ill. Title: Pressed and blown glass 
manufacturing plants. IV. Series: United States. Environ- 
mental Protection Agency. Environmental protection 
technology series ; EPA-600/2-77-005. 


OCLC 3741250 


78-10933 


EP 1.23/2:600/2-77-022 


A real-time measuring device for dense paritculate systems / 


by. P. W. Chan. — Research Triangle Park, N.C. : Environ- 
mental Protection Agency, Office of Energy, Minerals, and 
Industry, Industrial Environmental Research Laboratory ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1977. 

22161 

vii, 59 p. : ill. ; 28 cm.— (Environmental protection 
technology series ; EPA-600/2-77-022 ) 

Prepared under grant no. R803532-01-0, ROAP no. 
21ADL-018, program element no. 1ABO12. 

Issued Jan. 1977. 

Includes bibliographical references. 

pbk. 

1. *Air — Pollution — Measurement. I. Chan, P W_ IL. 
Industrial Environmental Research Laboratory, Research Tri- 
angle Park, N.C. Ill. Series: United States. Environmental 
Protection Agency. Environmental protection technology se- 
ries ; EPA-600/2-77-022. 


OCLC 3741055 





78-10934 
EP 1.23/2:600/2-77-044 
Weant, George E 

Environmental assessment of steelmaking furnace dust 
disposal methods / by George E. Weant, III and M. R. Over- 
cash. — Research Triangle Park, N.C. : Environmental Pro- 
tection Agency, Office of Research and Development, Indus- 
trial Environmental Laboratory ; Springfield, Va. : for sale by 
the National Technical Information Service. 1977. 

22161 

x, 122 p.: ill. ; 28 cm. — (Environmental protection series 
; EPA-600/2-77-044) 

Prepared by Research Triangle Institute under Contract 
No. 68-02-1325, Task 61, Program Element No. IAB604. 

Issued Feb. 1977. 

Bibliography: p.1 11-113. 

1. *Steel industry and trade. 2. *Furnaces. I. Overcash, 
Michael R , joint author. II. Industrial Environmental 
Research Laboratory, Research Triangle Park, N.C. _ Ill. 
Research Triangle Institute. IV. Title. V. Series: United 
States. Environmental Protection Agency. Environmental 
protection technology scries ; EPA-600/2-77-044. 


OCLC 3792499 


78-10935 
EP 1.23/2:600/2-77-057 
Manos, Michael J 
Control characteristics of carbon beds for gasoline vapor 
emissions / Michael J. Manos and Warren C. Kelly. — 
Research Triangle Park, N.C. : Environmental Protection 


Agency, Office of Energy, Mincrals, and Industry, Industrial 
Environmental Research Laboratory ; Springfield, Va. : for 
sale by the National Technical Information Service, 1977. 


22161 

113 p. in various pagings : ill. ; 28 cm. — (Environmental 
protection technology series ; EPA-600/2-77-057) 

Prepared under contract no. 68-02-2140, ROAP no. 
21AXM, program element no. 1AB604. 

Issued Feb. 1977. 

pbk. 

1. *Gasoline. 2. *Vapors. I. Kelly, Warren C , joint 
author. II. Industrial Environmental Research Laboratory, 
Research Triangle Park, N.C. Ill. Title. IV. Series: United 
States. Environmental Protection Agency. Environmental 
protection technology series ; EPA-600/2-77-057. 


OCLC 3741123 


78-10936 
EP 1.23/2:600/2-77-107 h 
Wachter, R A 

Source assessment : overview and prioritization of emmis- 
sions from textile manufacturing / R. A. Wachter, S.R. 
Archer, and T.R. Blackwood ; Monsanto Research Corpora- 
tion. — Washington : Environmental Protection Agency, Of- 
fice of Research and Development ; Springfield, Va. : for sale 
by the National Technical Information Service, 1977. 

22161 

ix, 131 p. : ill. ; 28 cm.— (Environmental protection 
technology series ; EPA-600/2-77-107h) 

Contract 68-02-1874, ROAP 21AXM-071, Program ele- 
ment LABOI5, sponsored by Industrial Environmental 
Research Laboratory, Office of Energy, Minerals, and Indus- 
try, Research Triangle Park, N.C. 

Includes bibliographical references. 

@ltem 431-I-12 (microfiche) 

pbk. 


Government Publications — June 1978 


1. *Textile industry and fabrics — Environmental aspects — 
United States — States. 2. *Air — Pollution — United States 
— States. I. Archer, S R, joint author. II. Blackwood, TR 
, joint author. III. United States. Environmental Protection 
Agency. Office of Research and Development. IV. Industri- 
al Environmental Research Laboratory, Research Triangle 
Park, N.C. V. Monsanto Research Corporation. VI. Title. 
VII. Series: United States. Environmental Protection Agency. 
Environmental protection technology series ; EPA-600/2-77- 
107h. 


OCLC 3796469 


78-10937 


EP 1.23/2:600/2-77-107 I 


Search, W J 


Source assessment : urea manufacture / by W. J. Search 
and R. B. Reznik ; Monsanto Research Corporation. — 
Washington : Environmental Protection Agency, Office of 
Research and Development, Industrial Environmental 
Research Laboratory ; Springfield, Va. : for sale by the Na- 
tional Technical Information Service, 1977. 

22161 

viii, 86 p. : ill. ; 28 cm.— (Environmental protection 
technology series ; EPA-600/2-77-107 1) 

Contract 68-02-1874, ROAP 21AXM-071, Program ele- 
ment 1AB-15, sponsored by Industrial Environmental 
Research Laboratory. Office of Energy, Minerals, and Indus- 
try, Traingle park, N.C. 

@ltem 431-I-12 (microfiche) 

pbk. 

1. *Urea. I. Reznik, R B , joint author. II. United States. 
Environmental Protection Agency. Office of Research and 
Development. III. Monsanto Research Corporation. IV. In- 
dustrial Environmental Research Laboratory, Research Trian- 
gle Park, N.C. V. Title. VI. Title: Urea manufacture. VII. 
Series: United States. Environmental Protection Agency. En- 
vironmental protection technology series ; EPA-600/2-77-107 
l. 


OCLC 3793265 


78-10938 


EP 1.23/2:600/2-77-127 


Peterson, Joseph C 


Closed loop system for the treatment of water pickle liquor 
/ by Joseph C. Peterson. — Research Triangle Park, N.C. : 
Environmental Protection Agency, Office of Energy, 
Minerals, and Industry, Industrial Environmental Research 
Laboratory ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977. 

22161 

vi, 5S p. : ill. ; 28 cm.— (Environmental protection 
technology series ; EPA-600/2-77-127) 

Prepared under grant no. $803358, program element no. 
1BV610. 

Issued July 1977. 

Includes bibliographical references. 

pbk. 

1. *Metal cleaning. 2. *Iron industry and trade. 3. 
*Steel industry and trade. I. Title. II. Series: United States. 
Environmental Protection Agency. Environmental protection 
technology series ; EPA-600/2-77-127. 


OCLC 3741149 
Page 107 





Environmental Protection Agency 


78-10939 


EP 1.23/2:600/2-77-173 

Fine particle charging development / by D.H. Pontius ... [et al.] 
; Southern Research Institute. — Washington : Environmental 
Protection Agency, Office of Research and Development ; 
Springficld, Va. : for sale by the National Technical Informa- 
tion Service, 1977. 

22161 

xvi, 224 p. : ill. ; 28 cm.— (Environmental protection 
technology series ; EPA-600/2-77-173) 

Contract 68-02-1490, ROAP 21ADL-036, Program cle- 
ment IABOI2, sponsored by Industrial Environmental 
Research Laboratory, Office of Energy, Minerals, and Indus- 
try, Research Triangle Park, N.C. 

Issued Aug. 1977. 

Includes bibliographical references. 

@ltem 431-I-12 (microfiche) 

pbk. 

1. *Electrostatics. I. Pontius, DH Il. United States. En- 
vironmental Protection Agency. Office of Research and 
Development. III. Southern Research Institute, Birmingham, 
Ala. IV. Industrial Environmental Research Laboratory, 
Research Triangle Park, N.C. V. Series: United States. En- 
vironmental Protection Agency. Environmental protection 
technology scries ; EPA-600/2-77-173. 


OCLC 3796508 


78-10940 


EP 1.23/2:600/2-77-190 
Dykema, Owen W 

Effects of combustion modifications for NOx control on 
utility boiler efficiency and combustion stability / by Owen 
W. Dykema. — Research Triangle Park, N.C. : Environmen- 
tal Protection Agency, Office of Research Laboratory ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1977. 

22161 

xiii, 91 p. : ill. ; 28 cm.— (Environmental protection 
technology series ; EPA-600/2-77-190) 

Prepared by the Aerospace Corporation under Grant No. 
R803283-02, ROAP No. 21ADG-089, Program element No. 
1LABO1I4. 

Issued Sept. 1977. 

Bibliography: p. 58. 

pbk. 

1. *Combustion. 2. *Boilers. I. Industrial Environmental 
Research Laboratory, Research Triangle Park, N.C. IL. 
Acrospace Corporation. Environment and Energy Conserva- 
tion Division. Ill. Title. IV. Series: United States. Environ- 
mental Protection Agency. Environmental protection 
technology series ; EPA-600/2-77-190. 


OCLC 3803506 


78-10941 


EP 1.23/2:600/2-77-197 
Ramsey, Geddes H 

Evaluation of foam scrubbing as a method for collecting 
fine particulate / by Geddes H. Ramsey ; U.S. Environmental 
Protection Agency, Office of Research and Development, In- 
dustrial Environmental Research Laboratory. — Washington : 
Environmental Protection Agency, Office of Research and 
Development ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977. 

22161 

75 p. in various pagings : ill. ; 28 cm. — (Environmental 
protection technology series ; EPA-600/2-77-197) 

“ROAP 21ADL-007, Program element 1 ASO12.” 


Page 108 


Issued Sept. 1977. 

Includes bibliographical references. 

@ltem 431-I-12 (microfiche) 

pbk. 

1. *Scrubber (Chemical technology) I. United States. En- 
vironmental Protection Agency. Office of Research and 
Development. II. Industrial Environmental Research 
Laboratory, Research Triangle Park, N. C. Ul. Title. IV. 
Series: United States. Environmental Protection Agency. En- 
vironmental protection technology series ; EPA-600/2-77- 
197. 


OCLC 3796561 


78-10942 


EP 1.23/2:600/2-77-203 


Disinfection efficiency and residual toxicity of several waste- 


water disinfectants : / by Ronald W. Ward...[et at.] — Cincin- 
nati, Ohio : Environmental Protection Agency, Office of 
Research and Development, Municipal Environmental 
Research Laboratory ; Springficld, Va. : for sale by the Na- 
tional Technical Information Service, 1976- 

22161 

v. : ill. ; 28 cm.— (Environmental protection technology 
series ; EPA-600/2-77-203) 

Grant no. S-802292. 

Issued Nov. 1977. 

Includes bibliographical references. 

Contents: v.2. Wyoming, Michigan. 

@ltem 431-1-12 

pbk. 

1. Disinfection and disinfectants. 2. Sewage disposal. 3. 
Sewage — Purification — Chlorination. I. Ward, Ronald W 
Il. Municipai Environmental Research Laboratory. Ill. Se- 
ries: United States. Environmental Protection Agency. En- 
vironmental protection technology series ; EPA-600/2-77- 
203. 


OCLC 3601884 


78-10943 


EP 1.23/2:600/2-77-233 


Rolston, Dennis E 


Field measurement of denitrification / by Dennis E. Rol- 
ston, Francis E. Broadbent. — Ada, Okla. : Environment Pro- 
tection Agency, Office of Research and Development, Robert 
S. Kerr Environmental Research Laboratory ; Springfield, 
Va. : for sale by the National Technical Information Service, 
1977. 

22161 

xv, 75 p. : ill. ; 28 cm.— (Environmental protection 
technology series ; EPA-600/2-77-233) 

Prepared under grant no. R804259. 

Issued Nov. 1977. 

Bibliography: p. 72-73. 

@ltem 431-1-12 

pbk. 

1. *Nitrification. I. Braodbent, Francis E , joint author. 
Il. Robert S. Kerr Environmental Research Laboratory. III. 
Title. IV. Series: United States. Environmental Protection 
Agency. Environmental protection technology series ; EPA- 
600/2-77-233. 


OCLC 3738016 





Government Publications — June 1978 


1. *Air — Purification. 2. *Coal. I. Calvert, Seymour, 
joint author. II. Industrial Environmental Research Labora- 
tory, Research Triangle Park, N.C. Ill. Title. IV. Series: 


78-10944 
EP 1.23/2:600/2-77-066a 
Dykema, Owen W 


Inventory of combustion-related emissions from stationary 
sources / by Owen W. Dykema and Vernon E. Kemp. — 
Research Triangle Park, N.C. Environmental Protection 
Agency, Office of Research and Development, Industrial En- 
vironmental Research Laboratory ; Springficld, Va. : for sale 
by the National Technical Information Service, 1977- 

22161 

v. : ill. ; 28 cm.— (Environmental protection technology 
series ; EPA-600/2-77-066a) 

Prepared by the Acrosace Corporation, Environment and 
Energy Division, under Grant No. R803283-02, ROAP No. 
21ADG-089, Program Element No. IABO14. 

Issued Mar. 1977. 

First update. 

1. *Air— Pollution. 2. *Combustion. 3. *Oxides. L. 
Kemp, Vernon E , joint author. II. Industrial Environmental 
Research Laboratory, Research Triangle Park, N.C. IIL. 
Acrospace Corporation. Environment and Energy Conserva- 
tion Division. IV. Title. V. Series: United States. Environ- 
mental Protection Agency. Environmental protection 
technology series ; EPA-600/2-77-066a. 


OCLC 3792483 


78-10945 


EP 1.23/2:670/2-74-069 


Smith, Robert. 


Control schemes for the activated-sludge / by Robert 
Smith, Richard G. Eilers. — Cinicinniati, Ohio : Environmen- 
tal Protection Agnecy, Office of Research and Devcopment, 
National Environment Research Center, 1974. 

22161 

vii, 56 p. : ill. ; 28 cm.— (Environmental protection 
technology series ; EPA-670/2-74-069 ) 

Prepared under program element no. 1BBO43. 

Issued Aug. 1976. 

Includes bibliographical references. 

pbk. 

1. *Sewage sludge. I. Eilers, Richard G , joint author. II. 
National Environmental Research Center, Cincinnati. Il. 
Title. IV. Series: United States. Environmental Protection 
Agency. Environmental protection technology series ; EPA- 
670/2-74-069. 


OCLC 3741547 


78-10946 


EP 1.23/8:600/7-77-071 


Parker, Richard 


High-temperature and high-pressure particulate control 
requirements / Richard Parker and Seymour Calvert. — 
Research Triangle Park, N.C. : Environmental Protection 
Agency, Office of Energy, Minerals, and Industry, Industrial 
Environmental Research Laboratory ; Springfield, Va. : for 
sale by the National Technical Information Service, 1977. 

22161 

viii, 113 p. : ill. ; 28 cm. — (Interagency energy-environ- 
ment research and development program report ; EPA- 
600/7-77-071) 

Prepared under contract no. 68-02-2137, program clement 
nol EHE623A. 

Issued July 1977. 

Bibliography: 103-112. 

@ltem 431-I-62 (microfiche) 

pbk. 


United States. Environmental Protection Agency. Interagency 
energy-environment research and development program re- 
port ; EPA-600/7-77-071. 


OCLC 3741897 


78-10947 


EP 1.23/8:600/7-77-074 


Laboratory study of limestone regeneration in dual alkali 


systems / by J. E. Oberholtzer ... [et al.]. — Research Trian- 
gle Park, N.C. : Environmental Protection Agency, Office of 
Research and Developmnt, Office of Energy, Minerals, and 
Industry, Industrial Environmental Research Laboratory ; 
Springficld, Va. : for sale by the National Technical Informa- 
tion Service, 1977. 

22161 

iv, 33 p.: ill. ; 28 cm. — (Interagency energy-environment 
research and development program report ; EPA-600/7-77- 
074) 

Prepared under contract no. 68-02-1332, task no. 26, 
progrom element no. EHE624. 

Issued July 1977. 

Includes bibliographical references. 

@ltem 431-1-62( microfiche) 

pbk. 

1. *Flue gases — Desulphurization. 2. *Limestone. I. 
Oberholtzer, J E Il. Industrial Environmental Research 
Laboratory, Research Triangle Park, N.C. Ill. Series: United 
States. Environmental Protection Agency. Interagency ener- 
gy-environment research and development program report ; 
EPA-600/7-77-074. 


OCLC 3742089 


78-10948 


EP 1.23/8:600/7-77-075 


Flue gas desulfurization using fly ash alkali derived from 


Western coals / by H. M. Ness ... [et al.]. — Research Trian- 
gle Park, N.C. : Environmental Protection Agency, Office of 
Research and Developmnt, Office of Energy, Minerals, and 
Industry, Industrial Environmental Research Laboratory ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1977. 

22161 

x, 68 p. : ill. ; 28 cm. — (Interagency energy-environment 
research and development program report ; EPA-600/7-77- 
075) 

Prepared under EPA interagency agreement IAG-D5-E681, 
program clement no. EHE624. 

Issued July 1977. 

Includes bibliographical references. 

@ltem 431-1-62 (microfiche) 

pbk. 

1. *Flue gases — Desulphurization. I. Ness, H M_ IL. In- 
dustrial Environmental Research Laboratory, Research Trian- 
gle Park, N.C. III. Series: United States. Environmental Pro- 
tection Agency. Interagency energy-environment research 
and development program report ; EPA-600/7-77-075. 


OCLC 3742169 


Page 109 





Environmental Protection Agency 


78-10949 
EP 1.23/8:600/7-77-081 

Process technology background for environmental assess- 
ment/systems analysis utilizing residual fuel oil / by M. F. 
Tynda!l ... [et al.].— Research Triangle Park, N.C. : En- 
vironmental Protection Agency, Office of Research and 
Developmnt, Office of Energy, Mincrals, and Industry, Indus- 
trial Environmental Research Laboratory ; Springfield, Va. : 
for sale by the National Technical Information Service, 1977. 

22161 

v, 70 p. : ill. ; 28 cm. — (Interagency energy-environment 
research and development program report ; EPA-600/7-77- 
O81) 

Prepared under contract no. 68-02-2155, program clement 
no. EHE623A. 

Issued Aug. 1977. 

Includes bibliographical references. 

@ltcm 431-1-62 (microfiche) 

pbk. 

1. *Electric power production. I. Tyndall, M F_ II. Indus- 
trial Environmental Research Laboratory, Research Triangle 
Park, N.C. Ill. Series: United States. Environmental Protec- 
tion Agency. Interagency cnergy-environment research and 
development program report ; EPA-600/7-77-081. 


OCLC 3742124 


78-10950 
EP 1.23/8:600/7-77-097 
Production cycles in aquatic microcosms / A. Jassby ... [et. al.]. 
— Washington : Environmental Protection Agency, Office of 
Research and Development, Office of Energy, Minerals, and 
Industry ; Springfield, Va.: for sale by the National Technical 
Information Service, 1977. 

22161 

S51 p. : graphs ; 28 cm.— (Interagency energy-environ- 
ment research and development program report ; EPA- 
600/7-77-097 ) 

Research supported by the U.S. Energy Research and 
Development Administration and the Enviornmental Protec- 
tion Agency DS5-E681 through contract no. 77BCC. 

Issued Aug. 1977. 

Bibliography: p. 37-39. 

@ltem 431-1-62 

pbk. 

1. Aquatic biology. I. United States. Environmental Pro- 
tection Agency. Office of Energy, Minerals, and Industry. 
Il. United States. Environmental Research and Development 
Administration. Division of Biomedical and Environmental 
Research. III. Series: United States. Environmental Protec- 
tion Agency. Interagency energy-environment research and 
development program report ; EPA-600/7-77-097. 


OCLC 3249030 


78-10951 
EP 1.23/8:600/7-77-103 a 
Ando, Jumpei 
SO0,abatement for stationary sources in Japan / by Jumpci 
Ando and B. A. Laseke. — Research Triangle Park, N.C. : 
Environmental Protection Agency, Office of Research and 
Devclopmnt, Office of Energy, Minerals, and Industry, Indus- 
trial Environmental Research Laboratory ; Springficld, Va. : 
for sale by the National Technical Information Service, 1977- 
22161 
v. : il. ; 28 cm.— (Interagency energy-environment 
research and development program report ; EPA-600/7-77- 
103 a) 


Page 110 


Prepared under contract no. 68-01-4147, task no. 3, pro- 
gram elementno. EHE624. 

Issued Sept. 1977. 

Includes bibliographical references. 

@ltem 431-I-62 (microfiche) 

pbk. 

1. *Desulphuration. 2. *Air quality management — Japan. 
I. Laseke, B A , joint author. II. Industrial Environmental 
Research Laboratory, Research Triangle Park, N.C. Il. 
Title. IV. Series: United States. Environmental Protection 
Agency. Interagency energy-cnvironment research and 
development program report ; EPA-600/7-77-103 a. 


OCLC 3742308 


78-10952 


EP 1.23/8:600/7-77-103 b 


NOx abatement for stationary sources in Japan / by Jumpei 


Ando ... [et al.]. — Research Triangle Park, N.C. : Environ- 
mental Protection Agency, Office of Research and 
Developmnt, Office of Energy, Minerals, and Industry, Indus- 
trial Environmental Research Laboratory ; Springfield, Va. : 
for sale by the National Technical Information Service, 1977- 

22161 

x, 154 p. : ill. ; 28 cm.— (Interagency energy-environ- 
ment research and development program report ; EPA- 
600/7-77-103 b) 

Work performed under Contract no. 68-01-4147, task no. 
3, program element EHE624. 

Issued Sept. 1977. 

Includes bibliographical references. 

@ltem 431-I-62 (microfiche ) 

pbk. 

1. *Nitrogen oxides. 2. ‘*Air — Pollution— Japan. I. 
Anso, Jumpie II. Industrial Environmental Research 
Laboratory, Research Triangle Park, N.C. Ill. Series: United 
States. Environmental Protection Agency. Interagency ener- 
gy-environment research and development program report ; 
EPA-600/7-77-103 b. 


OCLC 3742359 


78-10953 


EP 1.23/8:600/7-77-107 


Studies of the pressurized fluidized-bed coal combustion 


process / by R. C. Hoke ... [et al.]. — Research Triangle 
Park, N.C. : Environmental Protection Agency, Office of 
Research and Developmnt, Office of Energy, Minerals, and 
Industry, Industrial Environmental Research Laboratory ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1977. 

22161 

xi, 201 p. : ill. ; 28 cm.— (Interagency energy-environ- 
ment research and development program report ; EPA- 
600/7-77-107) 

Prepared under contract no. 68-02-1312 and -1451 pro- 
gram clement no. EHE623A. 

Issued Sept. 1977. 

Includes bibliographical references. 

@ltem 431-1-62 (microfiche) 

pbk. 

1. *Coal. 2. *Combustion. I. Hoke, R C_ IL. Industrial 
Environmental Research Laboratory, Research Triangle Park, 
N.C. Ill. Series: United States. Environmental Protection 
Agency. Interagency energy-cnvironment research and 
development program report ; EPA-600/7-77-107. 


OCLC 3742201 





78-10954 
EP 1.23/8:600/7-77-111 


Hall, Clinton 


Program review procecdings of environmental cffects of 


enegy related activities on marine/esturine ecosystems / com- 
piled by Clinton Hall and Walter Preston. — Washington : 
Environmental Protection Agency, Office of Research and 
Development, Office of Energy, Minerals, and Industry ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1977. 

22161 

ii, 304 p. : ill. ; 28 cm. — (Interagency energy-environ- 
ment research and development program report ; EPA- 
600/7-77-111) 

Issued Oct. 1977. 

Includes bibliographical references. 

@ltem 431-1-62 

pbk. 

1. *Marine ccology. 2. *Estuarine ccology. I. Preston, 
Walter, joint author. II. United States. Environmental Pro- 
tection Agency. Office of Energy, Minerals, and Industry. 
Ill. Title. IV. Series: United States. Environmental Protec- 
tion Agency. Interagency energy-cnvironment research and 
development program report ; EPA-600/7-77-111. 


OCLC 3796624 


78-10955 
EP 1.23/8:600/7-77-129 


Galeski, J B 
Particle size definitions for particulate data analysis / by J. 
B. Galeski. — Research Triangle Park, N.C. : Environmental 
Protection Agency, Office of Research and Developmnt, Of- 
fice of Energy, Minerals, and Industry, Industrial Environ- 


mental Research Laboratory ; Springfield, Va. : for sale by 
the National Technical Information Service, 1977. 

22161 

v, 19 p. : ill. ; 28 cm. — (Interagency energy-environment 
research and development program report ; EPA-600/7-77- 
129) 

Work performed under Contract 68-02-2609. 

Prepared under contract no. 68-02-2084, SRI project 
4432. 

Issued Nov. 1977. 

Includes bibliographical references. 

@ltcem 431-I-62 (microfiche ) 

pbk. 

1. *Particle size determination. I. Industrial Environmen- 
tal Research Laboratory, Research Triangle Park, N.C. Hl. 
Title. Il. Series: United States. Environmental Protection 
Agency. Interagency energy-environment research and 
development program report ; EPA-600/7-77-129. 


OCLC 3741784 


78-10956 
EP 1.57/3:C 43/2 
United States. Environmental Protection Agency. Region V. 
Tunnel component of the tunnel and reservoir plan 
proposed by the metropolitan sanitary district of Greater 
Chicago : lower Des Plaines system. — Chicago, Ill. : En- 
vironmental Protection Agency, Region 5, Water Division, 
1977. 
60604 
S01 p. in various pagings : ill., maps ; 28 cm. 
At head of title: Final environmental impact statement. 
EPA-5-IL-COOK-INT-77. 
Prepared by the U.S. Environmental Protection Agency, 
Region V and Booz, Allen, and Hamilton Inc. 


Government Publications — June 1978 


Issued Aug. 1977. 

@ltem 431-1-55 

pbk. 

1. *Water quality management — Illinois — Chicago. I. 
Booz, Allen and Hamilton, inc. IL. Title. 


OCLC 3758125 


78-10957 
EP 1.57/4:N 69/2 
United States. Office of Noise Abatement and Control. 

Proposed bus noise emission regulation / U.S. Environmen- 
tal Protection Agency, Office of Noise Abatement and Con- 
trol. — Washington : Environmental Protection Agency, Of- 
fice of Noise Abatement and Control, 1977. 

20460 

688 p. in various pagings : ill. ; 28 cm.— (EPA ; 550/9- 
77-201) 

At head of title: Noise emission standards for transporta- 
tion equipment. 

Issued Aug. 1977. 

Includes bibliographical references. 

Contents: Pt. 1. Draft environmental 
ment.—Pt. 2. Background document. 

@ltem 431-I-55 

pbk. 

1. *Noise control — United States. 2. *Motor buses — 
Law and legislation — United States. I. Title. 


impact _ state- 


OCLC 3795981 


78-10958 
EP 1.74:Al 1 
United States. Environmental Protection Agency. Office of 
Energy, Minerals, and Industry. 

Alaskan oil transportation issues. — [Washington] : En- 
vironmental Protection Agency, Office of Research and 
Development, Office of Energy, Minerals and Industry ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1977. 

22161 

11 p.: ill, map ; 28 cm.— (Energy/environment R&D 
decision series ; EPA-600/9-77-019) 

Text by Richard D. Brown and Richard M. Helfand. 

Issued Oct. 1977. 

Bibliography: p. 11. 

@ltem 431-I-71 

pbk. 

1. *Petroleum — Alaska — Transportation — Environmen- 
tal aspects. 2. *Petroleum — Alaska — Pipe lines — En- 
vironmental aspects. I. Brown, Richard D II. Helfand, 
Richard M_ Ill. Title. IV. Series: United States. Environ- 
mental Protection Agency. Energy/environment R&D deci- 
sion series ; EPA-600/9-77-019. 


OCLC 3566182 


AIR PROGRAMS OFFICE 
Environmental Protection Agency 
Washington, DC 20460 


78-10959 
EP 4.16:973 
Progress in the prevention and control of air pollution. 
Washington, Environmental Protection Agency. 
401 M St. SW, 20460 
ill. 27 cm. 


Page 111 





Air Programs Office — Environmental Protection Agency 


“Annual report of the Administrator of the Environmental TECHNOLOGY TRANSFER 
Environmental Protection Agency 
Washington, DC 20460 


Protection Agency to the Congress of the United States in 
compliance with the Clean air act as amended.” 

1973. 78-10962 

, ‘ : : " EP 7.2:P 76/2 

. Air — Pollution — ted tates. 2. A alit ; : . 

: a . nun — ~ . r = " . plier Environmental Research Information Center. 
management — United States. 1. United States. Environmen- Assessment of rural nonpoint source pollution : a model 
tal Protection Agency. based on the Universal soil loss equation / U.S. Environmen- 
tal Protection Agency, Environmental Research Information 
Center. — Washington : Environmental Protection Agency, 
Environmental Research Information Center, Technology 
Transfer, 1977. 
PESTICIDE PROGRAMS OFFICE 20460 

Environmental Protection Agency iv, 12 p.: ill., maps ; 28 cm. — (EPA ; 440/3-77-018) 

Chamblee, GA 30341 On cover: A case history in 208 water quality management 
planning. 
Issued Nov. 1977. 
EP 5.13:540/1-75-001 ge a ct 

‘ *, g ‘ ; . 9g CT) > ~ Ace P r 
serena rene ihannen, 6 er eran Office of 1. “Water quality management — United States — Mathe- 

Pesticide Programs. Criteria and Evaluation Division. matical models. 1. United States. Environmental Protection 

Initial scientific and minieconomic review of parathion. — Agency. Il. Title. 


OCLC 2902992 


78-10960 


Washington : Environmental Protection Agency, Office of 
Pesticide Programs, Criteria and Evaluation Division ; Spring- 
ficld, Va. : for sale by the National Technical Inf ti 
= y Pi sale by the National Technical Information ENERGY RESEARCH AND DEVELOPMENT 
ervice, 5. 

ADMINISTRATION 


6 . 
ways at ’ Washington, DC 20545 
xii, 271 p. : ill. ; 28 cm. — (EPA ; 540/1-75-001) 


OCLC 3798647 


ey hs oe oe : 78-10963 
At head of title: Substitute chemical program. ER 1.2:M 56 
Includes bibliographics. Hagen, David LeRoy 
pbk. Methanol : its synthesis, use as a fuel, economics, and 
: ; hazards ... / by David LeRoy Hagen. — [Washington] : Ener- 
*p. 
1. “Paeee. “2. Toe. gy Research and Development Administration ; Springfield, 
Va. : for sale by the National Technical Information Service, 
OCLC 3736711 1976. 
22161 
RADIATION PROGRAMS 179 p. in various pagings : ill. ; 27 cm. 
Thesis (M.S.)—University of Minnesota. 
Environmental Protection Agency Issued Dec. 1976. 
Rockville, MD 20852 Bibliography: p. BI-1 - BIV-2. 
pbk. 
78-10961 1. *Methanol. I. United States. Energy Research and 
EP 6.8:T 68 Development Administration. II. Title. 


United States. Environmental Protection Agency. Office of 
Radiation Programs. Criteria and Standards Division. 

Proposed guidance on dose limits for persons exposed to 78-10964 

transuranium elements in the general environment : summary 


OCLC 3798066 


ER 1.8:En 2/5 
ayer — Washington : Environmental Protection Agency, — Gites at hehe he ate rer a 
Office of Radiation Programs, Criteria and Standards Divi- Managing the socioeconomic impacts of energy develop- 
sion, 1977. ment : a guide for the small community. — [Washington] : 
20460 Energy Research and Development Administration, Office of 
241 p. in various pagings : ill. ; 28 cm.— (EPA ; 520/4- Planning, Analysis, & Evaluation : for sale by the Supt. of 
17-016) Docs., U.S. Govt. Print. Off., 1977. 
20402 
Issued Sept. 1977. 75 p.: ill. ; 27 cm. — (ERDA ; 77-79) 
Issued Sept. 1977. 
@ltem 1051-C 
@licm 498-C-3 S/N 061-000-00005-4 
pbk. pbk. : $2.20 
1. *Energy policy — Social aspects — Handbooks, manuals, 
etc. 


Includes bibliographies. 


1. *Transuranium clements. I. Title. 


OCLC 3803580 OCLC 3741691 


Page 112 





Government Publications — June 1978 


78-10965 78-10968 
ER 1.11:BERC/TPR-76/1 
Hanover Petroleum Corporation. 

Little Tom Thermal Recovery Demonstration Project, 
Zavala County, Texas / by Hanover Petroleum Corporation. 
— Oak Ridge, Tenn. : Energy Research and Development 
Administration, Technical Information Center ; Springficld, 
Va. : for sale by the National Technical Information Center, 
1976. 

22161 

vii, 33 p. : ill. ; 28 cm. 

“BERC/TPR-76/1.” 

Contract no. E(34-1 )-0002. 

Issued Apr. 1976. 

First annual report, February 1975-January 1976. 


ER 1.11:ANL-FE-49622-6 
Argonne National Laboratory, Argonne, Ill. 

Instrumentation and process control for fossil demonstra- 
tion plants. — [Washington] : Energy Research and Devclop- 
ment Administration ; Springficld, Va. : for sale by the Na- 
tional Technical Information Service, 1977. 

22161 

v, : ill. ; 28 cm. 

At head of title on cover: Fossil energy. 

““ANL-FE-49622-6.” 

Prepared under contract no. W-31-109-ENG-38 

Includes bibliographical references. 

Contents: Quartley report progress report, January-March 


1977. pbk 
Semon LOGIC Cenepatiche) 1. *Secondary recovery of oil. I. United States. Energy 


bk. mae . ‘ 

pbk . Research and Development Administration. Technical Infor- 

1. *Process control. I. United States. Energy Research 
and Development Administration. II. Title. 


mation Center. II. Title. 


OCLC 3781148 
78-10969 


OCLC 3793412 


br as ER 1.11:BERC/TPR-76/3 
Kewance Oil Company. 


North Stanley polymer demonstration project : first annual 


ER 1.11:BERC/PPS-77/4 
Shelton, Ella Mac. 


Heating oils, 1977 / by Ella Mac Shelton ; Bartesville Ener- 
gy Research Center.— [Oak Ridge, Tenn.] : Energy 
Research and Development Administration, Office of Public 
Affairs, Techincal Information Center ; Springficld, Va. : for 
sale by National Technical Information Service, 1977. 

22161 

ii, 41 p. : ill. ; 27 cm.— (Petroleum products survey ; 
BERC/PPS-77/4) 

Issued Aug. 1977. 

Includes bibliographical references. 

@ltem 1051-C (microfiche ) 

pbk. 

1. *Petroleum as fuel. I. United States. Energy Research 
and Development Administration. Technical Information 
Center. Ul. Title. Ill. Series: United States. Energy 
Research and Development Administration. Petroleum 
products survey ; BERC/PPS-77/4. 


report / Kewanee Oil Company. — Oak Ridge, Tenn. : Ener- 
gy Research and Development Administration, Technical In- 
formation Center ; Springfield, Va. : for sale by the National 
Technical Information Center, 1976. 

22161 

iv, 159 p. : ill. ; 28 cm. 

“BERC/TPR-76/3.” 

Prepared for the Energy Research and Development Ad- 
ministration under Contract EY-76-C-02-0029.000, formerly 
E(34-1 )-0029. 

Issued Oct. 1976. 

pbk. 

1. *Oil field flooding. 2. *Secondary recovery of oil. I. 
United States. Energy Research and Development Adminis- 
tration. Technical Information Center. II. Title. 


OCLC 3781320 


78-10970 
GELC 3796426 ER 1.11:BERC/TPR-76/4 
Cities Service Oil Company. 


78-10967 , . , 
EL Dorado Micellar-Polymer Demonstration Project 


ER 1.11:BERC/RI-76/19 
El Paso Natural Gas Company. 

Pinedale Unit MHF experiments : final report / El Paso 
Natural Gas Company.— Oak Ridge, Tenn. : Energy 
Research and Development Administration, Technical Infor- 
mation Center ; Springficld, Va. : for sale by the National 
Technical Information Center, 1976. 

22161 

iv, 35 p. : ill. ; 28 cm. 

“BERC/RI-76/19." 

Prepared for ERDA under Contract E(34-1)-0033. 

Issued Dec. 1976. 

Includes bibliographical references. 

pbk. 

1. *Magnetohydrodynamic generators. I. United States. 
Energy Research and Development Administration. Techni- 
cal Information Center. II. Title. 


OCLC 3781337 


second annual report July 1975-May 1976 / by G.W. Rosen- 
wald, editor, R.J. Miller, assistant editor, J. Vairtogs, assistant 
editor ; Cities Service Oil Company. — [Oak Ridge, Tenn.] : 
Energy Research and Development Administration, Techni- 
cal Information Center ; Springficld, Va. : for sale by the Na- 
tional Technical Information Center, 1976. 

22161 

xvi, 88, 154 p.: ill. ; 28 cm. 

“BERC/TPR-76/4.” 

Prepared for Energy Research and Development Adminis- 
tration under contract no. E(34-1)-0003. 

Issued Nov. 1976. 

pbk. 

1. *Oil field flooding. 2. *Secondary recovery of oil. I. 
Rosenwald, G W_ II. United States. Energy Research and 
Development Administration. Technical Information Center. 
Ill. Title. 


OCLC 3781178 
Page 113 





Energy Research and Development Administration 


78-10971 
ER 1.11:CONF-76-03-57 
Association for ERDA Systems, Operations and Programming. 
Procecdings, AESOP conference, volume 14 : Arlington, 
Virginia, March 31-April 2, 1976. — | Washington] : Energy 
Research and Development Administration ; Springficld, Va. 
: for sale by the National Technical Information Service, 
1976. 
22161 
iv, 380 p. : ill. ; 28 cm. 
“"“CONF. 76-03-57.” 
Bibliography: p. 38-41. 
@ltem 1051-C 
pbk. 
1. *Electronic data processing — Congresses. I. United 
States. Energy Research and Devclopment Administration. 


OCLC 3086870 


78-10972 
ER 1.11:CONF-760355 
Agriculture Processing Industry Workshop on Energy Conscr- 
vation, Washington, D.C., 1976. 

Report of the procecdings of the Agriculture Processing In- 
dustry Workshop on Energy Conservation, Washington, D.C., 
March 4 & 5, 1976 / prepared for Energy Research and 
Development Administration, Division of Industrial Energy 
Conservation ; prepared by Washington Scientific Marketing, 
Inc. — Oak Ridge, Tenn. : Energy Research and Develop- 
ment Administration, Technical Information Center ; Spring- 
ficld, Va. : for sale by the National Technical Information 
Service, 1976. 

22161 

xi, 83 p. ; 28 cm. 

“CONF-760355.”" 

@ltem 1051-C (microfiche ) 

pbk. 

1. *Agriculture — United States — Energy consumption — 
Congresses. 2. *Energy conservation — United States — 
Congresses. I. United States. Energy Research and Develop- 
ment Administration. Division of Industrial Energy Conserva- 
tion. II. Washington Scientific Marketing, inc. III. Title. 


OCLC 3774907 


78-10973 
ER 1.11:CONF-760491 
Symposium on Technological Innovation, Washington, D.C., 
1976. 

Technological innovation and economic development : has 
the U.S. lost the initiative? : proceedings on a Symposium on 
Technological Innovation, Washington, D.C., April 19-20, 
1976 / sponsored by Massachusctts Institute of Technology, 
Cambridge, Massachusctts, and the MIT Club of Washington, 
Washington, D.C. edited by Kenneth F. Gordon. — 
| Washington] : Energy Research and Development Adminis- 
tration ; Springfield, Va. : for sale by National Technical In- 
formation Service, 1976. 

iii, 193 p. ; 28 cm. 

“CONF-760491." 

Includes bibliographical references. 

@ltem 1051-C (microfiche ) 

pbk. 


Page 114 


1. Technological innovations — United States — Con- 
gresses. 2. Technology and state — United States — Con- 
gresses. 3. United States — Economic conditions — Con- 
gresses. I. Gordon, Kenneth K_ Il. Massachusetts Institute 
of Technology. Ill. MIT Club of Washington. IV. Title. 
T175.8.S97 1977 
338.973 
OCLC 3239564 


78-10974 


ER 1.11:CONF-760503-P 1 
International Conference on Liquid Metal Technology in Encr- 
gy Production, Champion, Pa., 1976. 

Proceedings of the International Conference on Liquid 
Metal Technology in Energy Production, ... May 3-6, 1976, 
Champion, Pennsylvania / editor, M. H. Cooper. — 
| Washington] : Energy Research and Development Adminis- 
tration ; Springfield, Va. : for sale by the National Technical 
Information Service, 1976. 

22161 

xii, 451 p. : ill. ; 28 cm. 

““CONF-760503-P 1." 

Sponsored by: American Nuclear Society, Material 
Sciences Division; AIME, Institute of Metals Division; United 
States Energy Research & Development Administration, Pitt- 
sburgh Section, American Nuclear Society. 

Includes bibliographical references. 

@ltem 1051-C (microfiche) 

pbk. 

1. *Liquid metal cooled reactors. I. Cooper, M H_ Il. 
United States. Energy Research and Development Adminis- 
tration. III. Title. 


OCLC 3803416 


78-10975 
ER 1.11:CONF-760927 
Hanford Biology Symposium, 16th, Richland, Wash., 1976. 

Pulmonary macrophage and epithelial cells : proceedings 
of the Sixteenth Annual Hanford Biology Symposium at 
Richland, Washington, September 27-29, 1976 / editors, C. 
L. Sanders ... [et al.]. — Oak Ridge, Tenn. : Energy Research 
and Development Administration, Technical Information 
Center ; Springfield, Va. : for sale by the National Technical 
Information Service, 1977. 

ix, 618 p. : ill. ; 23 cm. — (ERDA symposium series ; 43) 

““CONF-760927." 

Sponsored by Division of Biomedical and Environmental 
Research, Energy Research and Development Administra- 
tion, and Pacific Northwest Laboratories, Battelle Memorial 
Institute. 

Issued Sept. 1977. 

Includes bibliographical references. 

@ltem 1051-C (microfiche ) 

ISBN 0-8707-9204-0 : $9.75 

1. Macrophages — Congresses. 2. Epithelium — Con- 
gresses. 3. Lungs— Congresses. I. Sanders, Charles 
Leonard, 1938- II. United States. Energy Research and 
Development Administration. Technical Information Center. 
Ill. United States. Energy Research and Development Ad- 
ministration. Division of Biomedical and Environmental 
Research. IV. Battclle Memorial Institute, Columbus, Ohio. 
Pacific Northwest Laboratory, Richland, Wash. V. Title. 
VIL. Series: United States. Energy Research and Development 
Administration. ERDA symposium series ; 43. 
QOR185.8.M3H36 1976 
$99/.02 
OCLC 3516822 





78-10976 
ER 1,.11:CONF-761156 
Symposium on Use of Solar Energy for Poultry and Livestock 
Production, Auburn University, 1976. 

Proceedings of Symposium on Use of Solar Energy for 
Poultry and Livestock Production, Auburn University, Au- 
burn, Alabama, November 9-10, 1976. — [Washington] 
Energy Research and Development Administration, Division 
of Solar Energy ; Springfield, Va. : for sale by the National 
Technical Information Service, 1976. 

22161 

iv, 248 p. : ill. ; 28 cm. 

“CONF-761156.” 

Co-sponsored by Energy Research and Development Ad- 
ministration ... [et al.] 

Includes bibliographical references. 

pbk. 

1. *Solar energy. 2. *Poultry industry. 3. *Animal indus- 
try. I. United States. Energy Research and Development 
Administration. Division of Solar Energy. II. Title. 


OCLC 3799267 


78-10977 
ER 1.11:CONF-770107 
United States. Energy Research and Development Administra- 
tion. Division of Nuclear Research and Applications. 
Proceedings of an Information Mccting on accclerator- 
breeding held at Brookhaven National Laboratory, Upton, 
New York, January 18-19, 1977. — [Washington] : Energy 
Research and Development Administration, Division of 
Physical Research, Division of Nuclear Research and Appli- 
cations ; Springficld, Va. : for sale by the National Technical 
Information Service, 1977. 
22161 
vii, 410 p. : ill. ; 28 cm. 
“CONF-770107.” 
Includes bibliographical references. 
@ltem 1051-C 
pbk. 
1. *Linear accelerators. 2. *Nuclear reactors — Design 
and construction. I. Title. 


OCLC 3440250 


78-10978 
ER 1.11:CONF-770402-6 
Morozov, G N 

Comparative evaluation of technical and economic indices 
for MHD and thermionic toppers for steam turbine facilities / 
G. N. Morozov. — [Washington] : Energy Research and 
Development Administration, Division of Mag- 
netohydrodyamics, 1977. 

20545 

17 p. : ill. ; 28 cm. 

““CONF-770402-6.” 

At head of title: MHD. 

Paper transmitted during U.S.-U.S.S.R. Cooperative Pro- 
gram in MHD Power Generation Joint Standing Stecring 
Committee meeting April 13-21, 1977, Washington, D.C. 

Includes bibliographical references. 

pbk. 

1. *Magnetohydrodynamic generators. 2. *Thermionic 
converters. 3. *Steam power-plants. I. United States. Ener- 
gy Research and Development Administration. Division of 
Magnctohydrodynamics. _ II. Title. 


* OCLC 3774947 


Government Publications — June 1978 


78-10979 
ER 1.11:CONF 7605138 
Arthur D. Little, inc. 

Proceedings : technical opportunities for energy conserva- 
tion inbuildings through improved controls ... / prepared by 
Arthur D. Little, inc. — [Washington] : Energy Research and 
Development Administration, Division of Buildings and Com- 
munity systems ; Springfield, Va. : for sale by the National 
Technical Information Service, [19767] 

22161 

xxxii, 287, A-28 p. : ill. ; 28 cm. 

“CONF 7605138.” 

Proceedings of a conference held May 10, 1976, Boston, 
Mass. 

Prepared under contract E(11.1)-2796. 

Includes bibliographical references. 

pbk. 

1. *Environmental engineering (Buildings) — Congresses. 
2. *Energy conservation — Congresses. I. United States. 
Energy Research and Development Administration. Division 
of Buildings and Community Systems. II. Title. III. Title: 
Technical opportunities for energy conservation in buildings 
through improved controls. 


OCLC 3781031 


78-10980 
ER 1.11:CONF 7605139 


Arthur D. Little, inc. 

Proceedings : technical opportunities for energy conserva- 
tion inappliances ... / prepared by Arthur D. Little. inc. — 
[Washington] : Energy Research and Development Adminis- 
tration, Division of Buildings and Community systems ; 
Springfield, Va. : for sale by the National Technical Informa- 


tion Service, [19767] 

22161 

xxviii, 274, A-31 p. : ill. ; 28 cm. 

“CONF 7605139.” 

Proceedings of a conference held May 11, 1976, Boston, 
Mass. 

Prepared under contract E(11-1)-2796. 

Includes bibliographical references. 

pbk. 

1. *Energy conservation — Congresses. 2. *Electric ap- 
paratus and appliances — Congresses. I. United States. 
Energy Research and Development Administration. Division 
of Buildings and Community Systems. II. Title. III. Title: 
Technical opportunities for energy conservation in ap- 
pliances. 


OCLC 3781055 


78-10981 
ER 1.11:CONS/2050-1/v.3 
Love,C G 
Analysis and forecast of electrical distribution system 
materials : final report / C. G. Love. — Washington : Energy 
Research and Development Administration, Office of Conser- 
vation, Division of Electric Energy Systems ; Springfield, Va. 
: for sale by the National Technical Information Service, 
1976- 
22161 
v.; 28 cm. 
“CONS/2050-1". 
Prepared by Westinghouse Research Laboratories, Pitt- 
sburgh, Pa., unedr contract no. E(49-18 )-2050. 
At head of title: Energy conservation. 
Chiefly tables. 
Some reports not available through depository distribution. 


Page 115 





Energy Research and Development Administration 


Bibliography: p. 9. 

Contents: v.3. Appendix. 

@ltem 1051-G (microfiche) 

pbk. 

1. *Electric power systems. 2. *Electricity — Matcrials. 
I. United States. Energy Research and Development Adminis- 
tration. Division of Electric Energy Systems. Il. 
Westinghouse Research Laboratorics, Pittsburgh. _ III. Title. 


OCLC 3383443 


78-10982 
ER 1.11:CONS/2103-2 
Resource Planning Associates. 

European wastc-to-energy systems : 
Cheneniers, Switzerland / Resource Planning Associates, inc., 
Washington, D.C. and Paris and Consultex, S. A. Geneva. — 
Oak Ridge, Tenn. : Energy Research and Development Ad- 
ministation, Technical Information Center ; Springfield, Va. : 
for sale by the National Technical Information Service, 1975. 

22161 

iv, 37 p. : ill. ; 28 cm. 


case study of Geneva- 


At head of title on cover: Conservation. 

“CONS/2 103-2.” 

Prepared for the Energy Research and Development Ad- 
ministration, Division of Buildings and Coummunity Systems 
under contract no. EC-77-C-01-2103. 

Issued May 1977. 

Bibliography: p. 35. 

@ltem 1051-C (microfiche ) 

pbk 

1. *Energy transfer. 2. *Scwage disposal plants — United 
States. I. United States. Energy Research and Development 
Administration. Division of Transportation Energy Conserva- 
tion. Il. United States. Energy Research and Development 
Buildings and Community 
IV. Title. 


Administration. Division of 
Systems. Hl. Consultex, S. A. 


OCLC 3782373 


78-10983 
ER 1.11:CONS/2253-1 
Washington Scientific Marketing, inc. 

ERDA programs and objectives : 
food processing / prepared by Washington Scientific Market- 
ing, inc. Elizabeth A. Towne, editor. — [Washington] 
Energy Research and Development Administration, Divison 
of Industrial Energy Conservation ; Springfild, Va. : for sale 
by National Technical Information Service, 1977. 

22161 

48 p. ; 27 cm. 

“CONS/2253-1." 

Issued July 1977. 

@ltem 1051-C (microfiche ) 

pbk. 

1. *Food industry and trade — United States — Energy 
consumption. 2. *Energy conservation — United States. I. 
Towne, Elizabeth A_ IL. United States. Energy Research and 
Development Administration. Division of Industrial Energy 

Ill. Title. 


energy conservation in 


Conservation. 
OCLC 3774846 


Page 116 


78-10984 
ER 1.11:CONS/3800-1 

Helium research in support of superconducting power transmis- 
sion : annual report for the period, July 1975-September 
1976 / M.C. Jones {et al.] — [| Washington] Energy 
Research and Development Administration, Office of the 
Assistant Administrator for Conservation, Division of Electric 
Energy Systems ; Springficld, Va. : for sale by the National 
Technical Information Service, 1977. 

$285 Port Royal Road, 22161 

vii, 90 p. : ill., diagrs. ; 28 cm. 

At head of title : Energy conservation. 

“CONS/3800-1.” 

Work performed by Cryogenics Division, National Bureau 
of Standards, Boulder, Colo. under contract no. E(49-1)- 
3800. 

Includes bibliographical references. 

@ltem 1051-C 

pbk. 

1. *Superconductors — Thermal properties. 2. *Helium. 

I. Jones, M C Il. United States. Energy Research and 
Development Administration. Division of Electric Energy 
Systems. Il. United States. Institute for Basic Standards. 
Cryogenics Division. 


OCLC 3792468 


78-10985 
ER 1.11:COO-0039-5 
Slattery, J C 

Interfacial effects in the recovery of residual oil by dis- 
placement : studies at Northwestern University / J. C. Slat- 
tery ... and A. A. Kovitz. — [Washington] : Energy Research 
and Development Administration ; Springfield, Va. : for sale 
by the National Technical Information Service, 1977- 

22161 

v.: ill. ; 28 cm. 

At head of title on cover: Fossil energy. 

“COO-0039-5.”" 

Prepared under contract no. EY-76-S-02-0039 for Energy 
Research and Development Administration. 

Issued March 1977. 

Bibliography: p. 6. 

Contents: Annual report, March 1, 1976-February 28, 
1977. 

@ltem 1051-C (microfiche) 

pbk. 

1. *Secondary recovery of oil— United States. 2. 
*Substitution reactions. I. Kovitz, A A , joint author. II. 
United States. Energy Research and Development Adminis- 
tration. Ill. Title. 


OCLC 3774568 


78-10986 
ER 1.11:COO-0056-4 
Carnegie-Mellon University. Dept. of Chemical Engincering. 
Synthoil hydrodynamics : final report / H. Brenner, D. C. 
Prieve, and B. Fitch. — [Washington] : Energy Research and 
Development Administation, Springfield, Va. : for sale by the 
National Technical Information Service, 1977. 
22161 
9 p. ; 28 cm. 
At head of title on cover: Fossil energy. 
“COO-0056-4." 
Prepared under contract no. E( 36-2 )-O0056. 
Issued Mar. 1977. 
Authors: H. Brenner, D. C. Prieve, and B. Fitch. 
pbk. 





Government Publications — June 1978 


1. *Wind power. I. United States. Energy Research and 


1. *Hydrodynamics — Mathematical models. I. Brenner, 
Development Administration. Division of Solar Energy. 


H_ Il. Prieve, DC _ Ill. Fitch, B- IV. United States. Energy 


Research and Development Administration. V. Title. 
OCLC 3783777 


OCLC 3783469 78-10990 


78-10987 ER 1.11:COO-2580-1 


Gold, Harris. 

Effect of water treatment on the comparative costs of 
evaporative and dry cooled power plants / by Harris Gold, 
David J. Goldstein, David Yung. — Oak Ridge, Tenn. : Ener- 
gy Research and Development Administration, Technical In- 

field, Va. : for sale by the National Technical Information formation Center ; Springficld, Va. : for sale by the National 
Service, 1976. Technical Information Service, 1977. 

22161 22161 

198 p. : ill. ; 28 cm. viii, 145 p.: ill. ; 28 cm. 

“COO-2250-18.” “COO-2580-1.” 

Contract At(11-1)-2250. Prepared under Contract No. E(11-1)-2580. 

MITNE-179. Issued July 1976. 

Issued Feb. 1976. Includes bibliographical references. 

Bibliography: p. 195-197. @ltem 1051-(microfiche ) 

pbk. pbk. 

1. *Liquid metal cooled reactors. 2. *Gamma rays. I. 1. *Steam power-plants — United States — Cooling. 2. 
Driscoll, M J , joint author. II. United States. Energy *Atomic power-plants — United States. I. Goldstein, David 
Research and Development Administration. Technical Infor- J , jt. auth. Il. Yung, David, jt. auth. Ill. United States. 
mation Center. II. Title. Energy Research and Development Administration. Techni- 
cal Information Center. IV. Title. 


ER 1.11:COO-2250-18 
Kalra, MS 
Gamma heating in LMFBR media / M. S. Kalra and M. J. 
Driscoll. — Oak Ridge, Tenn : Energy Research and Develop- 
ment Administration, Technical Information Center ; Spring- 


OCLC 3739770 
OCLC 3737878 
78-10988 
ER 1.11:COO/2446-8 78-10991 
Winston, Roland ER 1.11:COO/2604-76/1 
Bienert, Walter B 


Non-imaging concentrators for wide angle collection of 
solar energy ... / ... Roland Winston ... J.J. O’Gallagher.? — 
| Washington] : Energy Research and Development Adminis- 
tration, Division of Solar Energy ; Springfield, Va. : for sale 
by the National Technical Information Service, 1977- 

22161 

v.: ill. ; 28 cm. 

“COO/2446-8.” 

ERDA Grant EY-76-S-02-2446. 

Previous title : Solar energy concentration. 

Contents: Progress report for period July 1, 1976-April 30, 
1977. 

pbk. 

1. *Solar collectors. I. O’Gallagher, J J , joint author. II. 
United States. Energy Research and Development Adminis- 
tration. Division of Solar Energy. III. Title. 


OCLC 3739907 


78-10989 


ER 1.11:COO/2578-1/3 

Wind energy mission analysis. — [Washington] : Energy 
Research and Development Administation, Division of Solar 
Energy ; Springficld, Va. : for sale by the National Technical 
Information Center, 1977. 

22161 

580 p. in various pagings : ill. ; 28 cm. 

“COO/2578-1/3.” 

Prepared for the U.S. Energy Research and Development 
Administration, Division of Solar Energy, under ERDA con- 
tract no. EY-76-C-02-2578 (E( 11-1)-2578). 

Issued Feb. 1977. 

Includes bibliographies. 

Contents: Final report, appendices. 

@ltem 1051-C (microfiche ) 

pbk. 


Final report for heat pipes applied to flat-plate solar collec- 
tors / Walter B. Bienert, David A. Wolf. — [Washington] : 
Energy Research and Development Administration, Division 
of Solar Energy ; Springfield, Va. : for sale by the National 
Technical Information Service, 1976. 

22161 

iv, 56 p.: ill. ; 28 cm. 

“COO/2604-76/1.” 

“Prepared with support of the United States Energy 
Research and Development Administration (formerly 
NSF/RANN) under Contract No. E(11-1)-2604.” 

Issued May 1976. 

Includes bibliographical references. 

@ltem 1051-C (microfiche) 

pbk. 

1. *Solar collectors. I. Wolf, David A , jt. auth. II. 
United States. Energy Research and Development Adminis- 
tration. Division of Solar Energy. III. Title. 


OCLC 3739482 


78-10992 


ER 1.11:COO/2613-2 


Jordan, P F 


Segmented and self-adjusting wind turbine rotors ... / P. F. 
Jordan and R. L. Goldman. — Oak Ridge, Tenn. : Energy 
Research and Development Administration Technical Infor- 
mation Center ; Springficld, Va. : for sale by the National 
Technical Information Center, 1976. 

22161 

v, 107 p. : ill. ; 28 cm. 

“COO/2613-2." 

Prepared for the U.S. Energy Research and Development 
Administration, Division of Solar Energy, under contract no. 
E(11-1)-2613. 

Final report. 


Page 117 





Energy Research and Development Administration 


Issucd Apr. 1976. 

@ltem 1051-C (microfiche ) 

pbk. 

1. *Windmills. 1. Goldman, R L , joint author. II. United 
States. Energy Research and Development Administration. 
Division of Solar Energy. 


OCLC 3783747 


78-10993 


ER 1.11:COO/2705-1 


Jacobsen, Alan S 


Solar heating & cooling of mobile homes, phase Il / by 
Alan S. Jacobsen. — Oak Ridge, Tenn. : Energy Research 
and Development Administation, Technical Information 
Center ; Springficld, Va. : for sale by the National Technical 
Information Center, 1976. 

22161 

127 p. in various pagings : ill. ; 28 cm. 

At head of title: Final report. 

“COO/2705-1.” 

Prepared for the U.S. Energy Research and Development 
Administration, Division of Solar Energy, under contract no. 
EY -76-C-02-2705, formerly no. E(11-1)-2705. 

Appendix A includes final report on Task 4, consumer de- 
mand analysis, prepared by Marketing and Strategic Planning 
Consulting Services, General Electric Company, Bridgeport, 
Conn. 

Issucd Dec. 1976. 

Includes bibliographical references. 

@ltem 1051-C 

pbk. 

1. *Solar heating. 2. *Air conditioning. 3. *Mobile 
homes. I. United States. Energy Research and Development 
Administration. Division of Solar Energy. 


OCLC 3783854 


78-10994 


ER 1.11:COO-2730-2 
Harvey, W W 

Control of hydrogen sulfide cmission from geothermal 
power plants ... / by W. W. Harvey, F. C. Brown, M. J. 
Turchan. — [Washington] : Energy Research and Deveclop- 
ment Administration, Division of Geothermal Energy ; 
Springficld, Va. : for sale by the National Technical Informa- 
tion Center, 1976- 

v.: ill. ; 28 cm. 

“COO-2730-2." 

Prepared under contract no. E( 11-1 )-2730. 

Issued July 1976. 

Includes bibliographical references. 

Contents: Annual status report for period | June 1975 to 
31 May 1976. 

pbk. 

1. *Geothermal enginecring. I. Brown, F C , jt. auth. IL. 
Turchan, M J, jt. auth. Hl. United States. Energy Research 
and Development Administration. Division of Geothermal 
Energy. IV. Title. 


OCLC 3739690 


Page 118 


78-10995 
ER 1.11:COO-2823-1 
Preliminary test report 10 KWt solar energy receiver. — 
[Washington] : Energy Research and Development Adminis- 
tration, Division of Solar Energy ; Springfield, Va. : for sale 
by the National Technical Information Service, 1976. 
22161 
iv, 27 p.: ill. ; 28 cm. 
“"COO-2823-1." 
Prepared under Contract E(11-1)-2823 for U.S. Energy 
Research and Development Administration. 
Issued Oct. 1976. 
Test period, July 31, 1976-August 27, 1976. 
@ltem 1051-C( microfiche ) 
pbk. 
1. *Solar energy. I. United States. Energy Research and 
Development Administration. Division of Solar Energy. 


OCLC 3737897 


78-10996 
ER 1.11:COO-2831-1 
Nydick, Sander E 

Recommendations for future government-sponsored energy 
conservation research and development in the paper and 
stecl industries / by Sander E. Nydick and John B. Dunley. — 
Washington : Energy Research and Development Administra- 
tion, Division of Industrial Energy Conservation ; Springficld, 
Va. : for sale by the National Technical Information Service, 
1976. 

22161 

158 p. in various pagings : ill. ; 28 cm. 

“COO-2831-1." 

Prepared by Thermo Electron Corporation under Contract 
No. E(11-1)-2831. 

Issued Aug. 1976. 

Bibliography: p. 5-1 - 5-5. 

@ltem 1051-C 

pbk. 

1. *Steel industry and trade — United States. 2. *Paper 
making and trade — United States. 3. *Energy conservation 
— United States. I. Dunley, John B , jt. auth. II. United 
States. Energy Research and Development Administration. 
Division of Industrial Energy Conservation. III. Title. 


OCLC 3739823 


78-10997 
ER 1.11:COO-2858-5 
Ward, Dan S 

Residential solar heating and cooling using an cvacuated 
tube solar collector ... / D.S. Ward and J.C. Ward. — 
[Washington] : Energy Research and Development Adminis- 
tration, Division of Solar Energy ; Springfield, Va. : for sale 
by the National Technical Information Center, 1977. 

22161 

[2], 9, A24 p.: ill. ; 28 cm. 

“COO-2858-5.” 

Prepared under Contract E(11-1)-2858 for Energy 
Research and Development Administration, Division of Solar 
Energy. 

Issued April 1977. 

Annual progress report for the period February 1, 1976 to 
March 31, 1977. 

Includes bibliographical references. 

@ltem 1051-C (microfiche) 

pbk. 





1. *Solar collectors. 2. *Solar heating. I. Ward, John C , 
jt. auth. Il. United States. Energy Research and Develop- 
ment Administration. Division of Solar Energy. III. Title. 


OCLC 3739727 


78-10998 
ER 1.11:COO-2888-2 
Institute of Gas Technology. 

Molten salt thermal energy storage systems : system design 
/ prepared by Institute of Gas Technology ; H.C. Maru ... [et 
al.] — | Washington] Energy Research and Development 
Administration, Division of Energy Storage Systems ; Spring- 
field, Va. : for sale by the National Technical Information 
Service, 1977. 

22161 

vi, 80 p. : ill. ; 28 cm. 

“COO-2888-2.” 

“Project 8981 Topical Report.” 

Prepared under contract no. EY-76-C-02-2888. 

Issued Feb. 1977. 

Includes bibliographical references. 

pbk. 

1. *Geothermal enginecring. I. Maru, H C_ Il. United 
States. Energy Research and Development Administration. 
Division of Energy Storage Systems. III. Title. 


OCLC 3739676 


78-10999 
ER 1.11:COO/2895-5 
Hetyci, Steven A 

Steady-state evaporator models of solar sea power plants ... 
/ prepared by Steven A. Hetyei, Charles P. Neuman. — 
[Washington] : Energy Research and Development Adminis- 
tration, Division of Solar Energy ; Springfield, Va. : for sale 
by the National Tecnhnical Information Service, 1976- 

22161 

v.: ill. ; 28 cm. 

“"COO/2895-5.” 

At head of title: Technical report. 

Prepared under grant no. EY-76-S-02-2895.*000. 

Issued Aug. 1976. 

Includes bibliographical references. 

Contents: Part I. 

pbk. 

1. *Ocean thermal power plants. I. Neuman, Charles P , 
jt. auth. II. United States. Energy Research and Develop- 
ment Administration. Division of Solar Energy. III. Title. 


OCLC 3739627 


78-11000 
ER 1.11:COO/2895-7 
Lavi, Abrahim 
System analysis and engineering studies for ocean thermal 
energy conversion : period covered January 1, 1976 to Sep- 
tember 30, 1976 / prepared by Abrahim Lavi... — Oak Ridge, 
Tenn. : Energy Research and Development Administration, 
Solar Energy Division ; Springfield, Va. : for sale by the Na- 
tional Technical Information Service, 1976. 
22161 
x, 55 p. : ill. ; 28 cm. 
“COO/2895-7.” 
At head of title: Final report. 
Prepared under contract no. EY-76-S-02-2895-7. 
Issued Nov. 15, 1976. 
Includes bibliographical references. 
pbk. 


Government Publications — June 1978 


1. *Ocean thermal power plants. I. United States. Energy 
Research and Development Administration. Division of Solar 
Energy. II. Title. 


OCLC 3763362 


78-11001 
ER 1.11:COO-2908-2 
Keller, G V 
Research on the physical properties of geothermal reser- 
voir rocks ... / G. V. Keller. — Oak Ridge, Tenn. : Energy 
Research and Development Administration, Technical Infor- 
mation Center ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977- 
22161 
v.: ill. ; 28 cm. 
“COO-2908-2.” 
Performed under contract no. EY-76-S-02-2908. 
Issued Jan. 10, 1977. 
Contents: Progress report 2, September 1,-January 10, 
1977; Research on the physical properties of volcanic rocks. 
pbk. 
1. *Geothermal resources. 2. *Rocks. I. United States. 
Energy Research and Development Administration. Division 
of Geothermal Energy. Il. Title. 


OCLC 3774534 


78-11002 
ER 1.11:COO/2934-76/1 
Giner, J 
Study of corrosion and its control in aluminum solar col- 


lectors ... / by J. Giner, L. Swette, D. Wong ...? — Oak 


Ridge, Tenn. : Energy Research and Development Adminis- 


tration, Technical Information Center ; Springfield, Va. : for 
sale by the National Technical Information Service, 1976- 

22161 

v.: ill. ; 28 cm. 

“COO/2934-76/1.” 

Work performed under Contract E( 11-1 )-2934. 

Includes bibliographical references. 

Contents: Progress report for period June, 1976-August 31, 
1976. 

@ltem 1051-C (microfiche) 

pbk. 

1. *Solar_ collectors. 2. *Aluminum — Corrosion. I. 
Swette, L , jt. auth. II. United States. Energy Research and 
Development Administration. Technical Information Center. 
Ill. Title. 


OCLC 3737964 


78-11003 
ER 1.11:COO/2939-1 
Hooper, F C 
Solar space heating systems using annual heat storage ... / 
F.C. Hooper and C.R. Attwater. — [Washington] : Energy 
Research and Development Administration, Technical Infor- 
mation Center ; Springfield, Va. : for sale by the National 
Technical Information Center, 1977- 
22161 
v.: ill. ; 28 cm. 
“COO/2939-1." 
Contract EY-76-C-02-2939. 
Contents: Progress report for period July 1, 
December 31, 1976. 
@ltem 1051-C (microfiche) 
pbk. 


1976- 


Page 119 





Energy Research and Development Administration 


1. *Solar heating. I. Attwater, C R , jt. auth. II. United 
States. Energy Research and Development Administration. 
Technical Information Center. IIL. Title. 


OCLC 3739705 


78-11004 
ER 1.11:COO-2947-1 
Lehrfeld, Danicl 

Quarterly progress report for system analysis design and 
proof-of-concept experiment of a total energy system / by 
Daniel Lehrfeld. — | Washington] Energy Research and 
Development Administration, Division of Buildings and Com- 
munity Systems ; Springficld, Va. : for sale by the National 
Technical Information Service, 1976- 

22161 

v.: ill. ; 28 em. 

At head of title on cover: Energy Conservation. 

“COO-2947-1." 

Prepared for Energy Research and Development Adminis- 
tration, Chicago Operations Office, under Contract no. E(11- 
1 )-2947 by Philips Laboratories. 

15 May-15 August 1976. 

pbk. 

1. *Electric power production. 2. *Heating. 3. *Air con- 
ditioning. I. United States. Energy Research and Devclop- 
ment Administration. Division of Buildings and Community 
Systems. Il. Philips Laboratories. IIL. Title. 


OCLC 3718190 


78-11005 
ER 1.11:COO/2971-1 
Randall, K R 

Natural convection characteristics of flate plate collectors : 
progress report / by K. R. Randall, M. M. El-Wakil, and J. 
W. Mitchell. — | Washington] Energy Research and 
Development Administration, Division of Solar Enegy ; 
Springticld, Va. : for sale by the National Technical Informa- 
tion Service, 1977. 

22161 

viii, 50 p. : ill. ; 28 cm. 

“COO/297 1-1." 

At head of title: Engineering Experiment Station. 

Prepared under contract no. E(11-1)-2971. 

Issued Apr. 1977. 

Bibliography: p. 31-35. 

@ltem 1051-C (microfiche ) 

pbk. 

1. *Solar collectors. I. El-Wakil, M M , joint author. II. 
Mitchell, J W , joint author. III. United States. Energy 
Research and Development Administration. Division of Solar 
Energy. IV. Title. 


OCLC 3774596 


78-11006 
ER 1.11:COO-2983-2 
Jurgensen, M F 
Energy and protein production from pulp mill wastes ... / 
M.F. Jurgensen and J.T. Patton. — [Washington] : Energy 
Research and Development Administration, Division of In- 
dustrial Energy Conservation ; Springficld, Va. : for sale by 
the National Technical Information Service, 1976- 
22161 
v.: ill. ; 28 cm. 
“COO-2983-2." 
Prepared for Energy Research and Development Adminis- 
tration under Contract E( 11-1 )-2983. 


Page 120 


Contents: Progress report for period September 15, 1976- 
December 15, 1976. 

pbk. 

1. *Sulphite pulping process. I. Patton, J T , jt. auth. IL. 
United States. Energy Research and Development Adminis- 
tration. Division of Industrial Energy Conservation. Il. 
Title. 


OCLC 3739651 


78-11007 


ER 1.11:COO/2991-10 


Fucl gas production from animal waste ... / E. Ashare ... [ct 


al.]. — Washington : Energy Research and Development Ad- 
ministration, Division of Solar Energy ; Springfield, Va. : for 
sale by the National Technical Information Service, 1976- 

22161 

v.: ill. ; 28 cm. 

“COO/2991-10." 

Contract EY-76-C-02-2991. 

Dynatech Report No. 1551. 

Some volumes have title Fuel gas production from animal 
residue. 

Contents: Engineering report, January 14, 1977. 

pbk. 

1. *Gas manufacture and works. 2. *Animal waste. I. 
Ashare, E_ Il. United States. Energy Research and Develop- 
ment Administration. Division of Solar Energy. III. Title: 
Fucl gas production from animal residue. 


OCLC 3507336 


78-11008 


ER 1.11:COO-3243-5 
ER 1.11:COO-3243-6 
Rossi, H H 

Annual report on research project / H. H. Rossi, E. J. Hall. 
— Oak Ridge, Tenn. : Energy Research and Development 
Administration, Technical Information Center ; Springfield, 
Va. : for sale by the National Technical Information Service, 
1977- 

22161 

v.: ill. ; 28 cm. 

“COO-3243-5." 

“COO-3243-6.” 

Prepared for Energy Research and Development Adminis- 
tration under contract no. E(11-1)-3243 and EY-76-C-2- 
3243. 

Not all items sent to depository libraries. 

Includes bibliographies. 

Contents: October 1, 1975-September 30, 1976.—October 
1, 1976-September 30, 1977. 

@ltem 1051-C (microfiche) 

pbk. 

1. *Radiobiology — Research. 2. *Cell research. I. Hall, 
E J , jt. auth. Il. United States. Energy Research and 
Development Administration. Technical Information Center. 
Ill. Title. 


OCLC 3739462 





78-11009 
ER 1.11:COO-4010-1 
General Electric Company. 

Demonstration of an inductor motor/alternator/flywheel 
energy storage system ... / submitted by Gencral Electric 
Company. — | Washington] : Energy Research and Develop- 
ment Administration, Division of Energy Storage Systems ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1976- 

22161 

v. : ill. ; 28 cm. 

“COO-4010-1.” 

At head of title on cover: Energy conservation. 

Submitted to Energy Research and Development Adminis- 
tration, Chicago Opcrations Office. 

ERDA Contract E(11-1)-4010. 

Contents: Quarterly progress report no. 1, June 28, 1976 
to Sept. 28, 1976. 

@ltem 1051-C (microfiche ) 

pbk. 

1. *Energy storage. 2. *Fly-wheels. I. United States. 
Energy Research and Development Administration. Division 
of Energy Storage. Il. Title. 


OCLC 3739667 


78-11010 
ER 1.11:COO-4074-3 
Ulrichson, D L 
Fleet test of re-refined oil / D. L. Ulrichson ... — 
| Washington] : Energy Research and Development Adminis- 
tration ; Springsficld, Va. : for sale by the National Technical 
Information Service, 1977. 
22161 
9 p. ; 28 cm. 
At head of title on cover: Fossil energy. 
“COO-4074-3.” 
Prepared under contract no. EY-76-S-02-4074. 
First annual progress report. 
Issued May 1977. 
pbk. 
1. *Lubricating oils. I. United States. Energy Research 
and Development Administration. II. Title. 


OCLC 3760456 


78-11011 
ER 1.11:COO-4094-3 
Peatfield, C R 
Photovoltaic applications in the Southwest for the National 
Park Service / C. R. Peatfield, P. O. Jarvinen. — 
[Washington] : Energy Research and Development Adminis- 
tration, 1977. 
20545 
vi, 32 p. : ill. ; 28 cm. 
COO/4094-3. 
Prepared for the U.S. Energy Research and Development 
Administration under contract no. EY-76-C-02-4094. 
Issued April 28, 1977. 
Bibliography: p. 32. 
@ltem 1051-C (microfiche ) 
pbk. 
1. *Photovoltaic power generation. I. Jarvinen, P. O , 
joint author. Il. United States. Energy Research and 
Development Administration. _ III. Title. 


OCLC 3739896 


Government Publications — June 1978 


78-11012 


ER 1.11:COO/4128-1 


Tolley, George S 


Methodology of evaluating research and development pro- 
jects : final report / by George S. Tolley. — Oak Ridge, Tenn. 
: Energy Research and Development Administation, Division 
of Conservation Research and Technology ; Springfield, Va. : 
for sale by the National Technical Information Service, 1977. 

22161 

viii, 439 p. : ill. ; 28 cm. 

At head of title on cover: Energy conservation. 

“COO/4128-1.” 

Prepared for Energy Research and Development Adminis- 
tration under contract no. EY-76-S-02-4128.(49-18)-2210. 

Issued June 1977. 

Includes bibliographical references. 

@ltem 1051-C (microfiche) 

pbk. 

1. *Research, Industrial. 2. *Technological innovations. 

I. United States. Energy Research and Development Adminis- 
tration. Division of Conservation Research and Technology. 
Il. Title. 


OCLC 3783739 


78-11013 


ER 1.11:COO/4210-1(summ.) 


United States. Energy Research and Development Administra- 


tion. Division of Buildings and Community Systems. 

Grid-connected integrated community energy system. — 
Oak Ridge, Tenn. : Energy Research and Development Ad- 
ministration, Division of Buildings and Community Systems ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1977- 

22161 

v.: ill. ; 28 cm. 

“COO/4210-1(summ.).” 

Prepared under Contract No. EC-77-C-02-4210. 

In pocket: aerial photograph and process diagram. 

Issued June 1977. 

Contents: Executive summary. Final report. Phase 1, 
February 1, 1977-May 31, 1977. 

@ltem 1051-C 

pbk. 

1. *Electron tubes — Grids. 2. *Electric power-plants. I. 
Title. 


OCLC 3763298 


78-11014 


ER 1.11:DSE/WAPO/4691-1 


Project SAGE : solar assisted gas energy project ... / authors, 


A. Hirshberg ... [et al.] — [Washington] : Energy Research 
and Development Administration, Division of Solar Energy ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1976- 

22161 

vi, 69 p. : ill. ; 28 cm. 

“DSE/WAPO/4691-1.” 

“Interim report number two.” 

“This CCMS (Committee on the Challenges of Modern 
Society) report was prepared under separate work order for 
the Energy Research and Development Agency.” 

Issued Aug. 1976. 

Includes bibliographical references. 

@ltem 1051-C (microfiche) 

pbk. 





Energy Research and Development Administration 


1. *Solar water heaters. I. Hirshberg, A_ II. United 
States. Energy Research and Development Administration. 
Division of Solar Energy. 


OCLC 3738992 


78-11015 
ER 1.11:DSE/1041-1 
Flowers, E 

Test and evaluation of the performance of solar radiation 
sensors at inclination from the horizontal under Laboratory 
and field conditions / by E. Flowers. — Oak Ridge, Tenn. : 
Energy Research and Development Administration, Techni- 
cal Information Center ; Springfield, Va. : for sale by the Na- 
tional Technical Information Service, 1977. 

22161 

v.: ill. ; 28 cm. 

“DSE/1041-1." 

Prepared under contract no. ERDA-NOAA IAA E(49-26)- 
1041 , TOO3. 

Bibliograpy: p. 8. 

Contents: Final report. 

1 cd] 

@ltem 1051-C (microfiche ) 

pbk. 

1. *Solar radiation. I. United States. Energy Research and 
Development Administration. Technical Infomation Center. 
Il. Title. 


OCLC 3780965 


78-11016 
ER 1.11:DSE/2528-1 
Miller, Alan S 

Legal barriers to solar heating and cooling of buildings ... / 
Alan S. Miller, Grant P. Thompson ... — [Washington] 
Energy Research and Development Administration, Division 
of Solar Energy ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977. 

22161 

vi, 221 p. ; 28 cm. 

DSE/2528-1. 

Prepared under contract no. E(49-18)-2528 EA-02-03 57- 
60-91. 

Issued March 1977. 

Bibliography: p. 183-221. 

pbk 

1. *Solar energy — Law and legislation — United States. 
I. Thompson, Grant P , jt. auth. Hl. United States. Energy 
Research and Development Administration. Division of Solar 
Energy. Ill. Title. 


OCLC 3738504 


78-11017 
ER 1.11:DSE/2538-1 
Meakin, J D 

Development of a thin film polycrystalline solar cell for 
large scale terrestrial use / by J.D. Meakin. — | Washington] : 
Energy Research and Development Administration, Division 
of Solar Energy ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977- 

22161 

v.: ill. ; 28 cm. 

“DSE/2538-1." 

Prepared by University of Delaware, Institute of Energy 
Conversion, Newark, Delaware, under contract no. EX-76-C- 
O1-2538. 

Issued Jan. 25, 1977 (TIC issuance date). 


Page 122 


Bibliography: p. 64. 

Contents: First quarterly progress report, July 1, 1976-Sep- 
tember 30, 1976. 

pbk. 

1. *Solar batteries. 2. *Photoelectric cells. I. United 
States. Energy Research and Development Administration. 
Division of Solar Energy. Ul. Title. 


OCLC 3739016 


78-11018 


ER 1.11:ERDA/JPL/954144-77/2 


Schwutte, G H 


Silicon ribbon growth by a capillary action shaping 
technique ... / prepared by G.H. Schwutte, T.F. Ciszek, and 
A. Kran.— Oak Ridge, Tenn. : Energy Research and 
Development Administration, Technical Information Center ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Center, 1976- 

22161 

v.: ill. ; 28 cm. 

“ERDA/JPL/954144-77/2.” 

Prepared by International Business Machines Corporation, 
East Fishkill Laboratories, JPL Contract No. 954144, ask 
order RD-152, for Jet Propulsion Laboratory, California In- 
stitute of Technology, under NASA Contract NAS7-100 for 
the U.S.Energy Research and Development Administration, 
Division of Solar Energy. 

Includes bibliographical references. 

Contents: Quarterly technical progress report number 8, 
July 1, 1977. 

pbk. 

1. *Silicon. I. Ciszek, T F , jt. auth. Il. Kran, A , jt. 
auth. Ill. United States. Energy Research and Development 
Administration. Technical Information Center. IV. United 
States. Energy Research and Development Administration. 
Division. of Solar Energy. V. East Fishkill Laboratories. 
VIL. Title. 


OCLC 3506268 


78-11019 


ER 1.11:ERDA/JPL/954328-76/4 


Battelle Memorial Institute, Columbus, Ohio. Columbus 


Laboratories. 

Review of worid experience and properties of materials for 
encapsulation of terrestrial photovoltaic arrays. — Oak Ridge, 
Tenn. : Energy Research and Development Administration, 
Technical Information Center ; Springfield, Va. : sale by the 
National Technical Information Service, 1976. 

22161 

197 p. in various pagings : ill. ; 28 cm. 

“ERDA/JPL/954328-76/4.” 

Prepared for the Jet Propulsion Laboratory under NASA 
Contract NAS7-100 for the Energy Research and Develop- 
ment Administration, Division of Solar Energy. 

“A study conducted in support of the Low-Cost Silicon 
Solar Array Project sponsored by the Energy Research and 
Development Administration, Division of Solar Energy, and 
managed by the Jet Propulsion Laboratory.” 

Report date: July 1976. 

includes bibliographical references. 

“Distribution Category UC-63" 

pbk. 





1. *Photoelectric cells. 2. *Protective coatings. 3. *Solar 
energy research. I. United States. Energy Research and 
Development Administration. Division of Solar Energy. Il. 
California Institute of Technology, Pasadena. Jet Propulsion 
Laboratory. III. Title. 


OCLC 3741401 


78-11020 
ER 1.11:ERDA/JPL/954350-77/2 
Garfinkel, M 
Floating substrate process : large arca silicon sheet task, 
low-cost silicon solar array project / by M. Garfinkel ... R.N. 
Hall ... — Oak Ridge, Tenn. : Energy Research and Develop- 
ment Administration, Technical Information Center ; Spring- 
ficld, Va. : for saleby the National Technical Information 
Center, 1976- 
22161 
v. : ill. ; 28 cm. 
“"ERDA/JPL/954350-77/2.” 
Subcontract JPL 954350. 
Title on Sixth quarterly report is: Large areca silicon shect 
task, low-cost silicon solar array project. 


Contents: Sixth quarterly progress report, April 4,1977- 
July 1, 1977. 

@item 1051-C (microfiche ) 

pbk. 

1. *Silicon. 2. *Silane. I. Hall, RN , jt. auth. II. United 
States. Energy Rescarch and Development Administration. 


Technical Information Center. Ill. Tithe. IV. Title: Large 
areca silicon shect task, low-cost silicon solar array. 


OCLC 3506423 


78-11021 
ER 1.11:ERDA/JPL/954372-77/1 
Chemical vapor deposition growth / by R.P. Ruth ... [et al.]. — 
| Washington] : Energy Research and Development Adminis- 
tation, Division of Solar Energy ; Springfield, Va. : for sale 
by the National Technical Information Center, 1977- 

22161 

v.: ill. ; 28 cm. 

“ERDA/JPL/954372-77/1.” 

Work performed at Rockwell International Corporation, 
Electronics Division, Anaheim, California, under contract no. 
NAS-7-100-954372, for the Jet Propulsion Laboratory, 
California Institute of Technology, under NASA Contract 
NAS7-100 for the U.S. Energy Research and Development 
Administration, Division of Solar Energy. 

Includes bibliographical references. 

Contents: Quarterly report no. 3. 

pbk. 

1. *Silicon. I. Ruth, R P Il. United States. Energy 
Research and Development Administration. Technical Infor- 
mation Center. Ill. United States. Energy Research and 
Development Administration. Division of Solar Energy. 


OCLC 3783517 


Government Publications — June 1978 


78-11022 


ER 1.11:ERDA/JPL/954373-77/6 


Schmid, Frederick 


Heat exhanger-ingot casting/slicing process : silicon sheet 
growth development for the large area silicon sheet task of 
the low cost silicon solar array project / Frederick Schmid. — 
Oak Ridge, Tenn. : Energy Research and Development Ad- 
ministration, Technical Information Center ; Springficld, Va. 
: for sale by the National Technical Information Center, 
1976- 

22161 

v.: ill. ; 28 cm. 

“ERDA/JPL/954373-77/6." 

Prepared by Crystal Systems, inc., JPL Contract No. 
954373, for Jet Propulsion Laboratory, California Institute of 
Technology, under NASA Contract NAS7-100 for the U.S. 
Energy Research and Development Administration, Division 
of Solar Energy. 

Blake Reynolds assisted in the preparation of some reports. 

Includes bibliographical references. 

Contents: Sixth quarterly progress report 
period from December 17, 1976, to March 21, 1977. 

pbk. 

1. *Silicon. 2. *Heat exhangers. I. United States. Energy 
Research and Development Administration. Division of Solar 
Energy. Il. Title. 


covering 


OCLC 3507486 


78-11023 
ER 1.11:ERDA/JPL/954506-77/3 

Hot forming of silicon sheet, silicon sheet growth development 
for the large area silicon sheet task of the low cost silicon 
solar array project / C. D. Graham, jr. ... [et al.]. — Oak 
Ridge, Tenn. : Energy Research and Development Adminis- 
tration, Technical Information Center ; Springfield, Va. : for 
sale by the National Technical Information Service, 1976. 

22161 

v.: ill. ; 28 cm. 

“ERDA/JPL/954506-77/3.” 

Prepared under contract no. NAS7-100-954506, for Ener- 
gy Research and Development Administration, Division of 
Solar Energy. 

Includes bibliographical references. 

Contents: Quarterly report no. 5 covering the period 
March 31, 1977-June 30, 1977. 

@ltem 1051-C (microfiche) 

pbk. 

1. *Silicon. I. Graham, C D_ IIL. United States. Energy 
Research and Development Administration. Technical Infor- 
mation Center. III. United States. Energy Research and 
Development Administration. Division of Solar Energy. 


OCLC 3520551 


78-11024 
ER 1.11:ERDA/JPL/954559-76/2 
Hunt, L P 
Solar silicon via improved and expanded metallurgical sil- 
icon technology / L. P. Hunt, V. D. Dosaj, and J. R. McCor- 
mick. — [Washington] : Energy Research and Development 
Administration, Division of Solar Energy ; Springfield, Va. : 
for sale by the National Technical Information Service, 1977- 
22161 
v.: ill. 5 28 cm. 
“ERDA/JPL/954559-76/2.” 


Page 123 





Energy Research and Development Administration 


Prepared for the Jet Propulsion Laboratory, California In- 
stitute of Technology under NASA contract NAS7-100 for 
the U.S. Energy Research and Development Administration, 
Division of Solar Energy. 

JPL contract no. 954559. 

Issued Jan. 1977. 

Includes bibliographical references. 

Contents: Quarterly report no. 2. 

pbk. 

1. *Silicon. 2. *Solar energy. I. Dosaj, V D , jt. auth. 
ll. McCormick, J R , jt. auth. Ill. United States. Energy 
Research and Development Administration. Division of Solar 
Energy. IV. Title. 


OCLC 3739510 


78-11025 


ER 1.11:ERDA/JPL/954560-77/1 


Calcote, H F 


Synthesis of silane and silicon in a non-cqualibrium plasma 
jet ... / H. F. Caleote and W. Felder. — Oak Ridge, Tenn. : 
Energy Research and Development Administration, Techni- 
cal Information Center ; Springfield, Va. : for sale by the Na- 
tional Technical Information Service, 1976- 

22161 

v.: ill. ; 28 cm. 

“ERDA/JPL/954560-77/1."" 

“Arco-Chem(TN )-172.” 

Not all volumes sent to depository libraries. 

Includes bibliographical references. 

Contents: Third quarterly report, December 21, 1976- 
March 20, 1977 

pbk 

1. *Silane. 2. *Silicon. I. Welder, W , jt. auth. IL. 
United States. Energy Research and Development Adminis- 
tration. Technical Information Center. III. United States. 
Energy Rescarch and Development Administration. Division 
of Solar Energy. IV. Title. 


OCLC 3569718 


78-11026 


ER 1.11:ERDA/JPL/954560-77/4 


Calcote, H F 


Synthesis of silane and silicon in a non-equalibrium plasma 
jet ... / H. F. Calcote and W. Felder. — Oak Ridge, Tenn. : 
Energy Research and Development Administration, Techni- 
cal Information Center ; Springfield, Va. : for sale by the Na- 
tional Technical Information Service, 1976- 

22161 

v.: ill. ; 28 cm. 

“ERDA/JPL/954560-77/4."" 

“Arco-Chem(TN )-176." 

This work was performed for the Jet Propulsion Laborato- 
ry, California Institute of Technology, under NASA Contract 
NAS7-100 for the U.S. Energy Research and Development 
Administration, Division of Solar Energy. 

Includes bibliographical references. 

Contents: Fourth quarterly report, March 21-June 20, 
1977. 

@ltem 1051-C (microfiche ) 

pbk 

1. *Silane. 2. *Silicon. IL. Felder, W , jt. auth. IL 
United States. Energy Research and Development Adminis- 
tration. Technical Information Center. Ul. United States. 
Energy Research and Development Administration. Division 
of Solar Energy. IV. Title. 


OCLC 3569718 


Page 124 


78-11027 


ER 1.11:ERDA/NASA/1022-76/1 


Lewis Research Center. 


Photovoltaic test and demonstration project / NASA Lewis 
Research Center. — Oak Ridge, Tenn. : Energy Research and 
Development Administration, Technical Information Center ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1976- 

22161 

v.: ill. ; 28 cm. 

“ERDA/NASA/1022-76/1.” 

Prepared under ERDA/NASA interagency agreement no. 
E(49-26)-1022, for Energy Research and Development Ad- 
ministration, Division of Solar Energy. 

Contents: Progress report for the period January-March 
1976. 

@ltem 1051-C (microfiche) 

pbk. 

1. *Photovoltaic power generation. 1. United States. Ener- 
gy Research and Development Administration. Technical In- 
formation Center. Il. United States. Energy Research and 
Development Administration. Division of Solar Energy. Ill. 
Title. 


OCLC 3799233 


78-11028 


ER 1.11:ERDA/NSF/07378-75/1 


An evaluation of the potential environmental effects of wind 


energy system development : interim final report / Sharron E. 
Rogers ... [et al.] — Oak Ridge, Tenn. : Energy Research and 
Development Administration, Technical Information Center ; 
Springfield, Va. : sale by the National Technical Information 
Service, 1976. 

22161 

190 p. in various pagings : ill. ; 28 cm.— (NSF/RA- 
760188) 

““ERDA/NSF/07378-75/1.” 

Prepared for the National Science Foundation, Contract 
No. AER 75-07378, as a part of the Federal Wind Energy 
Program administered by the United States Energy Research 
and Development Administration, Division of Solar Energy. 

Includes index. 

Bibliography: p. A3-A80. 

@ltem 1051-C (microfiche) 

pbk. 

1. *Wind power. I. Rogers, Sharron E_ II. United States. 
Energy Research and Development Administration. Techni- 
cal Information Center. III. United States. Energy Research 
and Development Administration. Federal Wind Energy Pro- 
gram. 


OCLC 3741724 


78-11029 


ER 1.11:ERDA/NSF/7940-7612 


Heat treatment of refuse for increasing anaerobic biodegrada- 


bility / J. M. Gossett ... [et al.] — [Washington] : Energy 
Research and Development Administration, Division of Solar 
Energy ; Springfield, Va. : for sale by the National Technical 
Information Service, 1976- 

22161 

v.: ill. ; 28 cm. 

“ERDA/NSF/7940-7612.” 

Prepared for the Energy Research and Development Ad- 
ministration, Division of Solar Energy-Fucls from Biomass 
and National Science Foundation Research Applied to Na- 
tional Needs (RANN) Program under grant no. AER-74- 
17949-A0O1 initiated on June 1, 1974. 





Government Publications — June 1978 


1. *Degrees, Academic — United States. 2. *Nuclear en- 
gineering as a profession. I. United States. Energy Research 
and Development Administration. Office of University Pro- 
grams. Manpower Assessment Office. II. Title. 


Bibliography: p. 110-112. 

Contents: Final report covering the period January 1, 1976 
to May 31, 1976. 

pbk. 

1. *Waste products as fuel. 2. *Methanation. I. Gossett, 
J M_ Il. United States. Energy Research and Development 
Administration. Division of Solar Energy. 


OCLC 3783817 


78-11033 
ER 1.11:FE-1207-29 
Bituminous Coal Research, inc. 
Gas generator research and development : BI-GAS process. 
— [Washington] : Energy Research and Development Ad- 
ministration ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977. 


OCLC 3799143 
78-11030 


ER 1.11:ERDA 76-138 
United States. Energy Research and Development Administra- 
tion. Division of Solar Energy. 22161 
Solar Energy Environmental and Resource Assessment v,: ill. ; 28 cm. 
Program : summary report. — Washington: Energy Research 
and Development Administration, Division of solar Energy : 
tor sale by the Supt. of Docs., U.S. Govt. Print. Off., Service, 


At head of title on cover: Fossil energy. 

““FE-1207-29” 

“BCR report ; L-812” 

1976 Prepared by Bituminous Coal Research, Inc. and Phillips 

. 

2161 Petroleum Company for Energy Research and Development 
\ $3 pc ill, ; 28m. — (ERDA ; 76-138) ricapang “plese cggaty Gas Association under con- 
Issued Oct. 1976. Contents: Quartley report for the period January-March 
SN 060-000-00014-0 1977. 
pbk. > SELLS pbk. 

United States. LL. Title. 1. *Coal gasification. I. United States. Energy Research 

and Development Administration. II. Phillips Petroleum 

Company. Ill. American Gas Association. IV. Title. 


1. *Solar energy research 


OCLC 3781299 


78-11031 OCLC 3793418 

ER L.UL:ERDA 77-57 

Program plan for ERDA’s participation in the IEA Working 
Party on Energy Conservation Research and Development. — 
Washington : Energy Research and Development Administra- 


78-11034 
ER 1.11:FE-1517-31 
Miles, E J 
Evaluation of process pumps for Cresap testing : special re- 


tion, Division of Buldings and Community Systems, 1977. 

20545 

113 p. in various pagings : ill. ; 28 cm. — (ERDA ; 77-57) 

Issued Feb. 1977. 

pbk. 

1. United States. Energy Research and Development Ad- 
ministration. 2. IEA Working Party on Energy Conservation 
Research and Development. I. United States. Energy 
Research and Development Administration. Division of 
Buildings and Community Systems. 


OCLC 3774872 


78-11032 

ER 1.11:ERDA-77-102 

Oak Ridge Associated Universities. Manpower Development 
Division. 

Nuclear engineering enrollments and degrees, 1976 : en- 
rollments- fall 1976, degrees granted July 1966-June 1976 / 
survey report prepared by the Manpower Development Divi- 
sion, Oak Ridge Associated Universities. — [Washington] : 
Energy Research and Development Administration, Office of 
University Programs, Manpower Assessment Office ; Spring- 
ficld, Va. : for sale by the National Technical Information 
Service, 1977. 

22161 

iv, 52 p. ; 28 cm. 

“ERDA-77-102." 

Issued July 1977. 

@ltem 1051-C (microfiche ) 

pbk. 


port / E. J. Miles & E. G. Halleck ... Fluor Engineers and 
Constructors, Inc. — Oak Ridge, Tenn. : Energy Research 
and Development Administation, Technical Information 
Center ; Springfield, Va. : for sale by the National Technical 
Information Center, 1976. 

22161 

25 p. ; 28 cm. 

“FE-1517-31." 

Contract no.E(49-18 )-1517. 

Issued Mar. 1976. 

pbk. 

1. *Coal liquefaction — United States. I. Halleck, E G , 
joint author. II. United States. Energy Research and 
Development Administration. III. Title. 


OCLC 3783867 


78-11035 


ER 1.11:FE-1527-29 


Gas generator research and development, TRI-GAS process. — 


[Washington] : Energy Research and Development Adminis- 
tration ; Springfield, Va. : for sale by the National Technical 
Information Service, 1977- 

22161 

v.: ill. ; 28 cm. 

At head of title on cover: Fossil energy. 

“FE-1527-29.” 

Prepared by Bituminous Coal Research, inc. under con- 
tract no. EF-77-C-01-1527. 

“BCR report L-811." 

Contents: Quarterly report for the period January-March 
1977. 

pbk. 
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Energy Research and Development Administration 


I. United States. Energy Research 
Bituminous Coal 


1. *Coal gasification. 
and Development Administration. II. 
Research, inc. 


OCLC 3571796 


78-11036 
ER 1.11:FE-1534-48 
Peters, Bruce C 
Chemicals from coal / Bruce C. Peters. — | Washington] : 
Energy Research and Development Administration ; Spring- 
field, Va. : for sale by the National Technical Information 
Service, 1977- 
22161 
v.: ill. ; 28 cm. 
At head of title on cover: Fossil energy. 
“FE-1534-48.” 
Prepared for Energy Research and Development Adminis- 
tration under contract no. E( 49-18 )-1534. 
Contents: Interim report for HRI H-Calo. 
pbk. 
1. *Coal. 
ment Administration. 


I. United States. Energy Research and Develop- 
Il. Title. 


OCLC 3781357 


78-11037 
ER 1.11:FE-1537-10 
Fluidyne Enginecring Corporation. 

Preliminary design of a single air heater segment suitable 
for a coal-fired open-cycle MHD system ... / Fluidyne En- 
ginecring Corporation. — [Washington] Energy Research 
and Development Administration ; Springfield, Va. : for sale 
by the National Technical Information Service, 1976- 

22161 

v.: ill. ; 28 cm. 

“FE-1537-10." 

Prepared for Engery Research and Development Adminis- 
tration under Contract E(49-18)-1537. 

Includes bibliographics. 

Contents: Third quarter report for the period July 1975- 
September 1975. 

pbk. 

1. *Air heaters — Design and construction. 2. 
*Magnetohydrodynamic gencrators. I. United States. Energy 
Research and Development Administration. II. Title. 


OCLC 3672397 


78-11038 
ER 1.11:FE-1545-26 
Mchta, Arun K 

Mathematical modeling of chemical processes for low 
BTU/gasification of coal for electric power generation / Arun 
K. Mechta. — | Washington]: Energy Research and Devclop- 
ment Administration : Springficld, Va. : for sale by the Na- 
tional Technical Information Service, 1976. 

22161 

269 p. in various pagings : ill. ; 28 cm. 

At head title on cover: Fossil energy. 

“FE-1545-26." 

Prepared for the United States Energy Research and 
Development Administration under contract no. E(49-18)- 
1545. 

Issued August 1976. 

Includes bibliographical references. 

pbk. 
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3. *Coal gasification — Mathematical models. 2. 
*Combustion engineering — Mathematical models. I. United 
States. Energy Research and Development Administration. 
Il. Title. 


OCLC 3781421 


78-11039 


ER 1.11:FE-1743-28 


Zinc halide hydrocracking process for distillate fuels from coal 


.. / R. T. Struck... [et al.] —Oak Ridge, Tenn. : Energy 
Research and Development Administration, Technical Infor- 
mation Center ; Springficld, Va. : for sale by the National 
Technical Information service, 1976- 

22161 

v.: ill. ; 28 cm. 

“FE-1743-28.” 

Prepared for Energy Research and Development Adminis- 
tration under contract no. E(49-18)-1743 by Conoco Coal 
Development Company, Rescarch Division, Library, Pennsyl- 
vania. 

Issued Nov. 15, 1976. 

Bibliography: p. 26. 

Contents: Quarterly technical progress report for the 
period August | to October 31, 1976. 

pbk. 

1. *Bituminous coal — Analysis. I. Struck, R T IL. 
United States. Energy Research and Development Adminis- 
tration. Technical Information Center. 


OCLC 3781401 


78-11040 
ER 1.11:FE-1752-22 
Brown, William M 

Issued relative to the development and commercialization 
of a coal-derived synthetic liquids industry : executive sum- 
mary / William M. Brown ...— Oak Ridge, Tenn. : Energy 
Research and Development Administration, Technical Infor- 
mation Center ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977- 

22161 

7 p. ; 28 cm. 

At head of title on cover: Fossil energy. 

“FE-1752-22.” 

Prepared by Hudson Institute, Inc. under Contract no. 
E( 49-18 )-1752, task nos. 1-5. 

Issued May 1977. 

Final report for the period January 1975-December 1976. 

pbk. 

1. *Synthetic fuels. 2. *Coal liquefaction. I. United 
States. Energy Research and Development Administration. 
Technical Information Center. Il. Hudson Institute. 


OCLC 3579128 


78-11041 
ER 1.11:FE-1783-2 
Kunrcuther (F.) Associates. 

Gasoline from coal extract ... / F. Kunreuther Associates, 
inc. — Oak Ridge, Tenn. : Energy Research and Develop- 
ment Administration, Technical Information Center ; Spring- 
field, Va. : for sale by the National Technical Information 
Service, 1976. 

22161 

iv, 35 p. : ill. ; 28 cm. 

“FE-1783-2." 

Work performed under Contract E( 49-18 )-1783. 

Issued Nov. 1976. 





Final report, Task assignment E(76)-2. 

Includes bibliographical references. 

pbk. 

1. *Gasoline, Synthetic. 
and Development Administration. 


I. United States. Energy Research 
Il. Title. 


OCLC 3763236 


78-11042 
ER 1.11:FE-2018-4 
ER 1.11:FE-2018-5 
ER 1.11:FE-2018-6 
Houser, Thomas 

Fundamentals of nitric oxide formation in fossil fucl com- 
bustion ... / Thomas Houser. — Oak Ridge Tenn. : Energy 
Research and Development Administration, Technical Infor- 
mation Center ; Springficld, Va. : for sale by the National 
Technical Information Service, 1976- 

22161 

v.: ill. ; 28 cm. 

“FE-2018-4." 

“FE-2018-5.” 

“FE-2018-6.” 

Prepared for the United States Energy Research and 
Development Administration under contract no. E(49-18)- 
2018. 

Includes bibliographical references. 

Contents: Quarterly progresss report the period 11 March- 
10 June 1976. —Quarterly progress report for the period 11 
June -10 Sept. 1976.—Quarterly progress report for the 
period 11 Sept. - 10 Dec. 1976. 

pbk. 


1. *Combustion gases. 2. *Nitrogen oxides. I. United 
States. Energy Research and Development Administration. 
Technical Information Center. _ II. Title. 


OCLC 3793321 


78-11043 
ER 1.11:FE-2030-TR 3 
Ashu, James T 

Effects of heat treatment conditions on reactivity of chairs 
in air / by James T. Ashu and Phillip L. Walker, Jr. — 
| Washington] : Energy Research and Development Adminis- 
tration ; Springfield, Va. : for sale by the National Technical 
Information Service, 1977. 

22161 

vi, 49 p. : ill. ; 28 cm. 

“FE-2030-TR3.” 

“PSU-TR-3.” 

Work performed under Contract EX-76-C-01-2030. 

Issued Sept. 1977. 

Includes bibliographical references. 

@ltem 1051-C (microfiche ) 

pbk. 

1. *Char. |. Walker, Philip L , joint author. Il. United 
States. Energy Research and Development Administration, 
Ill. Title. 


OCLC 3796612 
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78-11044 


ER 1.11:FE-2210-4 


Schorr, J Richard 


Study of heat transfer through refractory lined gasifier vas- 
sel walls / J. Richard Schorr. — Oak Ridge, Tenn. : Energy 
Research and Development Administation, Technical Infor- 
mation Center ; Springficld, Va. : for sale by the National 
Technical Information Service, 1976- 

22161 

v.: ill. ; 28 cm. 

At head of title on cover: Fossil energy. 

“FE-2210-4." 

“FE-2210-16.” 

Prepared for United States Energy Research and Develop- 
ment Administration under contract no. E(49-18)-2210. 

Includes bibliographies. 

Contents: Quarterly progress report, June-August 
1976.—Quarterly progress report, March 1977-May 1977. 

pbk. 

1. *Heat— Transmission. 2. “*Coal_ gasification. 3. 
*Refractory matcrials — Testing. I. United States. Energy 
Research and Development Administration. Technical Infor- 
mation Center. II. Title. 


OCLC 3783437 


78-11045 
ER 1.11:FE-2210-16 
Schorr, J Richard 

Study of heat transfer through refractory lined gasifier vas- 
sel walls / J. Richard Schorr. — Oak Ridge, Tenn. : Energy 
Research and Development Administation, Technical Infor- 
mation Center ; Springfield, Va. : for sale by the National 
Technical Information Service, 1976- 

22161 

v.: ill. ; 28 cm. 

At head of title on cover: Fossil energy. 

“FE-2210-4." 

“FE-2210-16.” 

Prepared for United States Energy Research and Develop- 
ment Administration under contract no. E(49-18)-2210. 

Includes bibliographies. 

Contents: Quarterly progress report, June-August 
1976.—Quarterly progress report, March 1977-May 1977. 

pbk. 

1. *Heat— Transmission. 2. ‘*Coal_ gasification. 3. 
*Refractory materials — Testing. I. United States. Energy 
Research and Development Administration. Technical Infor- 
mation Center. II. Title. 


OCLC 3783437 


78-11046 
ER 1.11:FE-2233-1 
Hamrin, Charles E 
Catalytic activity of coal mincral matter / Charles E. Ham- 
rin , Jr. — [Washington] : Energy Research and Development 
Administration ; Springficld, Va. : for sale by the National 
Technical Information Service, 1977- 
22161 
v.: ill. ; 28 cm. 
*“FE-2233-1." 
Prepared under Contract No. E(49-18)-2233. 
Some reports not available through depository distribution. 
Includes bibliographical references. 
Contents: Interim report for the period January-March 
1976. 
@ltem 1051-C (microfiche) 
pbk. 
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Energy Research and Development Administration 


1. *Coal — United States — Analysis. I. United States. 
Energy Research and Development Administration. Techni- 
cal Information Center. Il. Title. 


OCLC 3562894 


78-11047 
ER 1.11:FE-2240-67 
Braun (C. F.) & Company. 

Quaterly technical progress report for the period January- 
March 1977/ Roger Detman ... — | Washington] Energy 
Research and Development Administration, ; Springfield, Va. 
: for sale by the National Technical Information Service, 
1977- 

22161 

v. : ill. ; 28 cm. 

At head of title on cover: Fossil energy. 

“FE-2240-67.” 

Prepared for Energy Research and Development Adminis- 
tration and the Amcrican Gas Association under contract no. 
E(49-18 )-2240. 

Issued April 1977. 

pbk. 

1. *Coal gasification. I. Detman, Roger Il. United 
States. Energy Research and Development Administration. 
Ill. Title. 


OCLC 3793380 


78-11048 
ER 1.11:FE-2244-8 
Flash pyrolysis coal liquefaction process development .../ 
Everett W. Knell ... [ct al.]. — [Washington] Energy 
Research and Development Administration ; Springfield, Va. 
: for sale by the National Technical Information Service, 
1976- 
22161 
v.: ill. ; 28 cm. 
“FE-2244-8." 
Prepared under contract no. E( 49-18 )-2244 
Contents: Quarterly report for October - December 1976. 
pbk. 
1. *Coal liquefaction. I. Knell, Everett W_ II. United 
States. Energy Research and Development Administration. 


OCLC 3793359 


78-11049 
ER 1.11:FE-2244-11 
Flash pyrolysis coal liquefaction process development. .../ 
Everett W. Knell ... [ct al.]. — [Washington] Energy 
Research and Development Administration ; Springficld, Va. 
: for sale by the National Technical Information Scrvicc, 
1976- 
22161 
v.: ill. ; 28 em. 
“FE-2244-11." 
Prepared under contract no. E(49-18 )-2244 
Contents: Quarterly report for January - March 1977, in- 
cluding the March 1977 monthly report. 
@ltem 1051-C (microfiche ) 
pbk. 
1. *Coal liquefaction. I. Knell, Everett WH. United 
States. Energy Research and Development Administration. 


OCLC 3777346 
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78-11050 
ER 1.11:FE-2245-9 
Tompkins, Frederick C 
Research on cross-flow filtration for solids removal from 
coal syncrudes ... / Frederick C. Tompkins, Jr. — 
[Washington] : Energy Research and Development Adminis- 
tration ; Springfield, Va. : for sale by the National Technical 
Information Service, 1976- 
22161 
v.: ill, ; 28 cm. 
“FE-2245-9.” 
Prepared under Contract no. E(49-18)-2245. 
Contents: Quarterly technical progress report for the 
period 9/1/76 through 11/30/76. 
@ltem 1051-C (microfiche) 
pbk. 
1. *Coal preparation. 
and Development Administration. 


I. United States. Energy Research 
Il. Title. 


OCLC 3659265 


78-11051 
ER 1.11:FE-2247-7 
Montebello Research Laboratory. 

Gasification of residual materials from coal liquefaction. — 
[Washington] : Energy Research and Development Adminis- 
tration : Springficld, Va. : for sale by the National Technical 
Information Service, 1977- 

22161 

v. ; 28 cm. 

““FE-2247-7.” 

Contract no. E(49-18)-2247. 

Author: Allen M. Robin. 

Contents: Annual report for the period July 1976-June 
1977. 

@ltem 1051-C (microfiche) 

pbk. 

1. *Coal liquefaction. 2. *Coal gasification. I. Robin, 
Allen M_ Il. United States. Energy Research and Develop- 
ment Administration. _ III. Title. 


OCLC 3781253 


78-11052 
ER 1.11:FE-2254-3 
Fluidyne Engineering Corporation. 

Support testing and design study evaluation of regenerative 
air heaters/ Fluidyne Engineering Corporation. — Oak Ridge, 
Tenn. Energy Research and Development Administration, 
Technical Information Center ; Springfield, Va. : for sale by 
the National Technical Information Service, 1976- 

22161 

v.: ill. ; 28 cm. 

At head of title on cover : Fossil Energy. 

“FE-2254-3." 

Prepared for Energy Research and Development Adminis- 
tration under contract no. E(47-18)-2254. 

Issued June 1976. 

Bibliography: p. 11. 

Contents: First quarter report for the period, January 
1976-Marach 1976. 

pbk. 

1. *Air heaters. I. United States. Energy Research and 
Development Administration. Technical Information Center. 
Il. Title. 


OCLC 3785795 





78-11053 
ER 1.11:FE-2262-11 
Koump, V 
Hydrogen generation process / V. Koump ...— 
[Washington] : Energy Research and Development Adminis- 
tration ; Springficld, Va. : for sale by the National Technical 
Information Service, 1977- 
22161 
v. : ill. ; 28 cm. 
“FE-2262-11.” 
Prepared under contract no. EX-76-C-01-2262. 
Issued] Mar. 1977. 
Contents: Quarterly technical progress report for the 
period November 17, 1976 to February 16, 1977. 
pbk. 
1. *Hydrogen. 
Research and Development Administration. 


2. *Electrolysis. I. United States. Energy 
Il. Title. 


OCLC 3777809 


78-11054 
ER 1.11:FE-2270-15 
Lewis, H E 

Solvent refined coal (SRC) process : operation of solvent 
refined coal pilot plant at Wilsonville, Alabama ... / prepared 
by H. E. Lewis. — Oak Ridge, Tenn. : Energy Research and 
Development Administration, Technical Information Center ; 
Springficld, Va. : for sale by the National Technical Informa- 
tion Service, 1976- 

22161 

v.: ill. ; 28 cm. 

“FE-2270-15.” 

Prepared for Energy Research and Development Adminis- 
tration under Contract no. E(49-18)-2270 and Electric 
Power Research Institute under Contract no. RP1234-1-2. 

Some reports not available through depository distribution. 

Includes bibliographical references. 

Contents: Annual technical progress report for the period 
January-December 1976. 

@ltem 1051-C (microfiche ) 

pbk. 

1. *Coal. 2. *Solvents. 3. *Extraction (Chemistry)  [. 
United States. Energy Research and Development Adminis- 
tration. Technical Information Center. II. Title. 


OCLC 3578480 


78-11055 
ER 1.11:FE-2286-12 
Institute of Gas Technology. 

Preparation of a coal conversion systems technical systems 
data book / Institute of Gas Technology. — [Washington] : 
Energy Research and Development Administration, Division 
of Coal Conversion and Utilization ; Springficld, Va. : for 
sale by the National Technical Information Service, 1977- 

22161 

v.: ill. ; 28 cm. 

“FE-2286-12.” 

Contract no. EX-76-C-01-2286. 

Issued Apr. 1977. 

Includes bibliographical references. 

Contents: Project 8979 quarterly report for the period 
November 1, 1976 through January 31, 1977. 

@ltem 1051-C (microfiche ) 

pbk. 
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1. *Coal. I. United States. Energy Research and Develop- 
ment Administration. Division of Coal Conversion and 
Utilization. II. Title. 


OCLC 3686064 


78-11056 
ER 1.11:FE-2338-1 
United States. Energy Research and Development Administra- 
tion. 

Development of a modular software system for the dynam- 
ic simulation of coal conversion plants. — Oak Ridge, Tenn. : 
Energy Research and Development Administation, Technical 
Information Center ; Springfield, Va. : for sale by the Na- 
tional Technical Information Service, 1976- 

22161 

v.: ill. ; 28 cm. 

At head of title on cover: Fossil energy. 

“FE-2338-1.” 

Prepared by Lehigh University under contract no. E(49- 
18 )-2338. 

Authors: W.E. Schiesser, F.P. Stein. 

Includes bibliographical footnotes. 

Contents: Quarterly report, June-August 1976. 

pbk. 

1. *Coal gasification — Computer programs. I. Schiesser, 
WE _ Il. Stein, F P_ Ill. United States. Energy Research and 
Development Administration. Technical Information Center. 
IV. Title. 


OCLC 3783495 


78-11057 
ER 1.11:FE-2414-3 
Quincy, Edmund A 

Remote electromagnetic sensing of underground coal burns 
.. / Edmund A. Quincy. — [Washington] : Energy Research 
and Development Administration ; Springfield, Va. : for sale 
by the National Technical Information Service, 1976- 

22161 

v.: ill. ; 28 cm. 

“"FE-2414-3.” 

Prepared under contract no. E(49-18)-2414. 

Issued Mar. 1977. 

Include bibliographical references. 

Contents: Quarterly technical progress report for the 
period December 1976 - February 1977 and 9 month sum- 
mary. 

pbk. 

1. *Coal gasification, Underground. I. 
Energy Research and Development Administration. 


United States. 
Il. Title. 


OCLC 3777732 


78-11058 
ER 1.11:FE-2435-8 
Institute of Gas Technology. 

Development of the steam-iron process for hydrogen 
production ... / prepared by Institute of Gas Technology ... — 
| Washington] : Energy Research and Development Adminis- 
tration ; Springfield, Va. : for sale by the National Technical 
Information Service, 1977- 

22161 

v.: ill. ; 28 cm. 

“FE-2435-8." 

Prepared under Contract no. EF-77-C-01-2435 

Issued Oct. 1977. 





Energy Research and Development Administration 


Contents: Project 9010 quarterly report no. 2 for the 


period October | through December 31, 1976. 
pbk. 
1. *Iron 
Research and Development Administration. 


Hydrogen content. I. United States. Energy 
Il. Title. 


OCLC 3793303 


78-11059 
ER 1.11:FE 2451-4 
Kirwan, Donald J 
Gas-solids intenaction in the zone of a fluidized-bed 

phase I . / Donald J. Kirwan, Sterling Vines. — 

| Washington] : Energy Research and Development Adminis- 

tration ; Springficld, Va. : for sale by the National Technical 
Information Service, 1976 

22161 

v.: ill. ; 28 cm 

“FE-2451-4." 

Prepared under Contract no. EX-76-S-01-2451. 

Issued May 1977. 

Contents: Interim report for the period December 15 - 
April 30, 1977. 

@ltem 1051-C (microfiche ) 

pbk. 

1. *Fluidizicd-bed furnaces. 2. *Fluidization. I. Vines, 
Sterling, joint author. H. United States. Energy Research 
and Development Administration. IIL. Title. 


OCLC 3793332 


78-11060 

ER 1.11:FE-2461-4 
applications of  fluidized-bed 
Energy Research and Development Adminis- 
for sale by the National Technical 


Industrial combustion. — 
| Washington | 
tration ; Springfield, Va 
Information Service, 1976- 

22161 

v.: ill. ; 28 cm 

“FE-2461-4.” 

Prepared under Contract no. EX-76-C-01-2461. 

Contents: Quarterly Technical progress report for period 
April -June, 1977 

@ltem 1051-C (microfiche ) 

pbk 

1. *Fluidization. I. United States. Ener- 
gy Research and Development Administration. HU. Geor- 


2. *Combustion. 
getown University. 


OCLC 3590152 


78-11061 
ER 1.11:FE-2489-12 
Institute of Gas Technology. 

Development of combustion data to utilize low-Btu gases 
as industrial process fuels. — | Washington] Energy 
Research and Development Administration ; Springfield, Va. 

for sale by the National Technical Information Service, 
1977- 

22161 

v.: il, 28 em. 

“FE-2489-12." 

Work performed under Contract EX-76-C-01-2489. 

Author: Richard T. Waibel. 

Contents: Project 8985 Quarterly status report for the 
period April | through June 30, 1977. 

@ltem 1051-C (microfiche ) 

pbk 
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1. *Gas as fuel. 2. *Combustion. IL. Waibel, Richard T 
Il. United States. Energy Research and Development Ad- 
ministration. III. Title. 


OCLC 3796580 


78-11062 
ER 1.11:FE-2495-6 
Dalton-Dalton-Little-Newport. 

Design and implementation of an cnvironmental monitor- 
ing program for ERDA fossil fucl facilities / Robert G. Rolan 
... — | Washington] : Energy Research and Development Ad- 
ministration, ; Springficld, Va. : for sale by the National 
Technical Information Service, 1977- 

22161 

v.: ill. ; 28 cm. 

At head of title on cover: Fossil energy. 

“FE-2495-6.” 

Prepared under contract no. E( 49-18 )-2495. 

Contents: Task summary report III. 

pbk. 

1. *Fossil fuels. 2. *Coal. I. Rolan Robert G_ II. United 
States. Energy Research and Development Administration. 
Ill. Title. 


OCLC 3793366 


78-11063 
ER 1.11:FE-2520-2 
Datta, R S 
Characterization of the chemical comminution of coal ... / 
R. S. Datta. — [ Washington] : Energy Research and Develop- 
ment Administration ; Springfield, Va. : for sale by the Na- 
tional Technical Information Service, 1977- 
22161 
v. : ill. ; 28 cm. 
“FE-2520-2." 
Prepared under contract no. EX-76-C-01-2520. 
Issued July 1977. 
Contents: 2nd quarterly report for the period January - 
March 1977. 
@ltem 1051-C (microfiche) 
pbk. 
1. *Coal. 
ment Administration. 


I. United States. Energy Research and Develop- 
IL. Title. 


OCLC 3777707 


78-11064 
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Goverment Printing Office, Superintendent of Documents, 
1978. 

20402 

8 p. ; 27 cm. — (Subject bibliography SB ; 158) 

“January 27, 1978.” 

@ltem 552-A 

pbk. 

1. *Government publications — Bibliography. 2. United 
States. Army — Bibliography. I. United States. Government 
Printing Office. II. Title. III. Series. 


OCLC 3742772 


GENERAL SERVICES ADMINISTRATION 
Washington, DC 20405 


78-11142 
GS 1.6/6:Sa 1 
United States. General Services Administration. 
General safety criteria. — Washington : General Services 
Administration, 1975. 
20405 
67 p. : ill. ; 27 cm. — (GSA handbook ; PBS P 5900.7) 
“November 6, 1975.” 
pbk. 
1. *Safety regulations— United States. 2. “Industrial 
safety — United States. I. Title. II. Series. 


OCLC 3780310 


FEDERAL SUPPLY SERVICE 
General Services Administration 
Washington, DC 20405 


Federal standards may be purchased from General Services Ad- 
ministration, Specifications Activity, Special Programs Division, 
Building 197, Naval Weapons Plant, Washington, DC 20407. 
All checks and money orders should be made payable to the 
Treasurer of the United States. Single copies are available 
without charge at the nearest GSA regional office. 


78-11143 
GS 2.8/3:1006 
United States. General Services Administration. 

Telecce ications : coding and modulation requirements 
for 4800 bit/second modems. — [Washington] : General Ser- 
vices Administration, 1977, 1978 printing. 

8 p. : ill. ; 26 cm. — (Federal standard ; no. 1006) (FSC ; 
TELE) 

“December 22, 1977.” 

@ltem 563 

pbk. 

1. “Modems — Standards — United States. 2. “Computer 
input-output equipment — Standards — United States. I. 
Title. Il. Series. 





OCLC 3795160 





FEDERAL REGISTER OFFICE 
General Services Administration 
Washington, DC 20408 


Code of Federal regulations may be purchased from the Supt. 
of Docs. for $350.00 a year, $75.00 additional for foreign mail- 
ing. 
78-11144 

GS 4.108:28/977 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 28. Judicial adminis- 
tration. Washington, General Services Administration, Na- 
tional Archives and Records Service, Office of the Federal 
Register; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$4.25 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
... With ancillaries. 

Revised annually as of July 1. 

1977. 

@ltem 572 

S/N 022-003-93365-4 

1. United States. Dept. of Justice — Rules and practice. 
2. Law enforcement — United States. 3. Prisoners — United 
States — Accidents. I. Title. 


OCLC 2786662 


78-11145 
GS 4.108:32/pt.700-799/977 
United States. Office of the Federal Register. 
Code of Federal regulations. [Title] 32. National defense. 


Washington, General Services Administration, National 
Archives and Records Service, Office of the Federal Register; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 


24 cm. 

$8.25 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
.. with ancillaries. 

Revised annually as July 1. 

Parts 700-799, 1977. 

@ltem 572 

ISSN 022-003-93378-6 

1. United States — Defenses. 2. United States. Navy 
Dept. — Rules and practice. I. Title. 


OCLC 2786662 


78-11146 
GS 4.108:32/pt.800-999/977 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 32. National defense. 
Washington, General Services Administration, National 
Archives and Records Service, Office of the Federal Register; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$5.75 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
.. with ancillaries. 

Revised annually as of July 1. 

Parts 800-999, 1977. 

@ltem 572 
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S/N 022-003-93379-4 
1. United States — Defenses. 2. United States. Dept. of 
the Air Force — Rules and practice. I. Title. 


OCLC 2786662 


78-11147 


GS 4.108:38/977 


United States. Office of the Federal Register. 


Code of Federal regulations. [Title] 38. Pensions, bonuses, 
and veterans’ relief. Washington, General Services Adminis- 
tration, National Archives and Records Service, Office of the 
Federal Register; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

24 cm. 

$6.00 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
.. with ancillaries. 

Revised annually as of July 1. 

1977. 

@ltem 572 

S/N 022-003-93390-5 

1. Veterans — United States. 2. United States. Veterans 
Administration — Rules and practice. I. Title. 


OCLC 2786662 


78-11148 


GS 4.108:41/chap.3-6/977 


United States. Office of the Federal Register. 


Code of Federal regulations. [Title] 41. Public contracts 
and property management. Washington, General Services 
Administration, National Archives and Records Service, Of- 
fice of the Federal Register; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

24 cm. 

$5.50 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
.. with ancillaries. 

Revised annually as of July 1. 

Chapters 3-6, 1977. 

@ltem 572 

S/N 022-003-93398-1 

1. Government purchasing — United States. 2. Public 
contracts — United States. 3. United States — Government 
property. I. Title. 


OCLC 2786662 


78-11149 


GS 4.108:43/pt.1-999/977 


United States. Office of the Federal Register. 


Code of Federal regulations. [Title] 43. Public 
lands:Interior. Washington, General Services Administration, 
National Archives and Records Service, Office of the Federal 
Register; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$4.00 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
.. with ancillaries. 

Revised annually as of Oct. 1. 

Parts 1-999, 1977. 

@ltem 572 
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S/N 022-003-93408-1 

1. United States — Public lands. 2. Reclamation of land 

United States. 3. United States. Dept. of the Interior — 
Rules and practice. 4. United States. Bureau of Reclama- 
tion — Rules and practice. I. Title. 


OCLC 2786662 


78-11150 
GS 4.108:45/pt.1-99/977 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 45. Public welfare. 
Washington, Gencral Services Administration, National 
Archives and Records Service, Office of the Federal Register; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$4.25 

Special edition of the Federal Register, containing a codifi- 
sation of documents of gencral applicability and future cffect 
.. with ancillaries. 

Revised annually as of Oct. 1. 

Parts 1-99, 1977. 

@ltem 572 

S/N 022-003-93410-3 

1. United States. Dept. of Health, Education, and Welfare 

Rules and practice. 2. Public welfare — United States — 

aw. I. Title. 


OCLC 2786662 


78-11151 
GS 4.108:46/pt.30-40/977 
United States. Office of the Federal Register. 

Code of regulations. [Title] 46. Shipping. 
Washington, General Services Administration, National 
Archives and Records Service, Otlice of the Federal Register; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$3.25 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 

with ancillaries. 

Revised annually as of Oct. 1. 

Parts 30-40, 1977 

@ltem 572 

S/N 022-003-93415-4 

1. United States. Coast Guard — Rules and practice. 2. 
Maritime law — United States. IL. Title. 


Federal 


OCLC 2786662 


78-11152 
GS 4.108:46/pt.90-109/977 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 46. Shipping. 
Washington, General Services Administration, National 
Archives and Records Service, Office of the Federal Register; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$3.00 

Special edition of the Federal Register, containing a codifi- 
cation of documents of gencral applicability and future effect 
.. with ancillaries. 

Revised annually as of Oct. 1. 

Parts 90-109, 1977. 

@ltem 572 


Page 144 


S/N 022-003-93418-9 
1. United States. Coast Guard — Rules and practice. 2. 
Maritime law — United States. I. Title. 


OCLC 2786662 


78-11153 
GS 4.108:49/pt.1300-end/977 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 49. Transportation. 
Washington, General Services Administration, National 
Archives and Records Service, Office of the Federal Register; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$4.25 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
.. with ancillaries. 

Revised annually as of Oct. 1. 

Part 1300-end, 1977. 

@ltem 572 

S/N 022-003-93432-4 

1. Transportation — Laws and regulations — United States. 
2. United States. Interstate Commerce Commission — Rules 
and practice. I. Title. 


OCLC 2786662 


78-11154 
GS 4.108:46pt.1-29/977 
GS 4.108 :46/pt.70-89/97 7/errata 
GS 4.108:46/pt.110-139/977 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 46. Shipping. 
Washington, General Services Administration, National 
Archives and Records Service, Office of the Federal Register; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$3.00 (pt.1-29) $3.00 (pt.110-139) 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
.. with ancillaries. 

Revised annually as of Oct. 1. 

Pt. 1-29, 1977; pt. 110-139, 1977; errata sheet for pt. 70- 
89. 

@ltem 572 

S/N 022-003-93414-6 
(pt.110-139) 

1. Maritime law — United States. 
Guard — Rules and practice. I. Title. 


(pt.1-29) 0 022-003-93419-7 


2. United States. Coast 


OCLC 2786662 


PUBLIC BUILDINGS SERVICE 
General Services Administration 
Washington, DC 20405 


78-11155 
GS 6.6/2:En 2/3/977 
United States. Public Buildings Service. 

Energy conservation design guidelines for new office 
buildings. — 2d ed. (reprint) — [Washington] : General Ser- 
vices Administration, Public Buildings Service, 1977. 

20405 

ca. 300 p. : ill. ; 27 cm. 

“March 1977." 





Includes bibliographics. 

pbk. 

1. Office buildings — Energy conservation. 
TJ163.5.035U5S4 1977 
696 
OCLC 3513718 


I. Title. 


HEALTH, EDUCATION, AND WELFARE 


DEPT. 
Washington, DC 20201 


78-11156 
HE 1.2:In 2/2/summ. 
Stanford Research Institute. 

The Scattle-Denver income maintenance experiment 
midexperimental labor supply results and a gencralization to 
the national population : summary report / conducted by 
Stanford Research Institute and Mathematica Policy 
Research for the Department of Health, Education, and Wel- 
fare. — Washington : Dept. of Health, Education, and Wel- 
fare, 1978. 

xv, 54 p. ; 27 cm. 

“A social experiment sponsored by the Policy research 
program, Assistant Secretary for Planning and Evaluation.” 

“February 1978.” 

Bibliography: p. 50-54. 

@ltcem 445 

pbk. 

1. *Public welfare — Washington — Seattle. 2. *Public 
welfare — Colorado — Denver. I. Mathematica Policy 
Research, inc. II. United States. Dept. of Health, Education, 
and Welfare. Ill. Title. 


OCLC 3767557 


78-11157 
HE 1.7:M 42/975/76 
Mathews, Forrest David, 1935- 

Compassion and common sense : selected speeches of 
Secretary David Mathews, 1975-1977 [i.c. 1976]. — 
[Washington] : Dept. of Health, Education, and Welfare, 
[19779] 

ca. 200 leaves ; 28 cm. 

Cover title: Selected speeches, by David Mathews, Secreta- 
ry of Health, Education, and Welfare, 1975-76. 

pbk. 

1. United States. Dept. of Health, Education, and Welfare 
— Addresses, essays, lectures. 2. Public welfare — United 
States — Addresses, essays, lectures. I. United States. Dept. 
of Health, Education, and Welfare. II. Title. 

HV85.M39 
309.1/73/092 
OCLC 3630235 


78-11158 
HE 1.55:976 
HE 1.55:976-2 
HE 1.55:976-3 
HE 1.55:976-4 
HEW Refugee Task Force. 
Report to Congress. [Washington] HEW Refugee Task 
Force. 
20201 
27 cm. 
4th- Mar. 1976- 
Continues a publication with the same title issued by: 
United States. Interagency Task Force for Indochina Refu- 
gees. 


Government Publications — June 1978 


Mar. 15, 1976; June 15, 1976; Sept. 20, 1976; Dec. 20, 
1976. 

Quarterly. 

1. Refugees — Indochina. 2. Refugees — United States. 
I. United States. Interagency Task Force for Indochina Refu- 
gees. Il. Title. 


OCLC 3781304 


AGING ADMINISTRATION 
Health, Education, and Welfare Dept. 
Washington, DC 20201 


78-11159 
HE 1.209:2 
Facts & figures on older Americans. Washington, Dept. of 
Health, Education, and Welfare, Office of Human Devclop- 
ment, Administration on Aging. 
20201 
27 cm. (DHEW publication ; no. (OHD) 74-20182) 
no. |l- Mar. 1971- 
No. 2. The older population revisited, first results of the 
1970 census. 


Indices: Every 10th issue will include a cumulative index of 
the series as a whole. 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (OHD) 

1. Aged— United States — Statistics — Periodicals. 1. 
United States. Administration on Aging. II. Series: United 
States. Dept. of Health, Education, and Welfare. DHEW 
publication ; no. (OHD) 74-20182. 


OCLC 2637101 


78-11160 
HE 1.209:3 
Facts & figures on older Americans. [Washington] Dept. of 
Health, Education, and Welfare, Office of Human Develop- 
ment, Administration on Aging. 
20201 
27 cm. (DHEW publication ; no. (OHD) 74-20183) 
no. 1- Mar. 1971- 
No. 3. Income and poverty in 1970 - advance report. 
June 1971. 


Indices: Every 10th issue will include a cumulative index of 
the series as a whole. 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (OHD) 

1. Aged— United States — Statistics — Periodicals. I. 
United States. Administration on Aging. II. Series: United 
States. Dept. of Health, Education, and Welfare. DHEW 
publication ; no. (OHD) 74-20183. 


OCLC 2637101 


78-11161 
HE 1.209:7 
Facts & figures on older Americans. [Washington] Dept. of 
Health, Education, and Welfare, Office of Human Devclop- 
ment, Administration on Aging. 
20201 
28 cm. (DHEW publication ; no. (OHD) 74-20008) 
no. 1- Mar. 1971- 
No. 7. Income and poverty in 1972 - advance report. 
July 1973. 
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Aging Administration — Health, Education, and Welfare Dept. 


Indices: Every 10th issue will include a cumulative index of 
the series as a whole. 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (OHD) 

1. Aged— United States — Statistics — Periodicals. I. 
United States. Administration on Aging. II. Series: United 
States. Dept. of Health, Education, and Welfare. DHEW 
publication ; no. (OHD) 74-20008. 


OCLC 2637101 


78-11162 
HE 1.209:10 
Facts & figures on older Americans. [Washington] Dept. of 
Health, Education, and Welfare, Office of Human Develop- 
ment, Administration on Aging, National Clearinghouse on 
Aging. 
20201 
27 cm. (DHEW publication ; no. (OHD) 74-20011) 
no. l- Mar. 1971- 
No. 10. Cumulative index to Facts and figures on older 
Amcricans, no. | through no. 9. 
Sept. 1974. 


Indices: Every 10th issue will include a cumulative index of 
the series as a whole. 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (OHD) 

1. Aged — United States — Statistics — Periodicals. I. Na- 
tional Clearinghouse on Aging. Il. United States. Adminis- 
tration on Aging. III. Series: United States. Dept. of Health, 
Education, and Welfare. DHEW publication ; no. (OHD) 74- 
20011. 


OCLC 2637101 


78-11163 
HE 1.209:11 
Facts & figures on older Americans. [Washington] Dept. of 
Health, Education, and Welfare, Office of Human Develop- 
ment, Administration on Aging, National Clearinghouse on 
Aging. 
20201 
27 cm. (DHEW publication ; no. (OHD) 75-20012) 
no. |- Mar. 1971- 
No. 11. Income and poverty in 1973. 
Feb. 1975. 


Indices: Every 10th issue will include a cumulative index of 
the series as a whole. 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (OHD) 

1. Aged — United States — Statistics — Periodicals. I. Na- 
tional Clearinghouse on Aging. Il. United States. Adminis- 
tration on Aging. III. Series: United States. Dept. of Health, 
Education, and Welfare. DHEW publication ; no. (OHD) 75- 
20012. 


OCLC 2637101 
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CHILD DEVELOPMENT OFFICE 
Health, Education, and Welfare Dept. 
Washington, DC 20201 


78-11164 
HE 1.411:B 49/supp.1 
United States. Head Start Bureau. 

A bibliography of bilingual-bicultural preschool material 
for the Spanish speaking child : supplement 1. — Washington 
: Dept. of Health, Education, and Welfare, Office of Human 
Development Services, Administration for Children, Youth 
and Families, Head Start Bureau, 1978. 

20201 

70 p. in various pagings ; 28 cm. — (DHEW publication ; 
no. (OHDS) 78-31107) 

Prepared by InterAmerica Research Associates under con- 
tract no. HEW-180-76-C-0011. 

@ltem 454-C-6 

pbk. 

1. *Education, Bilingual — Bibliography. 2. *Education, 
Preschool — Bibliography. I. Title. II. Series: United 
States. Dept. of Health, Education, and Welfare. DHEW 
publication ; no. (OHDS) 78-31107. 


OCLC 3740113 


SOCIAL SECURITY ADMINISTRATION 
Health, Education, and Welfare Dept. 
Baltimore, MD 21235 


78-11165 
HE 3.2:C 36 
Recent changes in social security. — [Baltimore, Md.] : Dept. 
of Health, Education, and Welfare, Social Security Adminis- 
tration, 1978. 

21235 

folder (5 p.) ; 18 x 8 cm.— (DHEW publication ; no. 
(SSA) 78-10388) 

“March 1978.” 

@ltem 516 

pbk. 

1. *Social security — United States. I. United States. So- 
cial Security Administration. II. Series: United States. Dept. 
of Health, Education, and Welfare. DHEW publication ; no. 
(SSA) 78-10388. 


OCLC 3768218 


78-11166 
HE 3.56:29 
Quinn, Joseph F 
The early retirement decision : evidence from the 1969 
retirement history study / by Joseph F. Quinn. — Washington 
: Dept. of Health, Education, and Welfare, Social Security 
Administration, Office of Research and Statistics : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1978. 
20402 
v, 34 p. ; 26 cm. — (Staff paper - Social Security Adminis- 
tration, Office of Research and Statistics ; no. 29) (DHEW 
publication ; no. (SSA) 78-11855) 
Bibliography: p. 33-34. 
@ltem 522-B 
S/N 017-070-00305-2 
pbk. : $1.50 





1. *Retirement — United States. I. United States. Social 
Security Administration. Office of Research and Statistics. 
Il. Title. Ill. Series: United States. Social Security Adminis- 
tration. Office of Research and Statistics. Staff paper ; no. 
29. IV. Series: United States. Dept. of Health, Education, 
and Welfare. DHEW publication ; no. (SSA) 78-1 1855. 


OCLC 3673754 


EDUCATION DIVISION 
Health, Education, and Welfare Dept. 
Washington, DC 20202 


78-11167 
HE 19.9:R 29 
Fund for the Improvement of Postsecondary Education. 
Projects, women. — Washington : Dept. of Health, Educa- 
tion, and Welfare, Education Division, Fund for the Improve- 
ment of Postsecondary Education : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 
20402 
10 p. ; 28 cm. — (Reports from the Fund) 
Ist ed. Feb. 1977, reprinted Jan. 1978. 
@ltcm 461 (Rev. 1965) 
S/N 017-080-01831-4 
pbk. : $1.00 
1. *Education of women — United States. 2. *Federal aid 
to higher cducation — United States. I. Title. II. Series: 
Fund for the Improvement of Postsecondary Education. Re- 
ports from the Fund. 


OCLC 3799084 


EDUCATION OFFICE 
Health, Education, and Welfare Dept. 
Washington, DC 20202 


78-11168 
HE 19.101/3:976 
United States. Office of Education. Office of Planning, Budgcet- 
ing, and Evaluation. 

Annual evaluation report on programs administered by the 
U.S. Office of Education. [Washington] Dept. of Health, 
Education and Welfare, [Education Division], Office of Edu- 
cation, Office of Planning, Budgeting, and Evaluation. 

20202 

24 cm. 

1971- 

Report covers fiscal year 1976. 

Includes bibliographical references. 

@ltem 461-C-3 

1. Educational accountability — United States. 
tion — United States — 1965-. I. Title. 
LB2825.U49c 
329/15/0973 
OCLC 2583964 


78-11169 


2. Educa- 


HE 19.102:Ac 2 
The Federal government's relationship to the nationally recog- 

nized accrediting agencies : proceedings of an invitational 
conference ... June 14-15, 1977, in Arlington, Va. — 
Washington : Dept. of Health, Education, and Welfare, Of- 
fice of Education : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1977. 

20402 

vi, 70 p. ; 20 x 27 cm. — (DHEW publication ; 
77-17601) 


no. (OE) 


Government Publications — June 1978 


Sponsored by the Advisory Committee on Accreditation 
and Institutional Eligibility and the Division of Eligibility and 
Agency Evaluation. 

@ltcm 461 (Rev. 1965) 

S/N 017-080-01804-7 

pbk. : $2.20 

1. *Federal aid to higher cducation — United States. 2. 
*Accreditation (Education) I. United States. Office of Edu- 
cation. II. Series: United States. Dept. of Health, Education, 
and Welfare. DHEW publication ; no. (OE) 77-17601. 


OCLC 3654047 


78-11170 
HE 19.108:C 76 
Nelson, Helen E 

A guide to consumer action / Helen E. Nelson, Liz Allen, 
Kit McNally. — Washington : Dept. of Health, Education, 
and Welfare, Office of Education, Office of Consumers’ Edu- 
cation, 1978. 

Consumer Information Center, Pueblo, CO. 81009. 

vii, 58 p. ; 24 cm. — (DHEW publication ; no. (OE) 77- 
15800) 

Includes bibliographical references. 

@ltem 461-A (Rev. 1965) 

pbk. 

1. *Consumer protection — United States. I. Allen, Liz , 
joint author. II. McNally, Kit , joint author. Ill. United 
States. Office of Consumers’ Education. IV. Title. V. Se- 
ries: United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (OE) 77-15800. 


OCLC 3721769 


78-11171 
HE 19.110:B 69/5 
Boyer, Ernest LeRoy. 

The energy agenda of the U.S. Office of Education / Er- 
nest L. Boyer. — [Washington : Dept. of Health, Education, 
and Welfare, Education Division, Office of Education], 1977. 

15 leaves ; 27 cm. 

Address before the 6th annual conference of the Council 
for Educational Development and Research, Washington, 
D.C., June 22, 1977. 

pbk. 

1. *Energy policy — United States — Addresses, essays, 

2. United States. Office of Education. I. United 
Il. Title. 


lectures. 
States. Office of Education. 


OCLC 3784135 


78-11172 
HE 19.110:B 69/6 
Boyer, Ernest LeRoy. 

Address / Ernest L. Boyer. — [Washington : Dept. of 
Health, Education, and Welfare, Education Division, Office 
of Education], 1977. 

12 leaves ; 27 cm. 

Commencement, State University of New York College at 
Purchase, Purchase, N.Y., June 11, 1977. 

1. *Education — United States — Addresses, essays, Iec- 
tures. I. United States. Office of Education. II. Title. 


OCLC 3784123 
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78-11173 
HE 19.110:B 69/7 
Boyer, Ernest LeRoy. 

Twenty years after Sputnik : imperatives in American edu- 
cation today / Ernest L. Boyer. — [Washington : Dept. of 
Health, Education, and Welfare, Education Division, Office 
of Education], 1977. 

15 leaves ; 27 cm. 

“Address before the 60th Annual Mccting of the Amcrican 
Council on Education; Washington, D.C., October 13, 
1977." 

pbk. 

1. *Education — United States — Addresses, essays, lec- 
tures. I. United States. Office of Education. Il. Title. 


OCLC 3784203 


78-11174 
HE 19.110:B 69/8 
Boyer, Ernest LeRoy. 

Arts in education : the view from FOB 6 / Ernest L. Boyer. 
— [Washington : Dept. of Health, Education, and Welfare, 
Education Division, Office of Education], 1977. 

17 p. ; 27 cm. 

“An address before the Annual Mccting of the Interna- 
tional Council of Fine Arts Deans; Minneapolis, Minnesota, 
October 5, 1977.” 

pbk. 

1. *Arts—Study and teaching — United States — Ad- 
dresses, essays, lectures. 2. *Education — United States — 
Addresses, essays, lectures. I. United States. Office of Edu- 

cation. II. Title. 


OCLC 3784114 


78-11175 
HE 19.123:Ad 9 
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1. Cancer research — United States — Periodicals. 2. 
Cancer — United States — Periodicals. I. Title. Il. Series: 
United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (NIH) 78-1304. 


OCLC 3792686 


78-11212 


HE 20.3169:L 97/978 


United States. National Institutes of Health. 


Progress against cancer of the lung. — [Bethesda, Md.] : 
Dept. of Health, Education, and Welfare, Public Health Ser- 
vice, National Institutes of Health, [19787] 

20014 

[14] p. ; 22 x 10 cm. — (DHEW publication ; no. (NIH) 
78-526) 

Prepared by Office of Cancer Communications, National 
Cancer Program, National Cancer Institute. 

@ltem 507-G-2 

pbk. 


Page 153 





National Cancer Institute — Health, Education, and Welfare Dept. 


1. *Lungs — Cancer. IL. Title. Il. Series: United States. 
Dept. of Health, Education, and Welfare. DHEW publication 
: no. (NIH) 78-526. 


OCLC 3768237 


78-11213 
HE 20.3173:77/109 
National Cancer Institute. International Cancer Research Data 
Bank Program. 

Current cancer research on murine tumor viruses. — 
{Silver Spring, Md.] : Dept. of Health, Education, and Wel- 
farc, Public Health Service, National Institutes of Health, Na- 
tional Cancer Institute, International Cancer Research Data 
Bank ; Springficld, Va. : for sale by the National Technical 
Information Service, 1978. 

22161 

i, 42 p. ; 27 cm. — (Special listing - National Cancer In- 
stitute ; 77/109) 

Prepared by the Current Cancer Research Project Analysis 
Center. 

Updates Special Listing 76/32. 

“March 17, 1978." 

@ltcm 507-G-16 
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1. *Cancer research. 2. *Murine sarcoma viruses. I. 

Title. Il. Series: United States. National Cancer Institute. 


Special listing - National Cancer Institute ; 77/109. 


OCLC 3781480 


78-11214 
HE 20.3173:77/110 
National Cancer Institute. International Cancer Research Data 
Bank Program. 

Current cancer research on ctiology, epidemilogy [sic] and 
related biology of gastrointestinal, oral, esophageal and pan- 
creatic cancers. — Silver Spring, Md. : Dept. of Health, Edu- 
cation, and Welfare, Public Health Service, National In- 
stitutes of Health, National Cancer Institute, International 
Cancer Research Data Bank [Program] ; Springfield, Va. : 
for sale by the National Technical Information Service, 1978. 

22161 

i, SI p. ; 28 cm. — (Special listing - National Cancer In- 
stitute ; 77/110) 

Prepared by the Current Cancer Research Project Analysis 
Center. 

Updates Special Listing 76/20. 

“March 10, 1978." 

@ltem 507-G-16 

pbk. 

1. *Cancer research. 2. *Digestive organs — Cancer. I. 
Title. HU. Series: United States. National Cancer Institute. 
Special listing - National Cancer Institute ; 77/110. 


OCLC 3781493 
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78-11215 


HE 20.3173:77/115 
National Cancer Institute. International Cancer Research Data 
Bank Program. 

Current cancer research on ctiology, biochemistry, and 
pathology of hepatic neoplasms / a service of the Interna- 
tional Cancer Research Data Bank. — [Bethesda, Md.] 
Dept. of Health, Education, and Welfare, Public Health Ser- 
vice, National Institutes of Health, National Cancer Institute, 
International Cancer Research Data Bank [Program] 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1978. 

22161 

i, 44 p. ; 28 cm. — (Special listing - National Cancer In- 
stitute ; 77/115) 

Updates Special listing 76/18. 

“March 31, 1978." 

@ltcm 507-G-16 

pbk. 

1. *Liver — Cancer. 2. *Hepatoma. IL. Title. Ul. Series: 
United States. National Cancer Institute. Special listing - Na- 
tional Cancer Institute ; 77/115. 


OCLC 3781508 


NATIONAL HEART, LUNG, AND BLOOD 
INSTITUTE 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


78-11216 
HE 20.3202:M 56/977 
US-USSR Joint Symposium on Myocardial Metabolism, 3d, 
Williamsburg, Va., 1977. 

Proceedings, third US-USSR Joint Symposium on Myocar- 
dial Metabolism, Williamsburg, Virginia, May 9-11, 1977. — 
[Bethesda, Md.] : Dept. of Health, Education, and Welfare, 
Public Health Service, National Institutes of Health, National 
Heart, Lung, and Blood Institute, [19787] 

20014 

xii, 522 p. : ill. ; 28 cm.— (DHEW publication ; no. 
(NIH) 78-1457) 

Cover title: USA, CCCP third Joint Symposium on 
Myocardial Metabolism, Williamsburg, Virginia, May 9-11, 
1977. 

Includes bibliographical references. 

@ltcem 507-E-1 

pbk. 

1. *Heart — Muscle — Diseases — Congresses. 2. 
*Mctabolism — Congresses. I. National Heart, Lung, and 
Blood Institute. Il. Title. IIL. Series: United States. Dept. of 
Health, Education, and Welfare. DHEW publication ; no. 
(NIH) 78-1457. 


OCLC 3796339 


78-11217 
HE 20.3211:976 
United States. National Heart, Lung, and Blood Advisory 
Council. 

Report of the National Heart, Lung, and Blood Advisory 
Council. Bethesda, Md., Dept. of Health, Education, and 
Welfare, Public Health Service, National Heart, Lung, and 
Blood Institute. 

20014 

27 cm. (DHEW publication ; no. (NIH) 77-1171) 

4th- 1976- 





At head of title: National Heart, Blood Vessel, Lung, and 
Blood Program. 

4th report, 1976. 

Annual. 

@ltcm 507-E-4 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

Continues: United States. National Heart and Lung Adviso- 
ry Council. Annual report of the Natonal Heart and Lung 
Advisory Council 1973-1975 ISSN 0095-0262 

1. Cardiovascular system — Diseases — United States — 
Periodicals. 2. Lungs — Diseases — United States — Periodi- 
cals. 3. Blood — Discases — United States — Periodicals. 
4. Medical research — United States — Periodicals. 5. 
Preventive health services — United States — Periodicals. I. 
National Heart, Lung, and Blood Institute. II. Title. III. Se- 
rics: United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (NIH) 77-1171. 


OCLC 3603500 


78-11218 


HE 20.3211:977 
United States. National Heart, Lung, and Blood Advisory 
Council. 

Report of the National Heart, Lung, and Blood Advisory 
Council. Bethesda, Md., Dept. of Health, Education, and 
Welfare, Public Service, National Heart, Lung, and Blood In- 
stitute. 

20014 

27 cm. (DHEW publication ; no. (NIH) 78-1418) 

4th- 1976- 

Sth report, 1977. 

Annual. 
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Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

Continues: United States. National Heart and Lung Adviso- 
ry Council. Annual report of the National Heart and Lung 
Advisory Council 1973-1975 ISSN 0095-0262 

1. Cardiovascular system — Diseases — United States — 
Periodicals. 2. Lungs — Diseases — United States — Periodi- 
cals. 3. Blood — Diseases — United States — Periodicals. 
4. Medical research— United States — Periodicals. 5. 
Preventive health services — United States — Periodicals. I. 
National Heart, Lung, and Blood Institute. II. Title. III. Se- 
ries: United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (NIH) 78-1418. 


OCLC 3603500 


NATIONAL INSTITUTE OF ARTHRITIS, 
METABOLISM AND DIGESTIVE DISEASES 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


78-11219 


HE 20.3302:F 73/2 
United States. National Institutes of Health. 

Foot care for the diabetic patient. — [Bethesda, Md.] : 
Dept. of Health, Education, and Welfare, Public Health Ser- 
vice, National Institutes of Health, 1978. 

20014 

folder (4 p.) ; 22 x 10 cm.— (DHEW publication ; no. 
(NIH) 78-1099) 

“February 1978." 

@ltem 507-A-25 
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1. *Foot — Care and hygiene. 2. *Diabetes. I. Title. II. 
Series: United States. Dept. of Health, Education, and Wel- 
fare. DHEW publication ; no. (NIH) 78-1099. 


OCLC 3763808 


NATIONAL INSTITUTE OF NEUROLOGICAL 


AND COMMUNICATIVE DISORDERS AND 
STROKE 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


78-11220 


HE 20.3502:H 35/2/977 


United States. National Institutes of Health. 


Hearing loss : hope through research. — Rev. 1977. — 
Bethesda, Md. : Dept. of Health, Education, and Welfare, 
Public Health Service, National Institutes of Health ; 
Washington : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1977. 

20402 

30 p. : ill. ; 22 x 10 cm.— (DHEW publication ; no. 
(NIH) 78-157) 

Prepared by the Office of Scientific and Health Reports, 
National Institute of Neurological and Communicative Disor- 
ders and Stroke. 

@ltem 507-L-2 

S/N 017-049-00083-6 

pbk. : $1.40 

1. *Deafness. 2. *Hearing disorders. I. National Institute 
of Neurological and Communicative Disorders and Stroke. 
Office of Scientific and Health Reports. II. Title. III. Se- 
ries: United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (NIH) 78-157. 


OCLC 3768232 


NATIONAL LIBRARY OF MEDICINE 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


78-11221 


HE 20.3602:Au 2/975-76 


United States. National Library of Medicine. 


National Library of Medicine AVLINE catalog. Bethesda, 
Md., Dept. of Health, Education, and Welfare, Public Health 
Service, National Institutes of Health, National Library of 
Medicine; [Washington, for sale by the Supt. of Docs., U.S. 
Govt. Print. Off.] 

20402 

30 cm. (DHEW publication ; no. (NIH) 77-1295) 

$5.00 

1975/76- 

Running title: NLM AVLINE catalog 1975/76 

1975/1976. 

@ltem 508-D 

S/N 017-052-00183-3 

ISSN 0146-3063 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

1. Medicine — Study and teaching — Audio-visual aids — 
Catalogs. I. Title. II. Series: United States. Dept. of 
Health, Education, and Welfare. DHEW publication ; no. 
(NIH) 77-1295. 

R835.U49a 
016.61 
OCLC 3248616 
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78-11222 
HE 20.3602:H 34/2/978 
United States. National Library of Medicine. 

Medical subject headings. Tree structures. Bethesda, Md., 
| Dept. of Health, Education, and Welfare, Public Health Ser- 
vice, National Institutes of Health], National Library of 
Medicine; Springficld, Va., for sale by the National Technical 
Information Servicc. 

22161 

28 cm. 

“PB-270 945." 

1978. 

@ltcm 508-D 

ISSN 0147-099X 

Supplement to: 
alphabetic list 

1. Subject 
Medicine — Classification — Periodicals. 
Z695.1.M48U52b 
025.3/361 
OCLC 1778210 


78-11223 


Medical subject headings. Annotated 


headings — Medicine — Periodicals. 2. 
I. Title. 


HE 20.3602:H 34/978 
United States. National Library of Medicine. 

Medical subject headings. Annotated alphabetic list. 
Bethesda, Md., |Dept. of Health, Education, and Welfare, 
Public Health Service, National Institutes of Health], Na- 
tional Library of Medicine; Springficld, Va., for sale by the 
National Technical Information Service. 

22161 

28 cm. 

“PB-270 894." 

@ltcm 508-D 

Supplement to: Medical subject headings. Tree structures. 

1. Subject headings — Medicine — Periodicals. I. Title. 


OCLC 2255185 


78-11224 
HE 20.3612/2-2:8 
Cumulated abridged index medicus. Bethesda, Md., Dept. of 

Health, Education, and Welfare, Public Health Service, Na- 
tional Institutes of Health, National Library of Medicine; 
Washington, for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

31 cm. (DHEW publication ; no. (NIH) 78-258) 

$23.00 

v. l- 1970- 

Cosponsored by the Medical Library Association. 

Annual cumulation of the 12 monthly issues of the 
Abridged index medicus. 

CONTENTS: v. 8. 1977. 

@ltem 508-E-1 

S/N 017-052-00188-4 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

Related records: Abridged index medicus 

1. Medicine — Bibliography — Indexes. 2. Medical litera- 
ture — Bibliography — Indexes. 1. United States. National 
Library of Medicine. Il. Medical Library Association. III. 
Series: United States. Dept. of Health, Education, and Wel- 
fare. DHEW publication ; no. (NIH) 78-258. 


OCLC 2254993 
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78-11225 


HE 20.3612/3:18/sec.1-14 


Cumulated index medicus. Bethesda, Md., Dept. of Health, 


Education, and Welfare, Public Health Service, National In- 
stitutes of Health, National Library of Medicine; Washington, 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

31 cm. (DHEW publication ; no. (NIH) 78-259) 

$202.00 per 14-part set (sold in sets only) 

v.- 1960- 

Issued 1960-64 by the American Medical Association. 

Vols. for 1971- issued in DHEW publication no. (NIH) se- 
ries. 

Issues for 1976- include the Bibliography of medical 
reviews. 

Jan.-Dec. 1977. 

CONTENTS: Bk. |. Medical subject headings, Journals in- 
dexed, Monographs indexed.—Bk. 2. Bibliography of medical 
reviews, Author index A-Br.—Bk. 3. Author index Bu- 
Gs.—Bk. 4. Author index Gu-L.—Bk. 5. Author index M- 
R.—Bk. 6. Author index S-Z.—Bk. 7. Subject index A- 
Bli.—Bk. 8. Subject index Blo-Cu.—Bk. 9. Subject index Cy- 
Fo.—Bk. 10. Subject index Fr-Ins.—Bk. 11. Subject index 
Int-Moh.—Bk. 12. Subject index Mol-Pi.—Bk. 13. Subject 
index Pla-Sk.—Bk. 14. Subject index SI-Z. 

Annual. 

@ltem 508-E 

S/N 017-052-00184-1 

ISSN 0590-3408 

Main scrics: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

Supersedes: Quarterly cumulative index medicus 

Related records: Monthly bibliography of medical reviews 
1968-1977 

1. Medicine — Indexes — Periodicals. 2. Medical litera- 
ture — Indexes — Periodicals. I. United States. National 
Library of Medicine. II. American Medical Association. 
Ill. Series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 78-259. 


OCLC 1565584 


EYE INSTITUTE 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


78-11226 


HE 20.3852:H 99 
United States. National Institutes of Health. 

A winter hazard for the old : accidental hypothermia. — 
Bethesda, Md : Dept. of Health, Education, and Welfare, 
Public Health Service, National Institutes of Health, [ 1978?] 

20014 

[16] p. : ill. ; 22 x 10 cm.— (DHEW publication ; no. 
(NIH) 78-1464) 

Prepared by National Institute on Aging. 

@ltem 447-A-1 
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1. *Hypothermia. 2. *Aged — Care and hygiene. I. Na- 
tional Institute on Aging. Il. Title. Ill. Series: United 
States. Dept. of Health, Education, and Welfare. DHEW 
publication ; no. (NIH) 78-1464. 


OCLC 3766914 





FOOD AND DRUG ADMINISTRATION 
Health, Education, and Welfare Dept. 
Rockville, MD 20852 


78-11227 
HE 20.4002:Af 2 
United States. Food and Drug Administration. 

Equal employment opportunity plan : Food and Drug Ad- 
ministration : for period September 30, 1976 to September 
30, 1978. — Rockville, Md. : Dept. of Health, Education, and 
Welfare, Public Health Service, Food and Drug Administra- 
tion, 1978. 

20857 

iv, 77 p. ; 28 cm. 

Cover title: Food and Drug Administration affirmative ac- 
tion plan. 

@ltcem 475 

pbk. 

1. United States. Food and Drug Administration — Offi- 
cials and employces. 2. *Affirmative action programs — 
United States. I. Title. Il. Title: Food and Drug Adminis- 
tration affirmative action plan. 


OCLC 3697235 


78-11228 
HE 20.4002:L 12 
United States. Food and Drug Administration. 

Lactrile : the Commissioner's decision. — [ Rockville, Md.] 
: Dept. of Health, Education, and Welfare, [Public Health 
Service], Food and Drug Administration, 1978. 

20852 

xiii, 73 p. ; 23 cm. — (DHEW publication ; no. 77-3056) 

“Report as printed in the Federal Register of August 5, 
1977." 
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pbk. 

1. *Lactrile— Law and legislation — United States. 2. 
*Antincoplastic agents—Law and __iegislation — United 
States. I. Title. Il. Serics: United States. Dept. of Health, 
Education, and Welfare. DHEW publication ; no. 77-3056. 


OCLC 3634612 


78-11229 
HE 20.4008:P 43/v.1/977 


United States. Food and Drug Administration. Bureau of 


Foods. 


Pesticide analytical manual. — Rockville, Md. : Dept. of 


Health, Education, and Welfare, Public Health Service, Food 
and Drug Administration, Bureau of Foods ; Springfield, Va. 
: for sale by the National Technical Information Service, 
1977- 

22161 

v.: ill. ; 27 em. — (FDA/ACA-77/144A) 

Issued 8/1/77. 

Includes bibliographical references. 

Contents: v. 1. Methods which detect multiple residues. 

@ltem 475-G 

pbk. 

1. *Pesticide residues in food. 2. *Pesticides — Environ- 
mental aspects. I. Title. 


OCLC 3798636 
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78-11230 
HE 20.4010/a:W 20.4010/a.W 84 
Pines, Wayne L 
Women and estrogens. — Rockville, Md. Dept. of Health, 
Education, and Welfare, Public Health Service, Food and 
Drug Administration, 1978. 
30852 
[4] p. : ill. ; 28 cm.— (DHEW publication ; no. (FDA) 
78-3022) 
“FDA consumer, updated and reprinted from April 1976.” 
Interview of J. Richard Crout by Wayne L. Pines. 
pbk. 
1. *Estrogen — Physiological effect. 1. Crout, J Richard. 
II. United States. Food and Drug Administration. _ III. Title. 
IV. Series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (FDA) 78-3022. 


OCLC 3780500 


RADIOLOGICAL HEALTH BUREAU 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


78-11231 
HE 20.4208/2:C 61 
United States. Food and Drug Administration. 
General considerations for the clinical evaluation of drugs. 
— Rockville, Md. : Dept. of Health, Education, and Welfare, 
Public Health Service, Food and Drug Administration ; 
Washington : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1977. 
20402 
iii, 11 p. ; 27 cm.— (FDA Bureau of Drugs clinical 
guidelines) (DHEW publication ; no. (FDA) 77-3040) 
“September 1977.” 
@ltcm 499-K 
S/N 017-012-00245-5 
pbk. : $0.90 
1. *Drugs— Testing. I. Title. Il. Series. III. Series: 
United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (FDA) 77-3040. 


OCLC 3598455 


COMMUNITY HEALTH SERVICES BUREAU 
Health, Education, and Welfare Dept. 
Rockville, MD 20852 


78-11232 
HE 20.5102:D 62/2/978 
United States. Health Services Administration. Bureau of Com- 
munity Health Services. 
Directory of community health centers. — [Rockville, Md. 
: Dept. of Health, Education, and Welfare, Public Health Ser- 
vice, Health Services Administration], Bureau of Community 
Health Services, 1978. 
20857 
[31] p. ; 22 x 28 cm. 
“January 1978." 
@ltem 523-E | 
pbk. 
1. *Community health services — United States — Directo- 
ries. I. Title. 


OCLC 3768220 
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Community Health Services Bureau — Health, Education, and Welfare Dept. 


78-11233 
HE 20.5102:In 3/8/970-75 
Valdes-Dapena, Marie A 

Sudden unexplained infant death : 1970 through 1975, an 
evolution in understanding / by Marie A. Valdes-Dapena. — 
Rockville, Md. : Dept. of Health, Education, and Welfare, 
Public Health Service, Health Services Administration, Bu- 
reau of Community Health Services, 1978. 

20857 

29 p. ; 24 cm.— (DHEW publication ; no. (HSA) 78- 
5255) 

Reprinted from Pathology annual, part 1, v. 12, 1977; 
copyrighted by Appleton-Century Crofts. 

Bibliography: p. 25-29. 

@ltem 532-E-1 

pbk. 

1. *Sudden death in infants. 2. *Infants — Mortality. I. 
United States. Health Services Administration. Bureau of 
Community Health Services. II. Title. Ill. Series: United 
States. Dept. of Health, Education, and Welfare. DHEW 
publication ; no. (HSA) 78-5255. 


OCLC 3702863 


78-11234 
HE 20.5102:So 1/3 
Working Conference on Minimum Review Criteria for Profes- 
sional Social Work Practice, Pittsburgh, Pa., 1976. 

Proceedings, Working Conference on Minimum Review 
Criteria for Professional Social Work Practice : April 4-7, 
1976, Pittsburgh, Pennsylvania / editors, Florence T. Stein, 
William T. Hall, Christine L. Young. — Rockville, Md. : 
Dept. of Health, Education, and Welfare, Public Health Ser- 
vice, Health Services Administration, Bureau of Community 
Health Services, 1978. 

20857 

56 p. ; 24 cm.— (DHEW publication ; no. (HSA) 78- 
$223) 
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pbk. 

1. ‘*Social workers— United States — Congresses. I. 
United States. Health Services Administration. Bureau of 
Community Health Services. II. Title. III. Series: United 
States. Dept. of Health, Education, and Welfare. DHEW 
publication ; no. (HSA) 78-5223. 


OCLC 3766940 


78-11235 
HE 20.5108:N 95 
United States. Health Services Administration. Bureau of Com- 
munity Health Services. 

Guide for developing nutrition services in community 
health programs. — Rockville, Md. : Dept. ob Health, Educa- 
tion, and Welfare, Public Health Service, Health Services Ad- 
ministration, Bureau of Community Health Services, 1978. 

20857 

vii, 45, [43] p. : ill. ; 27 cm. — (DHEW publication ; no. 
(HSA) 78-5103) 

Bibliography: p. 44-45. 

@ltem 512-E-2 

pbk. 

1. *Nutrition policy — United States. 2. *Community 
health services — United States — Planning. I. Title. Il. Se- 
ries: United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (HSA) 78-5103. 


OCLC 3767426 
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HEALTH RESOURCES ADMINISTRATION 
Health, Education, and Welfare Dept. 
Rockville, MD 20852 


78-11236 


HE 20.6002:C 18/976 
United States. Office of Health Resources Opportunity. 

Special health career opportunity grants. — Rev. March 
1976. — Rockville, Md. : Dept. of Health, Education, and 
Welfare, Public Health Service, Health Resources Adminis- 
tration, Office of Health Resources Opportunity, 1976. 

20852 

13 p. ; 24 cm. — (Health manpower references) (DHEW 
publication ; no. (HRA) 76-75) 

pbk. 

1. *Medicine — Scholarships, fellowships, etc. — United 
States. 2. *Health education — United States. I. Title. II. 
Series. Ill. Series: United States. Dept. of Health, Educa- 
tion, and Welfare. DHEW publication ; no. (HRA) 76-75. 


OCLC 3768222 


78-11237 
HE 20.6002:Ex 7 
United States. Office of Health Resources Opportunity. 

An exploratory evaluation of U.S. medical schools’ efforts 
to achieve equal representation of minority students. — 
[Rockville, Md.] : Dept. of Health, Education, and Welfare, 
Public Health Service, Health Resources Administration, Of- 
fice of Health Resources Opportunity ; Washington : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1977. 

20402 

v, 81 p. ; 28 cm.— (DHEW publication ; no. (HRA) 78- 
635) 

“December 1977.” 

@ltem 507-H-1 

S/N 017-022-00607-3 

pbk. : $2.50 

1. “Medical colleges — United States — Admission. 2. 
*Minorities in medicine — United States. I. Title. II. Se- 
ries: United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (HRA) 78-635. 


OCLC 3784184 


HEALTH PLANNING AND RESOURCES 
DEVELOPMENT BUREAU 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


78-11238 


HE 20.6110/2:5 


Harvard Center for Community Health and Medical Care. 


Guide to the collection and use of health expenditures and 
utilization data for health planning agencies. — [Rockville, 
Md.] : Dept. of Health, Education, and Welfare, Public 
Health Service, Health Resources Administration, Bureau of 
Health Planning and Resources Development, 1978. 

20852 

xv, 232 p. ; 26 cm. — (Health planning information series 
; 5) (DHEW publication ; no. (HRA) 78-14008) 

“HRP-0200501." 

“January 1978.” 

Bibliography: p. 226-232. 

@ltem 509-A-6 

pbk. 





1. *Medical care, Cost of — United States. I. United 
States. Burcau of Health Planning and Resources Develop- 
ment. Hl. Title. Ul. Series. IV. Series: United States. 
Dept. of Health, Education, and Welfare. DHEW publication 
; no. (HRA) 78-14008. 


OCLC 3799165 


NATIONAL CENTER FOR HEALTH 
STATISTICS 
Health, Education, and Welfare Dept. 
Washington, DC 20202 


78-11239 
HE 20.6202:H 34/7 


Better health care for America begins here : U.S. Health and 


Nutrition Examination Survey : you are an important part of 


the picture. — [Rockville, Md.] : Dept. of Health, Education, 
and Welfare, Public Health Service, National Center for 
Health Statistics, 1978. 

20852 

folder (5 p.) : 
(PHS) 78-1227) 

“January 1978.” 

@ltem 508 

pbk. 

1. Health and Nutrition Examination Survey. 2. *Public 
health — United States. I. United States. National Center 


ill. ; 22 em. — (DHEW publication ; no. 


for Health Statistics. IH. Serics: United States. Dept. of 


Health, Education, and Welfare. DHEW publication ; no. 
(PHS) 78-1227. 
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United States. 2. United States. Dept. of Housing and 
Urban Development — Personnel management. I. United 
States. Dept. of Housing and Urban Development. Office of 
Administration. 


OCLC 3784761 


78-11301 


HH 1.6/6:735.1A 


Personnel policy, standards of conduct. Washington, Dept. of 


Housing and Urban Development. 

451 Seventh St. SW, 20410 

26 cm. 

“735.1A” 

Basic manual, Oct. 1968. 

““A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Employee rules — United States. 2. United States. 
Dept. of Housing and Urban Development — Personnel 
management. I. United States. Dept. of Housing and Urban 
Development. 


OCLC 3784717 


78-11302 


HH 1.6/6:792.2/rev. 


Employee counseling and occupational health programs 


(ECOHP). Washington, Dept. of Housing and Urban 
Development, Office of Administration. 

451 Seventh St. SW, 20410 

26 cm. 

“792.2 REV” 

Basic manual, Oct. 1976. 

“A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Employee counseling. 2. Industrial hygiene — United 
States. 3. United States. Dept. of Housing and Urban 
Development — Personnel management. I. United States. 
Dept. of Housing and Urban Development. Office of Ad- 
ministration. 


OCLC 3784798 


78-11303 


HH 1.6/6:1120.1/rev. 


Organization: Office of General Counsel. Washington, Dept. of 


Housing and Urban Development, Office of Administration. 
451 Seventh St. SW, 20410 
26 cm. 
“1L120.1" 
“1120.1 REV” 
Basic manual, Feb. 1976. 
“A HUD handbook.” 





Updated by continuing supplements and cumulated irregu- 
larly. 

1. United States. Dept. of Housing and Urban Deveclop- 
ment. Office of General Counsel. 
Housing and Urban Development. Office of Administration. 


OCLC 3781459 


78-11304 
HH 1.6/6:1146.1 
New Communities Administration. Washington, Dept. of Hous- 
ing and Urban Development, Office of Administration. 

451 Seventh St. SW, 20410 

26 cm. 

“1146.1” 

Basic maual, Aug. 1976. 

“A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. United States. Dept. of Housing and Urban Devclop- 
ment. New Communitics Administration. I. United States. 
Dept. of Housing and Urban Development. Office of Ad- 
ministration. 


OCLC 3785705 


78-11305 
HH 1.6/6:1155.3 
Organization: Office of the Assistant Secretary for Policy 
Development and Research. Washington, Dept. of Housing 
and Urban Development. 
451 Seventh St. SW, 20410 
26 cm. 
“1155.3 REV” 
Basic manual, Nov. 16, 1976. 
*““A HUD handbook.” 
Basic manual, Nov. 16, 1976. 
Updated by continuing supplements and cumulated irregu- 
larly. 
1. United States. Dept. of Housing and Urban Deveclop- 
ment. Office of Policy Development and Research. I. 
United States. Dept. of Housing and Urban Development. 


OCLC 3791895 


78-11306 
HH 1.6/6:1165.1 
Organization: Federal Insurance Administration. Washington, 
Dept. of Housing and Urban Development, Office of Ad- 
ministration. 
451 Seventh St. SW, 20410 
26 cm. 
“1165.1" 
“1165.1 REV” 
Basic manual, Jan. 1977. 
“A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly. 
1. United States. Federal Insurance Administration. I. 
United States. Dept. of Housing and Urban Development. Of- 
fice of Administration. 


OCLC 3781491 


I. United States. Dept. of 


Government Publications — June 1978 


78-11307 
HH 1.6/6:1371.1/rev.ch.5 
HH 1.6/6:1371.1/rev.ch.6 
Relocation policies and procedures. Washington, Dept. of 
Housing and Urban Development, Office of Community 
Planning and Development. 

451 Seventh St. SW, 20410 

26 cm. 

“1371.1 REV” 

Change 5, Mar. 11, 1977; change 6, Mar. 17, 1977. 

*““A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Relocation (Housing) — United States. 2. Business 
relocation — United States. I. United States. Dept. of Hous- 
ing and Urban Development. Office of Community Planning 
and Development. 


OCLC 3787724 


78-11308 
HH 1.6/6:1400.1/rev. 

Field office processing. Washington, Dept. of Housing and 
Urban Development, Office of Community Planning and 
Development. 

451 Seventh St. SW, 20410 

26 cm. 

“1400.1 REV” 

Revision of chapter 7, July 1976. 

““A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. United States. Dept. of Housing and Urban Devclop- 
ment — Records and correspondence. I. United States. 


Dept. of Housing and Urban Development. Office of Com- 
munity Planning and Development. 


OCLC 3787812 


78-11309 
HH 1.6/6:1830.2 
Administrative control of funds. Washington, Dept. of Housing 
and Urban Development, Office of Administration. 

451 Seventh St. SW, 20410 

26 cm. 

“1830.2 REV” 

Basic manual, Jan. 1977. 

**A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. United States. Dept. of Housing and Urban Develop- 
ment — Appropriations and expenditures. I. United States. 
Dept. of Housing and Urban Development. Office of Ad- 
ministration. 


OCLC 3787655 


78-11310 
HH 1.6/6:1900.6 
Processing of requisitions and analysis of reports submitted by 
HUD grantees. Washington, Dept. of Housing and Urban 
Development, Office of Administration. 
451 Seventh St. SW, 20410 
26 cm. 
*1900.6" 
Basic manual, Dec. 1975. 
“A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly. 
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Housing and Urban Development Department 


1. Housing — Research grants — United States. 2. United 
States. Dept. of Housing and Urban Development — Ap- 
propriations and expenditures. I. United States. Dept. of 
Housing and Urban Development. Office of Administration. 


OCLC 3787673 


78-11311 
HH 1.6/6:1900.20/ch.4 
Incurring, recording, and adjusting obligations. Washington, 
Dept. of Housing and Urban Development, Office of Ad- 
ministration. 

451 Seventh St. SW, 20410 

26 cm. 

“1900.20” 

Change 4, April 5, 1977. 

“A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. United States. Dept. of Housing and Urban Develop- 
ment — Appropriations and expenditures. I. United States. 
Dept. of Housing and Urban Development. Office of Ad- 
ministration. 


OCLC 3787641 


78-11312 
HH 1.6/6:1900.23/2 
Letter of credit procedures; Treasury regional disbursing office 
system, recipient organizations. Washington, Dept. of Hous- 
ing and Urban Development, Office of Administration. 
451 Seventh St. SW, 20410 
26 cm. 
“1900.23 REV” 
Basic manual, Nov. 1976. 
“A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly 
1. United States. Dept. of Housing and Urban Develop- 
ment — Appropriations and expenditures. I. United States. 
Dept. of Housing and Urban Development. Office of Ad- 
ministration. 


OCLC 3787804 


78-11313 
HH 1.6/6:2145.1 
Headquarters monthly time reporting system. Washington, 
Dept. of Housing and Urban Development. 

451 Seventh St. SW, 20410 

26 cm 

2145.1" 

Basic manual, Oct. 26, 1976. 

“A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Timekeeping — United States. 2. United States. Dept. 
of Housing and Urban Development — Records and cor- 
respondence. I. United States. Dept. of Housing and Urban 
Development. 


OCLC 3785754 


78-11314 
HH 1.6/6:2200.2/rev. 
Headquarters building parking plan. Washington, Dept. of 
Housing and Urban Development, Office of Administration. 
451 Seventh St. SW, 20410 
26 cm. 
“2200.2 REV” 
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Basic manual, Mar. 1976. 

““A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Automobile parking — United States. 2. United States. 
Dept. of Housing and Urban Development — Rules and prac- 
tice. I. United States. Dept. of Housing and Urban Develop- 
ment. Office of Administration. 


OCLC 3787836 


78-11315 


HH 1.6/6:2210.15 


Small business, minority and labor surplus area contracting pro- 


gram. Washington, Dept. of Housing and Urban Develop- 
ment, Office of Administration. 

451 Seventh St. SW, 20410 

26 cm. 

2210.15” 

Basic manual, Aug. 1976. 

*““A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Small business. 2. United States. Dept. of Housing and 
Urban Development — Procurement. I. United States. Dept. 
of Housing and Urban Development. Office of Administra- 
tion. 


OCLC 3787870 


78-11316 


HH 1.6/6:2226.1 


Single family mortgage insurance records retirement, retrieval 


services and administrative control. Washington, Dept. of 
Housing and Urban Development, Office of Administration. 

451 Seventh St. SW, 20410 

26 cm. 

“2226.1” 

Basic manual, Feb. 1977. 

“A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Insurance, Mortgage guaranty — United States. 2. 
United States. Dept. of Housing and Urban Development — 
Records and correspondence. I. United States. Dept. of 
Housing and Urban Development. Office of Administration. 


OCLC 3787854 


78-11317 


HH 1.6/6:2265.2 


Library and program information services. Washington, Dept. 


of Housing and Urban Development. 

451 Seventh St. SW, 20410 

26 cm. 

**2265.2” 

Basic manual, Sept. 1971. 

“A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

Supercedes and cancels Issuance 2265.1, Library service. 

1. United States. Dept. of Housing and Urban Develop- 
ment. Library and Information Division. I. United States. 
Dept. of Housing and Urban Development. 


OCLC 3781545 





78-11318 
HH 1.6/6:2361.2 
FORMS operation handbook. Washington, Dept. of Housing 
and Urban Development, Office of Administration. 
451 Seventh St. SW, 20410 
26 cm. 
“2361.2” 
Basic manual, Sept. 1975. 
““A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly. 
1. Computer programs — Handbooks, manuals, etc. I. 
United States. Dept. of Housing and Urban Development. Of- 
fice of Administration. 


OCLC 3787825 


78-11319 
HH 1.6/6:2362.1 
Critical path processing terminal operating procedures. 
Washington, Dept. of Housing and Urban Development, Of- 
fice of Administration. 
451 Seventh St. SW, 20410 
26 cm. 
“2362.1” 
Basic Manual, Dec. 1976. 
““A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly. 
1. Computer programs — Handbooks, manuals, etc. I. 
United States. Dept. of Housing and Urban Development. Of- 
fice of Administration. 


OCLC 3775504 


78-11320 
HH 1.6/6:3201.2 
Disaster temporary housing program; phase II occupant 
assistance. Washington, Dept. of Housing and Urban 
Development, Office of Housing. 
451 Seventh St. SW, 20410 
26 cm. 
“3201.2” 
Transmittal no. 2, basic manual, June 1976. 
““A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly. 
1. Emergency housing — United States. I. United States. 
Dept. of Housing and Urban Development. Office of Hous- 


ing. 
OCLC 3787630 


78-11321 
HH 1.6/6:3300.5 
HH 1.6/6:3300.5/rev. 

Federal disaster assistance program; pursuant to Public Law 93- 
288. Washington, Dept. of Housing and Urban Development, 
Federal Disaster Assistance Administration. 

451 Seventh St. SW, 20410 

26 cm. 

“3300.5” 

“Handbook for applicants.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Disaster relief — United States. I. 
Federal Disaster Assistance Administration. 


United States. 


OCLC 3781400 


Government Publications — June 1978 


78-11322 


HH 1.6/6:3300.6 
HH 1.6/6:3300.6/rev. 


Federal disaster assistance program; eligibility handbook under 


Public Law 93-288. Washington, Dept. of Housing and 
Urban Development, Federal Disaster Assistance Administra- 
tion. 

451 Seventh St. SW, 20410 

26 cm. 

“3300.6” and “3300.6 REV” 

Basic manual, Dec. 1974; basic manual, Dec. 1975. 

““A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Public welfare administration. 2. Disaster relief — 
United States. I. United States. Federal Disaster Assistance 
Administration. 


OCLC 3785718 


78-11323 


HH 1.6/6:3300.7 


Federal disaster assistance program; pursuant to Public Law 93- 


288. Handbook for disaster assistance center staff (registrars, 
receptionists & exit interviewers). Washington, Dept. of 
Housing and Urban Development, Federal Disaster 
Assistance Administration. 

451 Seventh St. SW, 20410 

26 cm. 

“3300.7” 

Basic manual, Nov. 1975. 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Disaster relief — United States. 2. Interviewing. I. 
United States. Federal Disaster Assistance Administration. 


OCLC 3785658 


78-11324 


HH 1.6/6:3300.11 
Federal disaster assistance program. Financial management 
handbook. Washington, Dept. of Housing and Urban 
Development, Federal Disaster Assistance Administration. 

451 Seventh St. SW, 20410 

26 cm. 

“3300.11” 

Basic manual, Aug. 1976. 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Disaster relief — United States. 2. United States. 
Federal Disaster Assistance Administration — Appropriations 
and expenditures. I. United States. Federal Disaster 
Assistance Administration. 


OCLC 3785653 


78-11325 


HH 1.6/6:4000.2 
HH 1.6/6:4000.2/ch. 

Mortgagees’ handbook, application through insurance (single 
family). Washington, Dept. of Housing and Urban Develop- 
ment, Office of Housing. 

451 Seventh St. SW, 20410 

26 cm. 

“4000.2” 

Basic manual, March 1975, transmittal no. 2, change, Dec. 
22, 1976. 

““A HUD handbook.” 
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Updated by continuing supplements and cumulated irregu- 
larly. 

Issued 19 -19 by the Office of Housing Production and 
Mortgage Credit; issued 19 - by the Office of Housing. 

Supercedes handbook FHA G 4005.8, Mortgagees guide - 
application through commitment. 

1. Insurance, Mortgage guaranty — United States. 2. 
Mortgage loans — United States. I. United States. Dept. of 
Housing and Urban Development. Office of Housing. II. 
United States. Dept. of Housing and Urban Development. Of- 
fice of Housing Production and Mortgage Credit. 


OCLC 3784253 


78-11326 
HH 1.6/6:4010.1/ch.5 
United States. Dept. of Housing and Urban Development. Of- 
fice of Housing Production and Mortgage Credit. 

Definitions, policy statements, and gencral rulings. 
Washington, Dept. of Housing and Urban Development, Of- 
fice of Housing Production and Mortgage Credit. 

451 Seventh St. SW, 20410 

26 cm. 

“4010.1” 

Transmittal no. 5, change, Dec. 16, 1975. 

“A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. United States. Dept. of Housing and Urban Develop- 
ment. I. Title. 


OCLC 3791970 


78-11327 
HH 1.6/6:4050.1/ch.10 
United States. Dept. of Housing and Urban Development. Of- 
fice of Housing Production and Mortgage Credit. 

Records control handbook. Washington, Dept. of Housing 
and Urban Development, Office of Housing Production and 
Mortgage Credit. 

451 Seventh St. SW, 20410 

26 cm. 

“4050.1” 

Transmittal no. 10, change, Dec. 19, 1975. 

“A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. United States. Dept. of Housing and Urban Develop- 
ment — Rules and practice. I. Title. 


OCLC 3791939 


78-11328 
HH 1.6/6:4070.1/2 
The construction complaints and section 518(a) and (b) hand- 
book. Washington, Dept. of Housing and Urban Devclop- 
ment, Office of Housing. 
451 Seventh St. S.W., 20401 
26 cm. 
“4070.1 REV™ 
Basic manual, Nov. 1974. 
“A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly. 
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1. House construction. 2. Buildings — Repair and recon- 
strution — Finance. 3. Dwellings — United States — Main- 
tenance and repair. I. United States. Dept. of Housing and 
Urban Development. Office of Housing. 


OCLC 3116735 


78-11329 


HH 1.6/6:4075.12/rev. 


Central water and sewage systems (ownership and organiza- 


tion). Washington, Dept. of Housing and Urban Develop- 
ment, Office of Housing. 

451 Seventh St. SW, 20410 

26 cm. 

“4075.12 REV” 

Basic manual, transmittal no. 1, Aug. 1976. 

“A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Sewage disposal — United States. 2. Waterworks — 
United States. 1. United States. Dept. of Housing and Urban 
Development. Office of Housing. 


OCLC 3785742 


78-11330 


HH 1.6/6:4165.1/ch.2 


Endorsement for insurance for home mortgage programs. 


Washington, Dept. of Housing and Urban Development, Of- 
fice of Housing. 

451 Seventh St. SW, 20410 

26 cm. 

“4165.1” 

Transmittal no. 2, change, Sept. 22, 1976. 

““A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Insurance, Mortgage guaranty — United States. 2. 
United States. Dept. of Housing and Urban Development — 
Rules and practice. I. United States. Dept. of Housing and 
Urban Development. Office of Housing. 


OCLC 3785668 


78-11331 


HH 1.6/6:4190.1/ch. 
HH 1.6/6:4190.1/ch.2 


Single family underwriting reports and forms catalog. Washing- 


ton, Dept. of Housing and Urban Development, Office of 
Housing. 

451 Seventh St. SW, 20410 

26 cm. 

“4190.1” 

Transmittal no. 1, change, Mar. 9, 1976; transmittal no. 2, 
change, Aug. 26, 1976. 

“A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

Issued 19 -19 by the Office of Housing Production and 
Mortgage Credit; issued 19 -19 by the Office of Housing. 

1. Insurance, Mortgage guaranty — United States. 2. 
United States. Dept. of Housing and Urban Development — 
Records and correspondence. I. United States. Dept. of 
Housing and Urban Development. Office of Housing. II. 
United States. Dept. of Housing and Urban Development. Of- 
fice of Housing Production and Mortgage Credit. 


OCLC 3785676 





78-11332 
HH 1.6/6:4191.1 
HH 1.6/6:4191.1/rev. 
Administration of insured home mortgages. Washington, Dept. 
of Housing and Urban Development, Office of Housing. 

451 Seventh St. SW, 20410 

26 cm. 

“4191.1” and “4191.1 REV” 

Basic manual, transmittal notice no. 1, April 1974; basic 
manual, transmittal no. 2, Feb. 1977. 

““A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

Issued 19 -19 by the Office of Housing Management; is- 
sued 19 -19 by the Office of Housing. 

1. Mortgage loans— United States. I. United States. 
Dept. of Housing and Urban Development. Office of Hous- 
ing. Il. United States. Dept. of Housing and Urban Deveclop- 
ment. Office of Housing Management. 


OCLC 3785687 


78-11333 
HH 1.6/6:4210.2/ch.1/trans.2 
Fiscal instructions. Washington, Dept. of Housing and Urban 
Development, Office of Housing. 
451 Seventh St. SW, 20410 
26 cm. 


At head of title: Section 235(i) 

“4210.2” 

Transmittal no. 2, April 4, 1977. 

“A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 


larly. 

Issued 19 -19 by the Office of Housing Production and 
Mortgage Credit; issued 19 - by the Office of Housing. 

1. Mortgages — United States. I. United States. Dept. of 
Housing and Urban Development. Office of Housing. 


OCLC 3775599 


78-11334 
HH 1.6/6:4240.2/ch./trans.2 
Experimental financing handbook; the graduated payment 
mortgage program. Washington, Dept. of Housing and Urban 
Development, Office of Housing. 
451 Seventh St. SW, 20410 
26 cm. 
Other title: Experimental financing program 
“4240.2” 
Transmittal no. 2, May 18, 19777. 
“A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly. 
1. Mortgages — United States. I. United States. Dept. of 
Housing and Urban Development. Office of Housing. 


OCLC 3775576 


78-11335 
HH 1.6/6:4351.1/rev. 

Management of HUD-insured multifamily projects under Sec- 
tion 221(d)(3) and Section 236 of the National housing act. 
Washington, Dept. of Housing and Urban Development, Of- 
fice of Housing Management. 

451 Seventh St. SW, 20410 

26 cm. 

“4351.1 REV” 

Transmittal no. 2, basic manual, Oct. 1974. 


Government Publications — June 1978 


““A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Public housing — United States — Management. I. 
United States. Dept. of Housing and Urban Development. Of- 
fice of Housing Management. 


OCLC 3787751 


78-11336 
HH 1.6/6:4352.1 
Additional assistance program for projects with HUD-insured 
or HUD-held mortgages. Washington, Dept. of Housing and 
Urban Development. 

451 Seventh St. SW, 20410 

26 cm. 

Other title: Housing assistance payments program. Addi- 
tional assistance program for projects with HUD-insured or 
HUD-held mortgages 

At head of title: Section 8. 

“4352.1” 

Transmittal no. 1, basic manual, Mar. 1976. 

“A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Public 
books, manuals, etc. 
Urban Development. 


housing — United States — Finance — Hand- 
I. United States. Dept. of Housing and 


OCLC 3775552 


78-11337 
HH 1.6/6:4410.1/rev./ch.3 
Project fiscal procedures. Washington, Dept. of Housing and 
Urban Development, Office of Housing Production and 
Mortgage Credit. 
451 Seventh St. SW, 20410 
26 cm. 
“4410.1 REV” 
Transmittal no. 3, Feb. 6, 1976. 
*“*A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly. 
1. Public housing — United States — Finance. I. United 
States. Dept. of Housing and Urban Development. Office of 
Housing Production and Mortgage Credit. 


OCLC 3787788 


78-11338 
HH 1.6/6:4420.1 
HH 1.6/6:4420.1/ch.1 
Preapplication for project mortgage insurance. Washington, 
Dept. of Housing and Urban Development, Office of Housing 
Production and Mortgage Credit. 

451 Seventh St. SW, 20410 

26 cm. 

4420.1" 

Basic manual, Jan. 1973; transmittal no. 1, Dec. 17, 1975. 

*“A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Insurance, Mortgage guaranty — United States. 2. 
Apartment houses — United States — Finance. I. United 
States. Dept. of Housing and Urban Development. Office of 
Housing Production and Mortgage Credit. 


OCLC 3787775 
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78-11339 
HH 1.6/6:4450.1/ch.-3 
Cost estimation for project mortgage insurance. Washington, 
Dept. of Housing and Urban Development, Office of Hous- 
ing. 
451 Seventh St. SW, 20410 
26 cm. 
“4450.1” 
Transmittal no. 4, Oct. 12, 1976. 
““A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly. 
1. Insurance, Mortgage guaranty — United States. I. 
United States. Dept. of Housing and Urban Development. Of- 
fice of Housing. 


OCLC 3791991 


78-11340 
HH 1.6/6:4465.1 
The valuation analysis handbook for project mortgage in- 
surance. Washington, Dept. of Housing and Urban Develop- 
ment, Office of Housing Production and Mortgage Credit. 

451 Seventh St. SW, 20410 

26 cm. 

“4465.1” 

Basic manual, Sept. 1972. 

““A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Insurance, Mortgage guaranty — United States. 2. 
Public housing — United States. I. United States. Dept. of 
Housing and Urban Development. Office of Housing Produc- 
tion and Mortgage Credit. 


OCLC 3781558 


78-11341 
HH 1.6/6:4510.1/ch.6 
Rental and cooperative housing for lower income families. 
Washington, Dept. of Housing and Urban Development, Of- 
fice of Housing Production and Mortgage Credit. 

451 Seventh St. SW, 20410 

26 cm. 

“4510.1” 

Transmittal no. 6, Feb. 17, 1976. 

“A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Housing, Cooperative — United States. 2. Rental hous- 
ing — United States. I. United States. Dept. of Housing and 
Urban Development. Office of Housing Production and 
Mortgage Credit. 


OCLC 3785558 


78-11342 
HH 1.6/6:4545.1/rev. 
Mobile home park program, Section 207. Washington, Dept. of 
Housing and Urban Development, Office of Housing. 
451 Seventh St. SW, 20410 
26 cm. 
“4545.1 REV” 
Basic manual, Oct. 1976. 
“A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly. 
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1. Mobile home parks — United States. I. United States. 
Dept. of Housing and Urban Development. Office of Hous- 
ing. 


OCLC 3785598 


78-11343 
HH 1.6/6:4570.1/2 
Housing for the elderly for project mortgage insurance. 
Washington, Dept. of Housing and Urban Development, Of- 
fice of Housing Production and Mortgage Credit. 

451 Seventh St. SW, 20410 

26 cm. 

At head of title: Section 231. 

“4570.1 REV” 

Basic manual, Sept. 1975. 

“A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Aged— United States — Dwellings. 2. Insurance, 
Mortgage guaranty — United States. I. United States. Dept. 
of Housing and Urban Development. Office of Housing 
Production and Mortgage Credit. 


OCLC 3785619 


78-11344 
HH 1.6/6:4600.1 
HH 1.6/6:4600.1/ch. 

Administrative procedures for nursing homes and/or inter- 
mediate care facilities. Washington, Dept. of Housing and 
Urban Development, Office of Housing Production and 
Mortgage Credit. 

451 Seventh St. SW, 20410 

26 cm. 

“4600.1” 

Basic manual, July 1973; circular no. 1, April 10, 1974. 

““A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Insurance, Mortgage guaranty — United States. 2. Ex- 
tended care facilities — United States. 3. Nursing homes — 
United States. 1. United States. Dept. of Housing and Urban 
Development. Office of Housing Production and Mortgage 
Credit. 


OCLC 3792025 


78-11345 
HH 1.6/6:4630.1 
Group practice facilities. Washington, Dept. of Housing and 
Urban Development, Office of Housing Production and 
Mortgage Credit. 
451 Seventh St. SW, 20410 
26 cm. 
“4630.1” 
Basic manual, April 1973. 
““A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly. 
1. Group medical practice — Buildings — Finance. I. 
United States. Dept. of Housing and Urban Development. Of- 
fice of Housing Production and Mortgage Credit. 


OCLC 3787764 





78-11346 
HH 1.6/6:4940.4 
HH 1.6/6:4940.4/ch. 

Minimum design standards for rehabilitation for residential pro- 
pertics. Washington, Dept. of Housing and Urban Develop- 
ment, Office of Housing Production and Mortgage Credit. 

451 Seventh St. SW, 20410 

26 cm. 

“4940.4” 

Basic manual, Sept. 1973; transmittal no. 1, June 8, 1976. 

“A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Buildings — Repair and reconstruction — Production 
standards — United States. I. United States. Dept. of Hous- 
ing and Urban Development. Office of Housing Production 
and Mortgage Credit. 


OCLC 3785528 


78-11347 
HH 1.6/6:4950.3 
Mobile home certifications handbook. Washington, Dept. of 
Housing and Urban Development, Office of Housing Produc- 
tion and Mortgage Credit. 
451 Seventh St. SW, 20410 
26 cm. 
Other title: Mobile homes certifications 
“4950.3” 
Basic manual, Mar. 1975. 
“A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly. 


1. Mobile homes — Standards — United States. I. United 


States. Dept. of Housing and Urban Development. Office of 
Housing Production and Mortgage Credit. 


OCLC 3787611 


78-11348 
HH 1.6/6:4950.4 
Carpet certification program procedural handbook. Washing- 
ton, Dept. of Housing and Urban Development, Office of 
Housing Production and Mortgage Credit. 
451 Seventh St. SW, 20410 
26 cm. 
“4950.4” 
Basic manual, Dec. 1975. 
“A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly. 
1. Carpets — Certification — United States. I. United 
States. Dept. of Housing and Urban Development. Office of 
Housing Production and Mortgage Credit. 


OCLC 3787555 


78-11349 
HH 1.6/6:5550.1 
Consumer complaint handling system. Washington, Dept. of 
Housing and Urban Development, Office of Consumer Af- 
fairs and Regulatory Functions. 
451 Seventh St. SW, 20410 
26 cm. 
“35390.1" 
Basic manual, Jan. 1977. 
“A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly. 


Government Publications — June 1978 


1. Consumer affairs departments — United States. 2. 
United States. Dept. of Housing and Urban Development — 
Public relations. I. United States. Dept. of Housing and 
Urban Development. Office of Consumer Affairs and Regula- 
tory Functions. 


OCLC 3787541 


78-11350 
HH 1.6/6:5550.2 
Writing for consumers; guidelines on style and content for 
preparing HUD publications. Washington, Dept. of Housing 
and Urban Development, Office of Consumer Affairs and 
Regulatory Functions. 

451 Seventh St. SW, 20410 

26 cm. 

“$350.2" 

Basic manual, Jan. 1977. 

*““A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Consumer education— United States — Handbooks, 
manuals, etc. 2. United States. Dept. of Housing and Urban 
Development — Public relations. I. United States. Dept. of 
Housing and Urban Development. Office of Consumer Af- 
fairs and Regulatory Functions. 


OCLC 3787514 


78-11351 
HH 1.6/6:6270.2 
Labor standards requirements, new communities program. 
Washington, Dept. of Housing and Urban Development. 
451 Seventh St. SW, 20410 
26 cm. 
“6270.2” 
Basic manual, Jan. 1976. 
*“A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly. 
1. Labor policy — United States. 2. Construction industry 
— United States. I. United States. Dept. of Housing and 
Urban Development. 


OCLC 3787596 


78-11352 
HH 1.6/6:6270.4 
Interested persons transactions. Washington, Dept. of Housing 
and Urban Development, New Communities Administration. 
451 Seventh St. SW, 20410 
26 cm. 
6270.4" 
Basic manual, Jan. 1977. 
“A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly. 
1. Real estate business — United States. I. United States. 
Dept. of Housing and Urban Development. New Communi- 
tics Administration. 


OCLC 3787713 
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78-11353 
HH 1.6/6:7420.1 
HH 1.6/6:7420.1/ch. 
HH 1.6/6:7420.1/ch.-2 
Housing assistance payments program. New construction 
processing handbook. Washington, Dept. of Housing and 
Urban Development, Office of Housing. 

451 Seventh St. SW, 20410 

26 cm 

“7420.1” 

Basic manual, April 1975; transmittal no. 3, Feb. 27, 1976; 
transmittal no. 4, Nov. 16, 1976. 

“A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

Vols. for 19 -19 issued by the Office of Housing Produc- 
tion and Mortgage Credit; vols. for 19 - issued by the Office 
of Housing 

f Housing — United States — Finance — Handbooks, 
manuals, etc. I. United States. Dept. of Housing and Urban 

Development. Office of Housing. 
Housing and Urban Development. Office of Housing Produc- 
tion and Mortgage Credit. 


OCLC 3785638 


78-11354 
HH 1.6/6:7420.3 
Housing payments program. Existing housing. 
Washington, Dept. of Housing and Urban Development, Of- 
fice of Housing 
451 Seventh St. SW, 20410 
26 cm 
7420.3” 
“7420.3 REV” 
Transmittal no. 3, basic manual revised, Aug. 1976. 
“A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly 


assistance 


l Housing — United States — Finance — Handbooks, 
manuals, etc. I. United States. Dept. of Housing and Urban 
Development. Office of Housing. 


OCLC 3775520 


78-11355 
HH 1.6/6:7440.2 
Management initiatives for Indian housing program. Washing- 
ton, Dept. of Housing and Urban Development, Office of 
Consumer Affairs and Regulatory Functions. 
451 Seventh St. SW, 20410 
26 cm 
“7440.2” 
Basic manual, July 1976 
“A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly 
1. Indians of North America I. United States. 
Dept. of Housing and Urban Development. Office of Con- 


Housing. 
sumer Affairs and Regulatory Functions. 


OCLC 3787701 


78-11356 
HH 1.6/6:7476.2 
Audits of public housing agencies. Washington, Dept. of Hous- 
ing and Urban Development, Office of Housing 
451 Seventh St. SW, 20410 


26 cm 
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Il. United States. Dept. of 


“7476.2” 

Transmittal no. 4, basic manual, Jan. 1977. 

““A HUD handbook.” 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. Housing authorities — United States. 2. Administrative 
agencies — United States — Auditing and inspection. L. 
United States. Dept. of Housing and Urban Development. Of- 
fice of Housing. 


OCLC 3784355 


78-11357 
HH 1.6/6:7485.9 
Low-income public housing modernization program handbook. 
Washington, Dept. of Housing and Urban Development, Of- 
fice of Housing. 
451 Seventh St. SW, 20410 
26 cm. 
“7485.9” 
Transmittal no. 10, basic manual, Jan. 1977. 
“A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly. 
1. Buildings — Repair and reconstruction — Finance. 2. 
Public housing — United States. I. United States. Dept. of 
Housing and Urban Development. Office of Housing. 


OCLC 3784231 


78-11358 
HH 1.6/6:7485.10 
Low-income public housing modernization pogram processing 
handbook. Washington, Dept. of Housing and Urban 
Development, Office of Housing. 
451 Seventh St. SW, 20410 
26 cm. 
“7485.10” 
Transmittal no. 11, basic manual, Jan. 1977. 
“A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly. 
1. Buildings — Repair and reconstruction — Finance. 2. 
Public housing — United States. I. United States. Dept. of 
Housing and Urban Development. Office of Housing. 


OCLC 3784199 


78-11359 
HH 1.6/6:7560.1/trans.16 
HH 1.6/6:7560.1/trans.18 
Low-rent housing financing handbook. Washington, Dept. of 
Housing and Urban Development, Office of Housing 
Management. 
451 Seventh St. SW, 20410 
26 cm. 
“7560.1 
Transmittal no. 16, Nov. 4, 1975; transmittal no. 18, Feb. 
6, 1976. 
“A HUD handbook.” 
Updated by continuing supplements and cumulated irregu- 
larly. 
1. Public housing — United States — Finance. I. United 
States. Dept. of Housing and Urban Development. Office of 
Housing Management. 


OCLC 3784329 





Government Publications — June 1978 


78-11360 78-11363 
HH 1.6/6:8000.1 HH 1.46/4:C 49 
United States. Dept. of Housing and Urban Development. Of- 
fice of Community Planning and Development. Office of 
Evaluation. 
Community planning and development evaluation : citizen 
articipation, experience and trends in community develop- 
451 Seventh St, SW, 20410 ore block pit entitlement communities. — Saline : 
26 cm. Dept. of Housing and Urban Development, Community 
8000.1" Planning and Development, Office of Evaluation : for sale by 


Basic manual, Aug. 1976. the Supt. of Docs., U.S. Govt. Print. Off., 1977 [published 
1978] 


““A HUD handbook.” 
20402 
Updated by continuing supplements and cumulated irregu- [1], 23 p. ; 26 cm.— (Evaluation series) (HUD-CPD ; 
larly. 278) 
1. Discrimination in housing — United States. 2. United November 1977. 
States. Dept. of Housing and Urban Development — Public Includes bibliographical references. 
relations. I. United States. Dept. of Housing and Urban @ltcm 581-E-5S 
Development. Office of Fair Housing and Equal Opportunity. S/N 023-000-00433-0 
pbk. : $1.20 
OCLC 3784275 1. *Federal aid to community development — United 
States. I. Title. Il. Title: Citizen participation, experience 
78-11361 and trends in community development block grant entitle- 
HH 1.6/6:8020.1 ment communities. _ III. Series. 


Fair housing and equal opportunity complaint and compliance 
review reporting and control procedures. Washington, Dept. 
of Housing and Urban Development, Office of Fair Housing 
and Equal Opportunity. 


Contract compliance handbook, executive order 11246. 
Washington, Dept. of Housing and Urban Development, Of- OCLC 3752455 
fice of the Assistant Secretary for Equal Opportunity. 78-11364 

451 Seventh St. SW, 20410 HH 1.69:976 

26 cm. United States. Dept. of Housing and Urban Development. 

Other title: Executive order 11246 contract compliance HUD solar status : HUD van on the road. — [Washington] 
handbook : Dept. of Housing and Urban Development, 1976. 

20410 

f [4] p. : ill. ; 28 cm. — (HUD-PDR ; 189) 

Basic manual, Nov. 1974. HUD solar heating and cooling demonstration project. 
“A HUD handbook.” October 1976. 

Updated by continuing supplements and cumulated irregu- pbk. 

1. *Solar houses. 2. *Architecture and energy conserva- 
tion — United States. 3. United States. Dept. of Housing 
and Urban Development. I. United States. Energy Research 
and Development Administration. II. Title. Ill. Tithe: HUD 
van on the road. 


“8020.1” 


larly. 

1. Affirmative action programs — United States. 2. 
United States. Dept. of Housing and Urban Development — 
Rules and practice. I. United States. Dept. of Housing and 
Urban Development. Office of the Assistant Secretary for 
Equal Opportunity. OCLC 3752347 
OCLC 3784377 te ed 

HH 1.69:976/2 
78-11362 United States. Dept. of Housing and Urban Development. 

HH 1.32:Ir 1 HUD solar status : second round award news! : $4 million 
in solar grants for 1411 residential units. — [Washington] : 
Dept. of Housing and Urban Development, [19767] 

20410 


United States. Dept. of Housing and Urban Development. 
Housing and urban development in Iran. — Washington : 


Dept. of Housing and Urban Development, 1976. ! 
20410 [2] p.: ill. 


; 28 cm. 

: HUD solar demonstration program in cooperation with 
It p. : ill. ; 26 cm. — (HUD ; 227-2-1A) Energy Research & Development Administration. 

June 1976. pbk. 

Includes bibliographical references. 1. *Grants-in-aid — United States. 2. *Architecture and 
energy conservation — United States. 3. *Solar houses. 4. 
United States. Dept. of Housing and Urban Development. I. 
United States. Energy Research and Development Adminis- 
oe ‘ tration. Il. Title. Ill. Title: Second round award news, $4 
conditions. I. Title. million in solar grants for 1411 residential units. 


pbk. 
1. “Housing policy—Iran. 2. “Housing —Iran. 3. 
*Community development —Iran. 4.  *Iran — Economic 


OCLC 3793154 OCLC 3752356 
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Housing and Urban Development Department 


78-11366 
HH 1.69:977/2 
United States. Dept. of Housing and Urban Development. 
HUD solar status : 
| Washington] : Dept. of Housing and Urban Development, 
1977. 
20410 
[4] p.: ill. ; 28 cm. (HUD-PDR ; 189-3) 


HUD solar demonstration program in cooperation with 


energy systems betting on solar. — 


Energy Research and Development Administration. 

August 1977. 

@ltcm 581-E-19 

pbk. 

1. *Architecture and energy conservation — United States. 
2. *Solar houses. 3. United States. Dept. of Housing and 
Urban Development. I. United States. Energy Research and 
Development Administration. Il. Title. Il. Title: Energy 
systems betting on solar. 


OCLC 3752369 


78-11367 
HH 1.69:977/3 
United States. Dept. of Housing and Urban Development. 
HUD solar status a builder asks ... — [Washington] 
Dept. of Housing and Urban Development, 1977. 
20410 
[4] p.: ill (HUD-PDR ,; 189-6) 


HUD solar demonstration program in cooperation with 


; 28 cm. 


Energy Research and Development Administration. 

November 1977. 

@ltcm S81-E-19 

pbk 

1. *Architecture and energy conservation — United States. 
2. *Solar houses. 3. United States. Dept. of Housing and 
Urban Development. I. United States. Energy Research and 
Il. Title. 


Development Administration. 


OCLC 3752374 


78-11368 
HH 1.69:978 
United States. Dept. of Housing and Urban Development. 
HUD solar status : solar standards : laying the groundwork 
for a solid industry. — [Washington] : Dept. of Housing and 
Urban Development, 1978. 
20410 
[4] p. ; 28 cm. (HUD-PDR ; 189-8) 
HUD solar demonstration program in cooperation with 
Energy Research and Development Administration. 
March 1978. 
@liem 581-E-19 
pbk 
1. *Architecture and energy conservation — United States. 
2. *Solar houses. 3. United States. Dept. of Housing and 
Urban Development. L. United States. Energy Research and 
Development Administration. IL. Title. 


OCLC 3752384 
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FEDERAL INSURANCE ADMINISTRATION 
Housing and Urban Development Dept. 
Washington, DC 20410 


78-11369 
HH 10.8:B 29 
NAHB Research Foundation. 

Manual for the construction of residential basements in 
non-coastal flood environs : a study and preparation of a 
guide manual for the design and construction of floodproofed 
residential basements / by NAHB Research Foundation. — 
[Washington] : Dept. of Housing and Urban Development, 
Federal Insurance Administration. 

20410 

XxXxviii, 263 p. : ill. ; 28 cm. — (HUD-FIA ; 285) 

CR-997 

Contract no. H-3849 

March 1977. 

@licm 594-A-3 

pbk. 

1. *Basements. 2. *Flood damage prevention — Hand- 

3. *Architecture — Details. I. United 
Il. Title. 


books, manuals, ctc. 
States. Federal Insurance Administration. 


OCLC 3793246 


78-11370 
HH 10.9:At 2 
United States. Federal Insurance Administration. 

Flood insurance study : city of Atchison, Kansas, Atchison 
County. — [Washington] Dept. of Housing and Urban 
Development, Federal Insurance Administration, 1977, 1978 
printing. 

20410 

iii, 19 p., 4 fold. leaves of plates : ill., map ; 28 cm. 

December 1977. 

Bibliography: p. 18-19. 

@ltcm 594-C-19 

pbk. 

1. *Insurance, Flood — Kansas — Atchison. I. Title. IL. 
Title: City of Atchison, Kansas, Atchison County. 


OCLC 3784019 


78-11371 
HH 10.9:B 39/2 
United States. Federal Insurance Administration. 

Flood insurance study : city of Bedford, Virginia, indepen- 
dent city. — [Washington] : Dept. of Housing and Urban 
Development, Federal Insurance Administration, 1977, 1978 
printing. 

20410 

ii, 15 p., 2 fold. leaves of plates : ill., map ; 28 cm. 

December 1977. 

Bibliography: p. 14-15. 

@ltem 594-C-50 

1. *Insurance, Flood — Virginia — Bedford. 1. Title. UL. 
Title: City of Bedtord, Virginia, independent city. 


OCLC 3783929 





78-11372 


HH 10.9:B 41/7 
United States. Federal Insurance Administration. 

Flood insurance study : city of Belle Glade, Florida, Palm 
Beach County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 13 p. : map ; 28 cm. 

November 1977. 

Bibliography: p. 13-14. 

@ltem 594-C-11 

pbk. 

1. *Insurance, Flood — Florida — Belle Glade. I. Title. 
Il. Title: City of Belle Glade, Florida, Palm Beach County. 


OCLC 3784011 


78-11373 


HH 10.9:B 44/3 


United States. Federal Insurance Administration. 


Flood insurance study : city of Benton Harbor, Michigan, 
Berrien County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administation, 1977. 

ii, 21 p., 4 fold. leaves of plates : ill., map ; 28 cm. 

November 1977. 

Bibliography: p. 19-21. 

pbk. 

1. *Insurance, Flood — Michigan — Benton Harbor. I. 
Title. HU. Title: City of Benton Harbor, Michigan, Berrien 
County. 


OCLC 3739669 


78-11374 


HH 10.9:B 46/2 
United States. Federal Insurance Administration. 

Flood insurance study : city of Bettendorf, lowa, Scott 
County. — [Washington] : Dept. of Housing and Urban 
Development, Federal Insurance Administration, 1977. 

20410 

ii, 29 p., 13 fold. leave of plates : ill., maps ; 28 cm. 

December 1977. 

Bibliography; p. 27-29. 

@ltem 594-C-18 

1. *Insurance, Flood — lowa — Bettendorf. I. Title. IL 
Title: City of Bettendorf, lowa, Scott County. 


OCLC 3778016 


78-11375 
HH 10.9:B 73/5 
United States. Federal Insurance Administration. 

Flood insurance study : city of Bragg City, Missouri, 
Pemiscot County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1978. 

20410 

ii, 13 p., 2 fold. leaves of plates : ill., map ; 28 cm. 

December 1977. 

Bibliography: p. 13. 

@ltem 594-C-28 

pbk. 

1. *Insurance, Flood — Missouri — Bragg City. I. Title. 
Il. Title: City of Bragg City, Missouri, Pemiscot County. 


OCLC 3784118 


Government Publications — June 1978 


78-11376 
HH 10.9:B 77 b 
United States. Federal Insurance Administration. 

Flood insurance study : town of Briny Breezes, Florida, 
Palm Beach County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 14 p. : ill., map ; 28 cm. 

November 1977. 

Bibliography: p. 13-14 

@ltem 594-C-11 

1. *Insurance, Flood — Florida — Briny Breezes. I. Title. 
Il. Title: Town of Briny Breezes, Florida, Palm Beach Coun- 


ty. 
OCLC 3777988 


78-11377 
HH 10.9:B 86/2 
United States. Federal Insurance Administration. 

Flood insurance study : city of Buffalo, Wyoming, Johnson 
County. — [Washington] : Dept. of Housing and Urban 
Development, Federal Insurance Administration, 1977. 

20410 

ii, 14 p., 3 fold. leaves of plates : ill., map ; 28 cm. 

November 1977. 

Bibliography: p. 12, 14. 

@ltem 594-C-55 

pbk. 

1. *Insurance, Flood — Wyoming — Buffalo. I. Title. IL. 
Title: City of Buffalo, Wyoming, Johnson County. 


OCLC 3742351 


78-11378 
HH 10.9:B 92/2 
United States. Federal Insurance Administration. 

Flood insurance study : city of Burlington, Wisconsin, 
Racine County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 21 p., 2 fold. leaves of plates : ill., map ; 28 cm. 

November 1977. 

Bibliography: p. 21. 

@ltem 594-C-54 

pbk. 

1. *Insurance, Flood — Wisconsin — Burlington. I. Title. 
Il. Title: City of Burlington, Wisconsin, Racine County. 


OCLC 3742364 


78-11379 
HH 10.9:B 97/2 
United States. Federal Insurance Administration. 

Flood insurance study : village of Butler, Wisconsin, Wau- 
kesha County. — [Washington] : Dept. of Housing and Urban 
Development, Federal Insurance Administration, 1977. 

20410 

ii, 11 p., 1 fold. leaf of plates : ill., map ; 28 cm. 

November 1977. 

Bibliography: p. 11. 

@ltem 594-C-54 

pbk. 

1. *Insurance, Flood — Wisconsin — Butler. I. Title. IL. 
Title: Village of Butler, Wisconsin, Waukesha County. 


OCLC 3742374 
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Federal Insurance Administration — Housing and Urban Development Dept. 


78-11380 1. *Insurance, Flood — Michigan —Clay. I. Title. Il. 
HH 10.9:C 15 Title: Township of Clay, Michigan, St. Clair County. 
United States. Federal Insurance Administration. 
Flood insurance study : village of Campbellsport, Wiscon- OCLC 3787049 
sin, Fond du Lac County. — [ Washington] : Dept. of Housing 
and Urban Development, Federal Insurance Administration, 7e-11386 HH 10.9:C 59/3 
* oaae United States. Federal Insurance Administration. : 
ii, 18 p., 1 fold. leaf of plates : ill., map ; 28 cm. Flood insurance study : village of Cleveland, Wisconsin, 
Seeman 1977. : ; Manitowoc County. — [Washington] : Dept. of Housing and 
oat Urban Development, Federal Insurance Administration, 
Bibliography: p. 17-18. 1977. 
@ltem 594-C-54 20410 
ge . . , ii, 16 p., 9 fold. leaves of plates : ill., map ; 28 cm. 
1. *Insurance, Flood — Wisconsin — Campbellsport. 1. November 1977. 
Title. Il. Title: Village of Campbellsport, Wisconsin, Fond Bibliography: p. 16. 
du Lac County. @ltem 594-C-54 
OCLC 3742383 os. ~~ ; 
—_— 1. *Insurance, Flood — Wisconsin — Cleveland. I. Title. 
78-11381 Il. Title: Village of Cleveland, Wisconsin, Manitowoc County. 


HH 10.9:C 43/2 
United States. Federal Insurance Administration. OCLC 3752143 
Flood insurance study : township of Chikaming, Michigan, 78-11385 

Berrian County. — [Washington] : Dept. of Housing and HH 10.9:C 62/3 

Urban Development, Federal Insurance Administration, United States. Federal Insurance Administration. 

1977, 1978 printing. Flood insurance study : town of Cloud Lake, Florida, Palm 
20410 . ’ Beach County. — [Washington] : Dept. of Housing and 
li, 16 p., 6 fold. leaves of plates : ill., map ; 28 cm. Urban Development, Federal Insurance Administration, 
December 1977. 1977. 

Bibliography: p. 14,16. 20410 
@ltem 594-C-25 ii, 12 p. : ill., map ; 28 cm. 
pbk. November 1977. 
1. *Insurance, Flood — Michigan — Chikaming. I. Title. Bibliography: p. 9-12. 
Il. Title: Township of Chikaming, Michigan, Berrien County. @ltem 594-C-11 
pbk. 
OCLC 3784142 1. *Insurance, Flood — Florida — Cloud Lake. I. Title. 


78-11382 Il. Title: Town of Cloud Lake, Florida, Palm Beach County. 


HH 10.9:C 49 
United States. Federal Insurance Administration. OCLC 3785902 
Flood insurance study : township of Cinnaminson, Burling- 78-11386 

ton County, New Jersey. — [Washington] : Dept. of Housing HH 10.9:C 72/2 

and Urban Development, Federal Insurance Administration, United States. Federal Insurance Administration. 

1977. Flood insurance study : town of Columbia, Louisiana, 
20410 Caldwell Parish. — [Washington] : Dept. of Housing and 
ii, 11 p., 7 fold. leaves of plates : ill., maps ; 28 cm. Urban Development, Federal Insurance Administration, 
November 1977. 1977. 

Bibliography: p. 11. 20410 

@ltem 594-C-33 ii, 12 p., 1 fold. leaf of plates : ill. ; 28 cm. 
pbk. December 1977. 

1. “Insurance, Flood — New Jersey — Cinnaminson. I. Bibliography: p. 12. 

Title. Ul. Title: Township of Cinnaminson, Burlington Coun- @ltem 594-C-21 

ty, New Jersey. pbk. 

1. *Insurance, Flood — Louisiana — Columbia. I. Title. 

OCLC 3742750 Il. Title: Town of Columbia, Louisiana, Caldwell Parish. 


78-11383 
HH 10.9:C 57/4 OCLC 3785898 


United States. Federal Insurance Administration. 78-11387 

Flood insurance study : township of Clay, Michigan, St. HH 10.9:C 73/2 

Clair County. — [Washington] : Dept. of Housing and Urban United States. Federal Insurance Administration. 

Development, Federal Insurance Administration, 1977. Flood insurance study : city of Commerce, Missouri, Scott 
20410 County. — [Washington] : Dept. of Housing and Urban 
ii, 16 p., 1 fold. leaf of plates. : ill., map ; 28 cm. Development, Federal Insurance Administration, 1977. 
December 1977. 20410 
Bibliography: p. 15-16. ii, 14 p., 2 fold. leaves of plates : ill., map ; 28 cm. 
@ltem 594-C-25 December 1977. 
pbk. Bibliography: p. 14. 
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@ltcm 594-C-37 

pbk. 

1. *Insurance, Flood — Missouri — Commerce. I. Title. 
Il. Title: City of Commerce, Missouri, Scott County. 


OCLC 3777959 


78-11388 
HH 10.9:C 78/3 
United States. Federal Insurance Administration. 

Flood insurance study : city of Coon Rapids, Minnesota, 
Anoka County. — [Washington] Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1976. 

20410 

ii, 28 p., 29 fold. leaves of plates : ill., map ; 28 cm. 

September 1976. 

Bibliography: p. 27-28. 

@ltcm 594-C-26 

pbk. 

1. *Insurance, Flood — Minnesota— Coon Rapids. I. 
Title. Il. Title: City of Coon Rapids, Minnesota, Anoka 
County. 


OCLC 3784154 


78-11389 
HH 10.9:C 81/5 
United States. Federal Insurance Administration. 

Flood insurance study : city of Corona, California, River- 
side County. — [Washington] : Dept. of Housing and Urban 
Development, Federal Insurance Administration, 1977. 

20410 

iii, 36 p., 28 fold. leaves of plates : ill., map ; 28 cm. 

November 1977. 

Bibliography: p. 35-36. 

@ltem 594-C-5 

pbk. 

1. *Insurance, Flood — California — Corona. I. Title. IL. 
Title: City of Corona, California, Riverside County. 


OCLC 3783913 


78-11390 
HH 10.9:D 44/3 
United States. Federal Insurance Administration. 

Flood insurance study : township of Derry, Pennsylvania, 
Westmoreland County. — [Washington] : Dept. of Housing 
and Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 21 p., 14 fold. leaves of plates. : ill., maps ; 28 cm. 

December 1977. 

Bibliography: p. 18-21. 

@ltem 594-C-41 

pbk. 

1. *Insurance, Flood — Pennsylvania — Derry. I. Title. 
Il. Title: Township of Derry, Pennsylvania, Westmoreland 
County. 


OCLC 3786994 


Government Publications — June 1978 


78-11391 
HH 10.9:D 71 
United States. Federal Insurance Administration. 

Flood insurance study county of Doniphan, Kansas 
(unincorporated areas). — [Washington] : Dept. of Housing 
and Urban Development, Federal Insurance Administration, 
1978. 

20410 

ii, 15 p., 7 fold. leaves of plates : ill., map ; 28 cm. 

February 1978. 

Bibliography: p. 14-15. 

@ltem 594-C-19 

pbk. 

1. *Insurance, Flood — Kansas — Doniphan County. I. 
Title. IL. Title: County of Doniphan, Kansas 
(unincorporated areas). 


OCLC 3778136 


78-11392 
HH 10.9:G 48/2 
United States. Federal Insurance Administration. 

Flood insurance study : city of Glendale, Wisconsin, Mil- 
waukee County. — [Washington] Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 17 p., 3 fold. leaves of plates : ill., maps ; 28 cm. 

December 1977. 

Bibliography: p. 17. 

@ltem 594-C-54 

pbk. 

1. *Insurance, Flood — Wisconsin — Glendale. I. Title. 
Il. Title: City of Glendale, Wisconsin, Milwaukee County. 


OCLC 3785915 


78-11393 
HH 10.9:G 61 
United States. Federal Insurance Administration. 

Flood insurance study Goodhue County, Minnesota 
(unincorporated areas). — [Washington] : Dept. of Housing 
and Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 22 p., 41 fold. leaves of plates : ill., maps ; 29 cm. 

October 1977. 

Bibliography: p. 20-22. 

@ltem 594-C-26 

pbk. 

1. *Insurance, Flood — New Jersey — Goodhue County. 

I. Title. HU. Tithe: Goodhue County, Minnesota 
(unincorporated areas). 


OCLC 3778121 


78-11394 
HH 10.9:G 83 
United States. Federal Insurance Administration. 

Flood insurance study : city of Greenfield, Wisconsin, Mil- 
waukee County. — [Washington] Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977, 1978 printing. 

20410 

ii, 1S p., 2 fold. leaves of plates : ill., map ; 28 cm. 

December 1977. 

Bibliography: p. 14-15. 

@ltem 594-C-54 

pbk. 
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Federal Insurance Administration — Housing and 


1. *Insurance, Flood — Wisconsin — Greenfield. I. Title. 
Il. Title: City of Greenfield, Wisconsin, Milwaukee County. 


OCLC 3783896 


78-11395 
HH 10.9:H 11/2 
United States. Federal Insurance Administration. 

Flood insurance study : village of Hacienda, Florida, 
Broward County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 10 p. : map ; 28 cm. 

December 1977. 

Bibliography: p. 10. 

@ltem 594-C-11 

pbk. 

1. *Insurance, Flood — Florida — Hacienda. I. Title. Il. 
Title: Village of Hacienda, Florida, Broward County. 


OCLC 3783902 


78-11396 
HH 10.9:H 11/3 
United States. Federal Insurance Administration. 

Flood insurance study : town of Hadley, Massachusetts, 
Hampshire County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 16 p., 4 fold. leaves of plates. : ill., maps ; 28 cm. 

December 1977. 

Bibliography: p. 16. 

@ltem 594-C-24 

pbk. 

1. *Insurance, Flood — Massachusetts — Hadley. I. Title. 
Il. Title: Town of Hadley, Massachusetts, Hampshire County. 


OCLC 3785874 


78-11397 
HH 10.9:H 12/2 
United States. Federal Insurance Administration. 

Flood insurance study : city of Hailey, Idaho, Blaine Coun- 
ty. — [Washington] : Dept. of Housing and Urban Develop- 
ment, Federal Insurance Administration, 1977. 

20410 

ii, 14 p., 2 fold. leaves of plates : ill., map ; 28 cm. 

October 1977. 

Bibliography: p. 10. 

@ltem 594-C-15 

pbk. 

1. *Insurance, Flood — Idaho — Hailey. I. Title. Il. Title: 
City of Hailey, Idaho, Blaine County. 


OCLC 3783874 


78-11398 
HH 10.9:H 36 
United States. Federal Insurance Administration. 

Flood insurance study : town of Henderson, West Virginia, 
Mason County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 15 p., 2 fold. leaves of plates : ill., map ; 28 cm. 

November 1977. 

Bibliography: p. 14-15. 
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Urban Development Dept. 


@ltem 594-C-53 

pbk. 

1. *Insurance, Flood — West Virginia — Henderson. I. 
Title. Il. Title: Town of Henderson, West Virginia, Mason 
County. 


OCLC 3778206 


78-11399 
HH 10.9:H 71 
United States. Federal Insurance Administration. 

Flood insurance study : city of Holland, Missouri, Pemiscot 
County. — [Washington] : Dept. of Housing and Urban 
Development, Federal Insurance Administration, 1977, [1978 
printing] 

20410 

ii, 12 p., 1 fold. leaf of plates : ill., maps ; 28 cm. 

December 1977. 

Bibliography: p. 12. 

@ltem 594-C-28 

pbk. 

1. *Insurance, Flood — Missouri — Holland. I. Title. Il. 
Title: City of Holland, Missouri, Pemiscot County. 


OCLC 3778097 


78-11400 
HH 10.9:H 99 
United States. Federal Insurance Administration. 

Flood insurance study : town of Hypoluxo, Florida, Palm 
Beach County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 13 p. : map ; 28 cm. 

November 1977. 

Bibliography: p. 12-13. 

@ltem 594-C-11 

pbk. 

1. *Insurance, Flood — Florida — Hypoluxo. I. Title. II. 
Title: Town of Hypoluxo, Florida, Palm Beach County. 


OCLC 3784134 


78-11401 
HH 10.9:Ib 3 
United States. Federal Insurance Administration. 

Flood insurance study : Iberville Parish, Louisiana 
(unincorporated areas) — [Washington] : Dept. of Housing 
and Urban Development, Federal Insurance Administration, 
1977, 1978 printing. 

20410 

ii, 16 p., 8 fold. leaves of plates : map ; 28 cm. 

December 1977. 

Bibliography: p. 15-16. 

@ltem 594-C-21 

pbk. 

1. “Insurance, Flood — Louisiana — Iberville Parish. I. 
Title. Il. Title: Iberville Parish, Louisiana (unincorporated 
areas) 


OCLC 3784100 





78-11402 
HH 10.9:In 8 
United States. Federal Insurance Administration. 

Flood insurance study : town of Inverness, Mississippi, Sun- 
flower County. — [Washington] Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 14 p., 4 fold. leaves of plates : ill., map ; 28 cm. 

November 1977. 

Bibliography: p. 12, 14. 

@ltem 594-C-27 

pbk. 

1. *Insurance, Flood — Mississippi — Inverness. I. Title. 
Il. Title: Town of Inverness, Mississippi, Sunflower County. 


OCLC 3742736 


78-11403 
HH 10.9:J 23/2 
United States. Federal Insurance Administration. 

Flood insurance study : city of Jamestown, New York, 
Chautauqua County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 1977 
[1978 printing]. 

20410 

ii, 19 p., 7 fold. leaves of plates : ill., maps ; 28 cm. 

December 1977. 

Bibliography: p. 18-19. 

@ltem 594-C-35 

1. *Insurance, Flood — New York (State) — Jamestown. 

. Title. Ul. Title: City of Jameston, New York, Chautauqua 
County. 


OCLC 3778073 


78-11404 
HH 10.9:M 35/3 
United States. Federal Insurance Administration. 

Flood insurance study : town of Marshall, North Carolina, 
Madison County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 17 p., 2 fold. leaves of plates : ill., map ; 28 cm. 

November 1977. 

Bibliography: p. 16-17. 

@ltem 594-C-34 

pbk. 

1. *Insurance, Flood — North Carolina — Marshall. I. 
Title. Il. Title: Town of Marshall, North Carolina, Madison 
County. 


OCLC 3742830 


78-11405 
HH 10.9:M 55 
United States. Federal Insurance Administration. 

Flood insurance study : city of Merriam, Kansas, Johnson 
County. — [Washington] Dept. of Housing and Urban 
Development, Federal Insurance Administration, 1977. 

20410 

ii, 14 p., 2 fold. leaves of plates : ill., map ; 28 cm. 

November 1977. 

Bibliography: p. 14. 

@ltem 594-C-19 

pbk. 


Government Publications — June 1978 
1. *Insurance, Flood — Kansas — Merriam. I. Title. Il. 
Title: City of Merriam, Kansas, Johnson County. 


OCLC 3778192 


78-11406 
HH 10.9:M 69/2 
United States. Federal Insurance Administration. 

Flood insurance study : city of Mission, Kansas, Johnson 
County. — [ Washington] Dept. of Housing and Urban 
Development, Federal Insurance Administration, 1977. 

20410 

ii, 13 p., 3 fold. leaves of plates : ill., map ; 28 cm. 

November 1977. 

Bibliography: p. 13. 

@ltem 594-C-19 

pbk. 

1. *Insurance, Flood — Kansas — Mission. I. 
Title: City of Mission, Kansas, Johnson County. 


Title. II. 


OCLC 3752280 


78-11407 
HH 10.9:M 81/2 
United States. Federal Insurance Administration. 

Flood insurance study : towm of Moretown, Vermont, 
Washington County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 23 p., 8 fold. leaves of plates : ill., map ; 28 cm. 

November 1977. 

Bibliography: p. 21-23. 

@ltem 594-C-49 

pbk. 

1. *Insurance, Flood — Vermont — Moretown. I. Title. 
Il. Title: Town of Moretown, Vermont, Washington County. 


OCLC 3742756 


78-11408 
HH 10.9:M 83/2 
United States. Federal Insurance Administration. 

Flood insurance study : village of Morrisville, Vermont, 
Lamoille County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 18 p., 4 fold. leaves of plates : ill., maps ; 28 cm. 

November 1977. 

Bibliography: p. 18. 

@ltem 594-C-49 

pbk. 

1. *Insurance, Flood — Vermont — Morrisville. I. Title. 
Il. Title: Village of Morrisville, Vermont, Lamoille County. 


OCLC 3752303 


78-11409 
HH 10.9:N 42 b/2 
United States. Federal Insurance Administration. 

Flood insurance study : city of New Bern, North Carolina, 
Craven County. — [Washington] Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 11 p.: ill., maps ; 28 cm. 

December 1977. 

Bibliography: p. 11. 
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Federal Insurance Administration — Housing and Urban Development Dept. 


@ltcm 594-C-36 

pbk. 

1. *Insurance, Flood — North Carolina — New Bern. I. 
Title. Il. Title: City of New Bern, North Carolina, Craven 
County. 


OCLC 3785927 


78-11410 
HH 10.9:N 47/2 
United States. Federal Insurance Administration. 

Flood insurance study : town of Newport, North Carolina, 
Carteret County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 13 p. : ill., map ; 28 cm. 

November 1977. 

Bibliography: p. 12-13. 

@ltcm 594-C-34 

pbk. 

1. *Insurance, Flood — North Carolina — Newport. I. 
Title. Ul. Tithe: Town of Newport, North Carolina, Carteret 
County. 


OCLC 3742844 


78-11411 
HH 10.9:N 59 
United States. Federal Insurance Administration. 

Flood insurance study : city of Niles, Ohio, Trumbull 
County. — [| Washington] Dept. of Housing and Urban 
Development, Federal Insurance Administration, 1977, 1978 
printing. 

20410 

ii, 20 p., 4 fold. leaves of plates : ill., map ; 28 cm. 

December 1977. 

Bibliography: p. 18-20. 

@ltem 594-C-38 

pbk. 

1. *Insurance, Flood — Ohio — Niles. 
City of Niles, Ohio, Trumbull Couty. 


I. Title. Il. Title: 


OCLC 3783999 


78-11412 
HH 10.9:N 81/3 
United States. Federal Insurance Administration. 

Flood insurance study : town of Northmoor, Missouri, 
Platte County. — [Washington] Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 15 p., 2 fold. leaves of plates : ill., map ; 28 cm. 

November 1977. 

Bibliography: p. 15. 

@ltem 594-C-28 

pbk. 

1. *Insurance, Flood — Missouri — Northmoor. I. Title. 
Il. Title: Town of Northmoor, Missouri, Platte County. 


OCLC 3778225 
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78-11413 
HH 10.9:N 81/4 
United States. Federal Insurance Administration. 

Flood insurance study : town of/village of Northfield, Ver- 
mont, Washington County. — [Washington] : Dept. of Hous- 
ing and Urban Development, Federal Insurance Administra- 
tion, 1977. 

20410 

ii, 21 p., 12 fold. leaves of plates : ill., map ; 28 cm. 

November 1977. 

Bibliography: p. 20-21. 

@ltem 594-C-49 

pbk. 

1. *Insurance, Flood — Vermont — Northfield. I. Title. 
Il. Title: Town of/village of Northfield, Vermont, Washington 
County. 


OCLC 3742784 


78-11414 
HH 10.9:P 14 
United States. Federal Insurance Administration. 

Flood insurance study : city of Pagedale, Missouri, St. 
Louis County. — [Washington] : Dept. of Housing and Urban 
Development, Federal Insurance Administration, 1977. 

20410 

ii, 13 p., 2 fold. leaves of plates. : ill., maps ; 28 cm. 

December 1977. 

Bibliography: p. 13. 

@ltem 594-C-28 

pbk. 

1. *Insurance, Flood — Missouri — Pagedale. I. Title. Il. 
Title: City of Pagedale, Missouri, St. Louis County. 


OCLC 3787035 


78-11415 
HH 10.9:P 18/5 
United States. Federal Insurance Administration. 

Flood insurance study : Borough of Palmyra, New Jersey, 
Burlington County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 13 p. : ill., maps ; 28 cm. 

December 1977. 

Bibliography: p. 12-13. 

@ltem 594-C-33 

pbk. 

1. *Insurance, Flood — New Jersey — Palmyra. I. Title. 
Il. Title: Borough of Palmyra, New Jersey, Burlington Coun- 


ty. 
OCLC 3785891 


78-11416 
HH 10.9:P 18/6 
United States. Federal Insurance Administration. 

Flood insurance study : town of Palm Beach, Florida, Palm 
Beach County. — [Washington] Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 13 p. : map ; 28 cm. 

November 1977. 

Bibliography: p. 12-13. 

@ltem 594-C-11 

pbk. 





1. *Insurance, Flood — Florida — Palm Beach. I. Title. 
Il. Title: Town of Palm Beach, Florida, Palm Beach County. 


OCLC 3783860 


78-11417 
HH 10.9:P 21 
United States. Federal Insurance Administration. 

Flood insurance study : township of Park, Michigan, Ot- 
tawa Co. — [Washington] : Dept. of Housing and Urban 
Development, Federal Insurance Administration, 1977. 

20410 

ii, 16 p., 2 fold. leaves of plates : ill., map ; 28 cm. 

November 1977. 

Bibliography: p. 15-16. 

@ltem 594-C-25 

pbk. 

1. *Insurance, Flood — Michigan — Park. I. 
Title: Township of Park, Michigan, Ottawa Co. 


Title. Il. 


OCLC 3742730 


78-11418 
HH 10.9:P 65/2 
United States. Federal Insurance Administration. 

Flood insurance study : city of Pineville, Kentucky, Bell 
County. — [ Washington] Dept. of Housing and Urban 
Development, Federal Insurance Administration, 1977. 

20410 

ii, 18 p., 2 fold. leaves of plates : ill., map ; 28 cm. 

December 1977. ’ 

Bibliography: p. 16, 18. 

@ltcm 594-C-20 

pbk. 

1. *Insurance, Flood — Kentucky — Pineville. 
Title: City of Pineville, Kentucky, Bell County. 


I. Title. II. 


OCLC 3783851 


78-11419 
HH 10.9:P 74/5 
United States. Federal Insurance Administration. 

Flood insurance study : city of Plymouth, Minnesota, Hen- 
nepin County. — [Washington] : Dept. of Housing and Urban 
Development, Federal Insurance Administration, 1977. 

20410 

ii, 23 p., 5 fold. leaves of plates : ill., map ; 28 cm. 

November 1977. 

Bibliography: p. 22-23. 

@ltem 594-C-26 

pbk. 

1. *Insurance, Flood — Minnesota — Plymouth. I. Title. 
Il. Title: City of Plymouth, Minnesota, Hennepin County. 


OCLC 3778183 


78-11420 
HH 10.9:P 83 j 
United States. Federal Insurance Administration. 

Flood insurance study : city of Port Jervis, New York, 
Orange County. — [Washington] Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977, 1978 printing. 

20410 

ii, 23 p., 14 fold. leaves of plates : ill., map ; 28 cm. 

December 1977. 

Bibliography: p. 21-23. 

@ltem 594-C-35 

pbk. 


Government Publications — June 1978 


1. *Insurance, Flood — New York (State) — Port Jervis. 
I. Title. II. Title: City of Port Jervis, New York, Orange 
County. 


OCLC 3783992 


78-11421 
HH 10.9:R 29 
United States. Federal Insurance Administration. 
Flood insurance study : Borough of Renovo, Clinton Coun- 
ty, Pennsylvania. — [Washington] : Dept. of Housing and 
Urban Development, Federal Administration, 
1976, [published 1978] 
20410 
ii, 14 p., 7 fold. leaves of plates : ill., map ; 28 cm. 
June 1976. 
Bibliography: p. 14. 
@ltem 594-C-41 
pbk. 
1. *Insurance, Flood — Pennsylvania — Renovo. 


Insurance 


I. Title. 


Il. Title: Borough of Renovo, Clinton County, Pennsylvania. 


OCLC 3742358 


78-11422 
HH 10.9:R 93/2 
United States. Federal Insurance Administration. 

Flood insurance study : Borough of Rutherford, New Jer- 
sey, (Bergen County). — [Washington] : Dept. of Housing 
and Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 15 p., 1 fold. leaf of plates. : ill., map ; 28 cm. 

December 1977. 

Bibliography: p. 14-15. 

@ltem 594-C-33 

pbk. 

1. *Insurance, Flood — New Jersey — Rutherford. I. Title. 
II. Title: Borough of Rutherford, New Jersey, (Bergen Coun- 
ty) 


OCLC 3785866 


78-11423 
HH 10.9:Se 8 
United States. Federal Insurance Administration. 

Flood insurance study : township of Sewickley, Pennsyl- 
vania, Westmoreland County. — [Washington] Dept. of 
Housing and Urban Development, Federal Insurance Ad- 
ministration, 1977. 

20410 

ii, 21 p., 9 fold. leaves of plates : ill., map ; 28 cm. 

December 1977. 

Bibliography: p. 19-21. 

@ltem 594-C-41 

pbk. 

1. ‘Insurance, Flood — Pennsylvania — Sewickley. I. 
Title. II. Title: Township of Sewickley, Pennsylvania, West- 
moreland and County. 


OCLC 3783843 
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Federal Insurance Administration — Housing and Urban Development Dept. 


78-11424 
HH 10.9:Si 5/2 
United States. Federal Insurance Administration. 

Flood insurance study township of Sims, Michigan, 
Arenac County. — [| Washington] Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 14 p. : map ; 28 cm. 

December 1977. 

Bibliography: p. 12-14. 

@ltem 594-C-25 

pbk. 

1. *Insurance, Flood — Michigan — Sims. I. 
Title: Township of Sims, Michigan, Arenac County. 


Title. UL. 


OCLC 3783835 


78-11425 
HH 10.9:So 6 
United States. Federal Insurance Administration. 

Flood insurance study town of Sorrento, Louisiana, 
Ascension Parish. — |Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977, 1978 printing. 

20410 

ii, 11 p., 2 fold. leaves of plates : maps ; 28 cm. 

December 1977. 

Bibliography: p. 10-11. 

@licm 594-C-21 

pbk 

1. *Insurance, Flood — Louisiana — Sorrento. I. Title. 
Il. Title: Town of Sorrento, Louisiana, Ascension Parish. 


OCLC 3783965 


78-11426 
HH 10.9:So 8 p 
United States. Federal Insurance Administration. 

Flood insurance study : town of South Palm Beach, 
Florida, Palm Beach County. — [Washington] Dept. of 
Housing and Urban Development, Federal Insurance Ad- 
ministration, 1977. 

20410 

ii, 13 p. : map ; 28 cm. 

November 1977. 

Bibliography: p. 12-13. 

@ltem 594-C-11 

pbk. 

1. *Insurance, Flood — Florida — South Palm Beach. I. 
Title. Il. Title: Town of South Palm Beach, Florida, Palm 
Beach County. 


OCLC 3783944 


78-11427 
HH 10.9:Sp 3 
United States. Federal Insurance Administration. 

Flood insurance study Spencer County, Indiana 
(unincorporated areas) — [Washington] : Dept. of Housing 
and Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 11 p., 2 fold. leaves of plates : ill., map ; 28 cm. 

November 1977. 

Bibliography: p. 9, 11. 

@ltem 594-C-15 

pbk. 
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1. *Insurance, Flood — Indiana — Spencer County. I. 
Title. Il. Title: Spencer County, Indiana (unincorporated 
areas) 


OCLC 3752314 


78-11428 
HH 10.9:Sp 8 I 
United States. Federal Insurance Administration. 

Flood insurance study : village of Spring Lake, Michigan, 
Ottawa County. — [Washington] Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977, [1978 printing] 

20410 

ii, 15 p., 1 fold. leaf of plates : ill., maps ; 28 cm. 

December 1977. 

Bibliography: p. 13-15. 

@ltem 594-C-25 

pbk. 

1. *Insurance, Flood — Michigan — Spring Lake. I. Title. 
Il. Title: Village of Spring Lake, Michigan, Ottawa County. 


OCLC 3778115 


78-11429 
HH 10.9:St 8/3 
United States. Federal Insurance Administration. 

Flood insurance study : town of Stratford, Connecticut, 
Fairfield County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

ii, 20 p., 11 fold. leaves of plates : ill., maps ; 28 cm. 

December 1977. 

Bibliography: p. 20. 

@ltem 594-C-8 

pbk. 

1. *Insurance, Flood — Connecticut — Stratford. I. Title. 
Il. Title: Town of Stratford, Connecticut, Fairfield County. 


OCLC 3785910 


78-11430 
HH 10.9:Un 3/8 
United States. Federal Insurance Administration. 
Flood insurance study : city of University City, Missouri, 
St. Louis County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 
20410 
ii, 16 p., 5 fold. leaves of plates : ill., map ; 28 cm. 
December 1977. 
Bibliography: p. 16. 
@ltem 594-C-28 
pbk. 
1. *Insurance, Flood — Missouri — University City. I. 
Title. Il. Title: City of University City, Missouri, St. Louis 
County. 


OCLC 3785950 


78-11431 
HH 10.9:W 13 
United States. Federal Insurance Administration. 

Flood insurance study town of Waitsfield, Vermont, 
Washington County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
1977. 

20410 

iii, 21 p., 7 fold. leaves of plates. : ill., maps ; 28 cm. 
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December 1977. 78-11435 
Bibliography: p. 20-21. HH 10.9:W 52h 
@ltem 594-C-49 United States. Federal Insurance Administration. 
pbk. Flood insurance study : city of West Helena, Arkansas, 
\ Chnsecniene, Sided Vemment-Geleiield 1. Tuk Phillips County. — [Washington] : Dept. of Housing and 
Any yet es  Rapaee Fes : Urban Development, Federal Insurance Administration, 
II. Title: Town of Waitsfield, Vermont, Washington County. 1977 
20410 
OCLC 3787010 iii, 22 p., 13 fold. leaves of plates : ill. maps ; 28 cm. 
78-11432 November 1977. 
Bibliography: p. 21-22. 


HH 10.9:W 16/2 
@ltem 594-C-4 


United States. Federal Insurance Administration. bk 
Flood insurance study : f Wal sl- a 
zr een Sey > eee © vite Ruane. Spang 1. *Insurance, Flood — Arkansas — West Helena. I. Title. 

ene Sen Tames : Bypt of Il. Title: City of West Helena, Arkansas, Phillips Count 
Housing and Urban Development, Federal Insurance Ad- ; ere : ‘ m “3 
ministration, 1977. OCLC 3752206 

20410 

ii, 1S p., 1 fold. leaf of plates. : ill., maps ; 28 cm. 

HH 10.9:W 76 


December 1977. $ . 
haan 12. 14-15 United States. Federal Insurance Administration. 
ibliography: p. 12, - 2 ‘ " eo 
Flood insurance study : township of Wisner, Michigan, 
@ltem 594-C-41 Tuscola County. — [Washington] : Dept. of Housing and 
pbk. Urban Development, Federal Insurance Administration, 
1. *Insurance, Flood — Pennsylvania — Walnutport. I. 1977. 
Title. Hl. Title: Borough of Walnutport, Pennsylvania, 20410 
Northampton County. ii, 13 p. : map ; 28 cm. 
November 1977. 
OCLC 3785884 Bibliography: p. 12-13. 
@ltem 594-C-25 
78-11433 pbk. 
HH 10.9:W 25/4 1. *Insurance, Flood — Michigan — Wisner. I. Title. Il. 
United States. Federal Insurance Administration. Title: Township of Wisner, Michigan, Tuscola County. 
Flood insurance study : city of Warrenton, Oregon, Clatsop 
County. — [Washington] : Dept. of Housing and Urban OCLC 3778168 
Development, Federal Insurance Administration, 1977. 78-11437 


ato HH 10.9:W 85/5 

ti, 19 p. : ill., map ; 28 cm. United States. Federal Insurance Administration. 

November 1977. Flood insurance study : Wood County, Wisconsin 
Bibliography: p. 15-19. (unincorporated areas). — [Washington] : Dept. of Housing 
@ltem 594-C-40 and Urban Development, Federal Insurance Administration, 
pbk. 1977. 

20410 

ii, 15 p., 12 fold. leaves of plates : ill., map ; 28 cm. 

June 1977. 


Bibliography: p. 14-15. 
75229 
OCLC 3752292 @ltem 594-C-54 


78-11436 


1. *Insurance, Flood — Oregon — Warrenton. I. Title. 
Il. Title: City of Warrenton, Oregon, Clatsop County. 


78-11434 pbk. 
HH 10.9:W 48/2 1. *Insurance, Flood — Wisconsin — Wood County. I. 


Title. Il. Title: Wood County, Wisconsin (unincorporated 
ares). 


United States. Federal Insurance Administration. 

Flood insurance study : town of Wendell, North Carolina, 
Wake County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, CSA. 371859 
1977. 78-11438 

20410 HH 10.9:W 93 

United States. Federal Insurance Administration. 
December 1977. Flood insurance study : Wright County, Minnesota, unin- 
Bibliography: p. 11, 13. corporated areas. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 
@ltem 594-C-36 1977 
ay 20410 
1. *Insurance, Flood — North Carolina — Wendell. I. ii, 27 p., 14 fold. leaves of plates : ill., map ; 29 cm. 
Title. Hl. Title: Town of Wendell, North Carolina, Wake November 1977. 
County. Bibliography: p. 25-27. 
@ltem 594-C-26 
OCLC 3785943 pbk. 


ii, 13 p., 5 fold. leaves of plates : ill., map ; 28 cm. 
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Federal Insurance Administration — Housing and Urban Development Dept. 


1. *Insurance, Flood -- Minnesota — Wright County. I. 
Title. HU. Title: Wright County, Minnesota, unincorporated 


arcas 
OCLC 3793137 


FEDERAL DISASTER ASSISTANCE 
ADMINISTRATION 

Housing and Urban Development Dept. 
Washington, DC 20410 


78-11439 
HH 12.2:D 65/978 
United States. Federal Disaster Assistance Administration. 
Documenting disaster damage. — Washington : 
Housing and Urban Development, Federal 
Assistance Administration, 1978. 
22, [2] p. : ill. ; 27 cm. — (HUD ; 459-FDAA(2)) 
Issued January 1978. 
@ltcm 599-A-2 
pbk. 


1. *Disaster relief. 


Disaster 


1. Title. 
OCLC 3752435 


INTERIOR DEPARTMENT 
Washington, DC 20240 


78-11440 
I 1.77/2:P 39/978 
United States. Youth Conservation Corps. 

Youth Conservation Corps : source book of environmental 
awareness : people and natural resources. — [Washington : 
Dept. of the Interior, Office of Manpower Training and 
Youth Activities], Youth Conservation Corps, 1978. 

20240 

[3], 118 p. : ill. ; 27 cm. 

Prepared in cooperation with Dept. of Agriculture, Forest 
Service. 

Summer 1978. 

Bibliography: p. 118. 

@ltcm 603-B 

pbk 

1. United States. Youth Conservation Corps — Handbooks, 
manuals, etc. I. United States. Forest Service. II. Title. 


OCLC 3782211 


78-11441 
I 1.84:0Ou 8/978 
United States. Indian Arts and Crafts Board. 

Fact sheet : potential outlets for native American artists 
and craftsmen. — [Washington] : Dept. of the Interior, Indian 
Arts and Crafts Board, 1978. 

20240 

46 p. : ill ; 27 cm. 

@ltem 603-E 

pbk. 

1. *Art industries and trade — United States — Directories. 
2. *Indians of North America— Art. I. Title. Il. Title: 
Potential outlets for native American artists and craftsmen. 


OCLC 3753136 
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Dept. of 


GEOLOGICAL SURVEY 
Interior Dept. 
Reston, Va. 22092 


78-11442 
I 19.2:Al 1/14/975 
Doyle, Paul F 
Channel crosion surveys along TAPS route, Alaska, 1975 / 
by Paul F. Doyle and Joseph M. Childers. — Anchorage, 
Alaska : Dept. of the Interior, Geological Survey, 1975. 
99501 
v, 95 p.: ill., maps ; 26 cm. 
Open-file report (basic data) 
Bibliography: p. 3. 
pbk. 
1. *Erosion — Alaska. 2. *Rivers — Alaska. 3. *Alaska 
pipeline. I. Childers, Joseph M , 1926- joint author. II. 
United States. Geological Survey. III. Title. 


OCLC 2679631 


78-11443 
I 19.3:1434 
Schmitt, L J 

Geology and mineral deposits of the Needle Mountains dis- 
trict, southwestern Colorado / by L. J. Schmitt and W. H. 
Raymond. — Washington : Dept. of the Interior, Geological 
Survey : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1977. 

20402 

vi, 40 p. : ill., maps (1 fold. in pocket) ; 24 cm. 

A detailed study of the mineral potential of complex in- 
strusive rocks and associated alteration of the Needle Moun- 
tains district, Colorado. 

Bibliography: p. 39-40. 

@ltem 620 

S/N 024-001-03029-2 

pbk. : $2.30 

1. Mines and mineral resources — Colorado — Needle 
Mountains. 2. Geology — Colorado — Needle Mountains. 

I. Raymond, William H , joint author. II. Title. III. Series: 
United States. Geological Survey. Bulletin ; 1434. 

QE75.B9 no. 1434 

[TN24.C6] 

557.3/08 s 

[553/.09788/29] 

OCLC 2819230 


78-11444 
I 19.3:1435-A 
Sohl, Norman F 
Changes in stratigraphic nomenclature by the U.S. Geolog- 
ical Survey, 1976 / by Norman F. Sohl and Wilna B. Wright. 
— Washington : Dept. of the Interior, Geological Survey : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1977. 
20402 
iv, 151 p. : ill. ; 24 cm. — (Contributions to stratigraphy) 
(Geological Survey bulletin ; 1435-A) 
Bibliography: p. 143-151. 
@ltem 620 
S/N 024-001-03043-8 
pbk. : $2.75 
1. *Geology, Stratigraphic — Nomenclature — United 
States. I. Wright, Wilna B , joint author. II. United States. 
Geological Survey. III. Title. IV. Series. V. Series: United 
States. Geological Survey. Bulletin ; 1435-A. 


OCLC 3780129 





78-11445 


I 19.3:1437 
Vallier, Tracy L 

The Permian and Triassic Seven Devils Group, western 
Idaho and northeastern Oregon / by Tracy L. Vallier. — 
Washington : Dept. of the Interior, Geological Survey : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1977. 

20402 

iv, 58 p. : ill. ; 24 cm.— (Geological Survey bulletin ; 
1437) 

Bibliography: p. 56-58. 

@ltem 620 

S/N 024-001-03020-9 

pbk. : $1.90 

1. Geology, Stratigraphic — Permian. 2. Geology, Strati- 
graphic — Triassic. 3. Geology —Idaho. 4. Geology — 
Oregon. I. United States. Geological Survey. Il. Title. III. 
Series: United States. Geological Survey. Bulletin ; 1437. 
QE75.B9 no. 1437 
[QE674] 
$57.3/08 s 
[551.7/56/09796] 
OCLC 3481140 


78-11446 


1 19.13:1757-N 
Swarzenski, Wolfgang Victor, 1917- 

Geohydrology of North Eastern Province, Kenya / by W. 
V. Swarzenski and M. J. Mundorff. — Washington : Dept. of 
the Interior, Geological Survey : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1977. 

20402 

iv, 68 p. : ill., (2 fold. col., 3 fold., in pocket) ; 23 cm. — 
(Contributions to the hydrology of Africa and the Mediter- 
ranean region) (Geological Survey water-supply paper ; 
1757-N) 

Prepared in cooperation with Water Department, Kenya 
Ministry of Agriculture under auspices of U.S. Agency for In- 
ternational Development. 

Bibliography: p. 44-45. 

Includes index. 

@ltem 625 

S/N 024-001-02977-4 

pbk. $3.30 

1. Water, Underground — Kenya — North-Eastern 
Province. I. Mundorff, Maurice John, 1910- , joint author. 
II. United States. Geological Survey. II]. Kenya. Water 
Dept. IV. United States. Agency for International Develop- 
ment. V. Title. VI. Series. VII. Series: United States. 
Geological Survey. Water-supply paper ; 1757-N. 

TC801.U2 no. 1757-N 
{[GB1173.K4] 
$53/.7/0973 s 
[553/.79/0967624] 
OCLC 2815681 


78-11447 


I 19.13:2050 
Robson, Stanley G , 1939- 

Application of digital modeling techniques to ground-water 
solute transport at Barstow, California / by S. G. Robson. — 
Washington : Dept. of the Interior, Geological Survey : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

iv, 28 p. : ill, map (1 fold. in pocket) ; 
(Geological Survey water-supply paper ; 2050) 

Bibliography: p. 26-28. 

@ltem 625 


24 cm. — 


Government Publications — June 1978 


S/N 024-001-03035-7 

pbk. : $1.90 

1. *Groundwater 
*Groundwater flow — Mathematical 
*Groundwater flow — Data processing. 4. *Water quality — 
California — Barstow. 5. *Aquifers — California — Barstow. 
I. United States. Geological Survey. II. Title. Ill. Series: 
United States. Geological Survey. Water-supply paper ; 2050. 


flow — California — Barstow. 2. 
models. 3 


OCLC 3780170 


78-11448 


I 19.16:712-D 


Claassen, Hans C 


Hydrologic processes and radionuclide distribution in a 
cavity and chimney produced by the Cannikin nuclear explo- 
sion, Amchitka Island, Alaska / by Hans C. Claassen. — 
Washington : Dept. of the Interior, Geological Survey : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

iii, D28 p., [1] leaf of plates (fold. in pocket) : ill., maps ; 
29 cm. — (Hydrology of nuclear test sites) (Geological Sur- 
vey professional paper ; 712-D) 

Prepared on behalf of U.S. Energy Research and Develop- 
ment Administration. 

Bibliography: p. D28. 

@ltem 624 

S/N 024-001-03037-3 

pbk. : $2.50 

1. Hydrology — Alaska — Amchitka Island. 2. Radioac- 
tive substances — Alaska — Amchitka Island. I. United 
States. Geological Survey. II. United States. Energy 
Research and Development Administration. III. Title. IV. 
Series. V. Series: United States. Geological Survey. Profes- 
sional paper ; 712-D 
GB705.A4/55 
551.4/8 
OCLC 3034576 


78-11449 


I 19.16:1028 


Rankin, Douglas W 


Studies related to the Charleston, South Carolina, 
earthquake of 1886 a preliminary report / edited by 
Douglas W. Rankin. — Washington : Dept. of the Interior, 
Geological Survey : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1977. 

20402 

[5S], iii, 204 p. : ill., ; 29 cm. — (Geological Survey profes- 
sional paper ; 1028) 

Includes bibliographies. 

@ltem 624 

S/N 024-001-03047-1 

pbk. : $4.75 

1. *Charleston, S.C.— Earthquake, 1886. I. United 
States. Geological Survey. Il. Title. Ill. Series: United 
States. Geological Survey. Professional paper ; 1028. 


OCLC 3793489 
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78-11450 
1 19.16:1029 
Williams, Garnett P 

Hydraulic geometry of river cross-sections : theory of 
minimum variance / by Garnett P. Williams. — Washington : 
Dept. of the Interior, Geological Survey : for sale by the 
Supt. of Docs. U.S. Govt. Print. Off., 1978. 

20402 

iv, 47 p. : ill. ; 29 cm. — (Geological Survey professional 
paper ; 1029) 

Bibliography: p. 34-35. 

@ltem 624 

S/N 024-001-03048-9 

pbk. : $2.30 

1. River channels. 2. Channels (Hydraulic engineering) 
I. United States. Geological Survey. II. Title. Ill. Series: 
United States. Geological Survey. Professional paper ; 1029. 
GBS61.W54 
551.4/83 
OCLC 2819209 


78-11451 
I 19.42/4:77-103 
DeLong, Lewis L 

An analysis of salinity in streams of the Green River Basin, 
Wyoming / by Lewis L. DeLong. — Cheyenne, Wyo. : Dept. 
of the Interior, Geological Survey, 1977. 

P.O. Box 1125, 82001 

vi, 32 p. : ill. ; 26 cm. — (Water-resources investigations ; 
77-103) 

September 1977. 

Bibliography: p. 28. 

@ltem 624-B 

pbk. 

1. *Salinity — Wyoming — Green River Basin. 2. *Green 
River watershed. I. United States. Geological Survey. II. 
Title. Ill. Series: United States. Geological Survey. Water- 
resources investigations ; 77-103. 


OCLC 3780004 


78-11452 
I 19.53/2:CO-76-I 
Water resources data for Colorado. Lakewood, Colo., Dept. of 
the Interior, Geological Survey, Water Resources Division; 
Springfield, Va., for sale by the National Technical Informa- 
tion Service. 

22161 

maps 26 cm. (U.S. Geological Survey water-data report ; 
CO-76-1) 

1964/65- 

Prepared in cooperation with the State of Colorado and 
other agencies. 

1964/65-1974 issued in 2 pts: pt. 1. Surface water 
records.—pt. 2. Water quality records; 1975- issued in 2 
vols.: v. |. Missouri River, Arkansas River, and Rio Grande 
basins in Colorado.—v. 2. Colorado River Basin Colorado. 

Report year ends Sept. 30. 

Water resources data for all states are cumulated 
quinquennially in Surface water supply of the United States. 

1976, v. 1. 

Annual. 

@ltem 619-E-6 

Main series: U.S. Geological Survey water-data report 

Supersedes: United States. Geological Survey. Surface 
Water Branch. Surface water records of Colorado 1960/61- 
1963/64 
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1. Water resources developed — Colorada — Yearbooks. 
2. Stream measurements — Colorado — Yearbooks. 3. 
Water quality — Colorado — Yearbooks. I. United States. 
Geological Survey. Water Resources Division. II. Series. 


OCLC 1159412 


78-11453 


I 19.53/2:MD-DE-76-I 


Water resources data for Maryland and Delaware. Towson, 


Md., Dept. of the Interior, Geological Survey, Water 
Resources Division; Springfield, Va., for sale by the National 
Technical Information Service. 

22161 

maps 26 cm. (U.S. Geological Survey water-data report ; 
MD-76-1) 

1964/65- 

Prepared in cooperation with the States of Maryland and 
Delaware and other agencies. 

Report year ends Sept. 30. 

Vols. for 1964/65-1974 issued in 2 pts. 

Water resources data for all states are cumulated 
quinquennially in Surface water supply of the United States. 

1976. 

Annual. 

@ltem 619-E 

ISSN 0364-4367 

Main series: U.S. Geological Survey water-data report 

Supersedes: United States. Geological Survey. Surface 
Water Branch. Surface water records of Maryland and 
Delaware 

1. Water resources development — Maryland — Year- 
books. 2. Water resources development — Delaware — 
Yearbooks. 3. Stream measurements — Maryland — Year- 
books. 4. Stream measurements — Delaware — Yearbooks. 
I. United States. Geological Survey. Water Resources Divi- 
sion. II. Series. 


OCLC 1730623 


78-11454 


I 19.53/2:MI-76-1 


Water resources data for Michigan. Okemos, Mich., Dept. of 


the Interior, Geological Survey, Water Resources Division; 
Springfield, Va., for sale by the National Technical Informa- 
tion Service. 

22161 

maps 26 cm. (U.S. Geological Survey water-data report ; 
MI-76-1) 

1964/65- 

Prepared in cooperation with the State of Michigan and 
other agencies. 

Report year ends Sept. 30. 

Vols. for 1964/65-1974 issued in 2 pts. 

Water resources data for all states are cumulated 
quinquennially in Surface water supply of the United States. 

1976. 

Annual. 

@ltem 619-E 

ISSN 0364-4375 

Main series: U.S. Geological Survey water-data report 

Supersedes: United States. Geological Survey. Surface 
Water Branch. Surface water records of Michigan 

1. Water resources development — Michigan — Yearbooks. 
2. Stream measurements — Michigan — Yearbooks. 3. 
Water quality — Michigan — Yearbooks. I. United States. 
Geological Survey. Water Resources Division. II. Series. 


OCLC 1688857 





78-11455 


I 19.53/2:NM-76-1 
Water resources data for New Mexico. Albuquerque, N.M., 
Dept. of the Interior, Geological Survey, Water Resources 
Division; Springficld, Va., for sale by the National Technical 
Information Service. 

22161 

maps 26 cm. (U.S. Geological Survey water-data report ; 
NM-76-1) 

1964/65- 

Prepared in cooperation with the State of New Mexico and 
other agencies. 

Report year ends Sept. 30. 

Vols. for 1964/65-1974 issued in 2 pts. 

Water resources data for all states are cumulated 
quinquennially in Surface water supply of the United States. 

1976. 

Annual. 

@ltcm 619-E-31 

ISSN 0364-4065 

Main series: U.S. Geological Survey water-data report 

Supersedes: United States. Geological Survey. Surface 
Water Branch. Surface water records of New Mexico 1961- 
64 

1. Water resources development — New Mexico — Year- 
books. 2. Stream measurements — Utah — Yearbooks. 3. 
Water quality—New Mexico— Yearbooks. I. United 
States. Geological Survey. Water Resources Division. II. Se- 
rics. 


OCLC 1160553 


Government Publications — June 1978 


78-11457 


I 19.53/2:P 38//975/v.1-3 


Water resources data for Pennsylvania. Harrisburg, Pa., Dept. 


of the Interior, Geological Survey, Water Resources Division. 

P.O. Bos 1107, 17108 

ill. 27 cm. (U.S. Geological Survey water-data report ; PA- 
75-1) (U.S. Geological Survey water-data report ; PA-75-2) 
(U.S. Geological Survey water-data report ; PA-75-3) 

1964/65- 

Prepared in cooperation with the Pennsylvania Dept. of 
Environmental Resources, the Philadelphia Water Dept. and 
with other State, municipal and Federal agencies. 

1964/65-74 issued in 2 pts.: pt. 1, Surface water records; 
pt. 2, Water quality records; 1975- in 3 vols.: v. 1, Delaware 
River basin.—v. 2, Susquehanna and Potomac River 
basins.—v. 3, Ohio River and St. Lawrence River basins. 

Water resources data for all states are cumulated in Sur- 
face water supply of the United States. 

Water year 1975, v. 1-3. 

Annual. 

Main series: U.S. Geological Survey water-data report 

Supersedes: Surface water records of Pennsylvania 
1960/6 1-1963/64 

1. Water resources development — Pennsylvania — Year- 
books. 2. Water quality — Pennsylvania — Yearbooks. 3. 
Stream measurements — Pennsylvania — Yearbooks. I. 
United States. Geological Survey. Water Resources Division. 
Il. Series. Ill. Series. IV. Series. 


78-11456 OCLC 1160671 
I 19.53/2:O0K-76-1 
1 19.53/2:OK-76-2 
Water resources data for Oklahoma. Oklahoma City, Okla. 


Dept. of the Interior, Geological Survey, Water Resources 


78-11458 
I 19.53/2:UT-76-I 
Water resources data for Utah. Salt Lake City, Utah, Dept. of 


Division; Springfield, Va., for sale by the National Technical 
Information Service. 

22161 

maps 26 cm. (U.S. Geological Survey water-data report ; 
OK-76-1) (U.S. Geological Survey water-data report ; OK- 
76-2) 

1964/65- 

Prepared in cooperation with the State of Oklahoma and 
other agencies. 

Report year ends Sept. 30. 

Vols. for 1964/65-1974 issued in 2 pts.: pt. 1. Surface 
water records.—pt.2. Water quality records; 1975- in 2 vols. : 
v.1. Arkansas River Basin. —v. 2. Red River Basin. 

Water resources data for all states are cumulated 
quinquennially in Surface water supply of the United States. 

1976, v.1-2. 

Annual. 

@ltcm 619-E 

Main series: U.S. Geological Survey water-data report 

Supersedes: United States. Geological Survey. Surface 
Water Branch. Surface water records of Oklahoma 1960/61- 
1963/64 

1. Water resources development — Oklahoma — Year- 
books. 2. Stream measurements — Oklahoma — Yearbooks. 
3. Water quality — Oklahoma — Yearbooks. I. United 
States. Geological Survey. Water Resources Division. II. Se- 
ries. IIL. Series. 


OCLC 1163359 


the Interior, Geological Survey, Water Resources Division; 
Springfield, Va., for sale by the National Technical Informa- 
tion Service. 

22161 

maps 26 cm. (U.S. Geological Survey water-data report ; 
UT-76-1) 

1964/65- 

Prepared in cooperation with the State of Utah and other 
agencies. 

Report year ends Sept. 30. 

Vols. for 1964/65-1974 issued in 2 pts. 

Water resources data for all states are cumulated 
quinquennially in Surface water supply of the United States. 

1976. 

Annual. 

@ltcm 619-E- 

ISSN 0360-1633 

Main series: U.S. Geological Survey water-data report 

Supersedes: United States. Geological Survey. Surface 
Water Branch. Surface water records of Utah 

1. Water resources development — Utah — Yearbooks. 2. 
Stream measurements — Utah — Yearbooks. 3. Water 
quality — Utah — Yearbooks. I. United States. Geological 
Survey. Water Resources Division. II. Series. 


OCLC 2477008 
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78-11459 
I 19.53/2:WI-76-1 
Water resources data for Wisconsin. Madison, Wis., Dept. of 

the Interior, Geological Survey, Water Resources Division; 
Springfield, Va., for sale by the National Technical Informa- 
tion Service. 

22161 

maps 26 cm. (U.S. Geological Survey water-data report ; 
WI-76-1) 

1964/65- 

Prepared in cooperation with the State of Wisconsin and 
other agencics. 

Report year ends Sept. 30. 

Vols. for 1964/65-1974 issued in 2 parts. 

Data are cumulated quinquennially in Surface water supply 
of the United States. 

1976. 

Annual. 

@ltcm 619-E 

Main series: U.S. Geological Survey water-data report 

Supersedes: United States. Geological Survey. Surface 
Water Branch. Surface water records of Wisconsin 1960/61- 
1963/64 

1. Stream measurements — Wisconsin — Yearbooks. 2. 
Water quality — Wisconsin — Yearbooks. 3. Water 
resources development — Wisconsin — Yearbooks. I. 
United States. Geological Survey. Water Resources Division. 


Il. Series. 


OCLC 1707018 


INDIAN AFFAIRS BUREAU 
Interior Dept. 
Washington, DC 20245 


78-11460 
I 20.52:244 
United States. Bureau of Indian Affairs. Planning Support 
Group. 

A report for the justification of the Federal government to 
upgrade the gas pipelne distribution systems in Barrow, 
Alaska. — Billings, Mont. : Dept. of the Interior, Bureau of 
Indian Affairs, Planning Support Group, 1976. 

[1], tli, 354 p.: ill, maps ; 27 cm. — (Report - Bureau of 
Indian Affairs, Planning Support Group ; no. 244) 

August 1976. 

22 cardboard headings to chapters interspersed. 

Bibliography: p. 353-354. 

pbk. 

1. *Gas, Natural — Pipe lines — Environmental aspects — 
Alaska — Barrow. 2. *Gas, Natural — Pipe lines — Main- 
tenance and repair. I. Title. Il. Title: Gas pipeline distribu- 
tion systems in Barrow, Alaska. Ill. Series: United States. 
Bureau of Indian Affairs. Planning Support Group. Report - 
Bureau of Indian Affairs, Planning Support Group ; no. 244. 


OCLC 3801632 
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MINES BUREAU 
Interior Dept. 
Washington, DC 20241 


Unless otherwise indicated, publications are available from the 
Bureau, Pittsburgh, Pa. 15213 


78-11461 
I 28.23:8270 
Thimons, Edward D 

Bureau of Mines damage-resistant brattice / by Edward D. 
Thimons, Joseph E. Matta, and Fred N. Kissell. — 
[Washington] : Dept. of Interior, Bureau of Mines, 1978. 

20245 

{3], 10 p. : ill. ; 27 cm. — (Report of investigations - Bu- 
reau of Mines ; 8270) 

@litem 637-A 

pbk. 

1. *Mine ventilation. 2. *Mine explosions. I. Matta, 
Joseph E , joint author. II. Kissell, Fred N , joint author. 
Ill. United States. Bureau of Mines. IV. Title. V. Series: 
United States. Bureau of Mines. Report of investigations - 
Bureau of Mines ; 8270. 


OCLC 3799047 


78-11462 
I 28.26/6:104 
Radcliffe, Daryl E 

Continuous recorder to monitor mine roof displacement / 
by Daryl E. Radcliffe and James R. FitzSimmoms. — 
[Washington] : Dept. of the Interior, Bureau of Mines, 1977. 

20241 

{1], 12 p. : ill. ; 27 cm.— (Technical progress report - 
Bureau of Mines ; 104) 

Coal mine health and safety program. 

December 1977. 

pbk. 

1. *Mine safety — Equipment and supplies. I. FitzSim- 
mons, James R , joint author. II. United States. Bureau of 
Mines. Ill. Title. IV. Series: United States. Bureau of 
Mines. Technical progress report - Bureau of Mines ; 104. 


OCLC 3778367 


78-11463 
I 28.27:8737 
Persse, Franklin H 

Coal surface mining reclamation costs in the Western 
United States / by Franklin H. Persse, David W. Lockard and 
Alec E. Lindquist. — Washington : Dept. of the Interior, Bu- 
reau of Mines : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1977. 

20402 

ii, 34 p. : ill. ; 27 cm. — (Information circular - Bureau of 
Mines ; 8737) 

Bibliography: p. 34. 

S/N 024-004-01906-9 

pbk. : $1.50 

1. Strip mining — Environmental aspects — The West. 2. 
Coal mines and mining — The West. 3. Reclamation of land 
— The West. I. Lockard, David W , joint author. II. 
Lindquist, Alec E , joint author. III. United States. Bureau 
of Mines. IV. Title. V. Series: United States. Bureau of 
Mines. Information circular - Bureau of Mines ; 8737. 


OCLC 3426451 





78-11464 
I 28.27:8767 
United States. Burcau of Mines. 

Guide for the construction of driven-rod ground beds / by 
R. L. King ... [ct al.] — [Washington] : Dept. of the Interior, 
Bureau of Mines, 1978. 

20240 

[3], 26 p. : ill. ; 27 cm. — (Information circular - Bureau 
of Mines ; 8767) 

@ltem 637-A 

pbk. 

1. *Electric currents — Grounding. 2. *Electricity in min- 
ing. I. King, Roger L , joint author II. Title. III. Title: 
Construction of driven-rod ground beds. IV. Series: United 
States. Bureau of Mines. Information circular - Bureau of 
Mines ; 8767. 


OCLC 3783107 


78-11465 
I 28.27:8768 
Bureau of Mines Technology Transfer Seminars, Pittsburgh, Pa. 
and Denver, Colo. 1978 

Coal mine fire and explosion prevention : proceedings, Bu- 
reau of Mines Technology Transfer Seminars, Pittsburgh, Pa., 
March 2, 1978, and Denver, Colo., March 14, 1978 / com- 
piled by staff-Mining Research. — [Washington] : Dept. of 
the Interior, Burcau of Mines, 1978. 

20240 

[3], 99 p. : ill. ; 27 cm. — (Information circular - Bureau 
of Mines ; 8768) 

Consists of papers presented. 

Includes bibliographical references. 

@ltcm 637-A 

pbk. 

1. *Coal mines and mining — Fires and fire prevention — 
Congresses. 2. *Mine explosions — Congresses. 3. 
*Technology transfer — Congresses. I. United States. Bu- 
reau of Mines. Il. Title. III. Series: United States. Bureau 
of Mines. Information circular - Bureau of Mines ; 8768. 


OCLC 3782228 


78-11466 
I 28.28/3:977/prelim. 
Lime. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Lime industry — United States. I. 
reau of Mines. II. Series. 


United States. Bu- 


OCLC 2256319 


78-11467 
I 28.29/2:977/prelim. 
Cement. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
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Annual, preliminary for 1977. 

ISSN 0364-0876 

Main series: United States. Bureau of Mines. Mincral in- 
dustry surveys 

1. Cement industries — United States. I. 
Bureau of Mines. 

Key Title: Cement ( Washington) 


United States. 
Il. Series. 


OCLC 2256305 


78-11468 
I 28.30/4:974 
Coke and coal chemicals. Washington, Dept. of the Interior, 
Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Burcau’s Division of Non- 
metallic Mincrals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Mincrals yearbook. 
Annual for 1974. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Coke industry — United States. 
States. I. United States. Bureau of Mines. 


2. Coal trade — United 
Il. Series. 


OCLC 2256310 


78-11469 
I 28.32/2:977/prelim. 
Gypsum. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau’s Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Gypsum — United States. 
Mines. II. Series. 


I. United States. Bureau of 


OCLC 2256315 


78-11470 
I 28.37/a:B 329/975 
United States. Bureau of Mines. 
Bauxite and alumina. [Pittsburgh, Pa.] Dept. of the Interi- 
or, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Bauxite — United States — Statistics. 2. 
oxide — Statistics. I. Title. 


Aluminum 


OCLC 2704715 


78-11471 
I 28.37/a:B 463/976 
United States. Bureau of Mines. 
Beryllium. [Pittsburgh, Pa.] Dept. of the Interior, Bureau 
of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals Yearbook. 
Annual. 
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1. Beryllium — Statistics. I. Title. 


OCLC 2704715 


78-11472 
I 28.37/a:B 542/976 
United States. Bureau of Mines. 
Bismuth. [ Pittsburgh, Pa.] Dept. of the Interior, Bureau of 
Mines. 
15213 
ill. ; 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Bismuth — Statistics. I. Title. 


OCLC 2704715 


78-11473 
I 28.37/a:C 114/976 
United States. Burcau of Mines. 
Cadmium. [Pittsburgh, Pa.] Dept. of the Interior, Bureau 
of Mines. 
15213 
ill. ; 24 cm. 
At head of title: [Preprint from the 1976] Bureau of Mines 
Mincrals Yearbook. 
Annual. 
1. Cadmium — Statistics. I. Title. 


OCLC 2704715 


78-11474 
1 28.37/a:C 126/2/976 
United States. Burcau of Mines. 
Calcium and calcium compounds. [Pittsburgh, Pa.] Dept. 
of the Interior, Bureau of Mines. 
15213 
ill. ; 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Calcium — Statistics. I. Title. 


OCLC 2704715 


78-11475 
I 28.37/a:C 332/975 
United States. Bureau of Mines. 
Cement. [Pittsburgh, Pa.] Dept. of the Interior, Bureau of 
Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Mincrals Yearbook. 
Annual. 
1. Cement — Statistics. I. Title. 


OCLC 2704715 


78-11476 
I 28.37/a:F 673/975 
United States. Bureau of Mines. 
Fluorspar. [ Pittsburgh, Pa.] Dept. of the Interior, Bureau 
of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
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1. Fluorspar — United States — Statistics. I. Title. 


OCLC 2704715 


78-11477 
I 28.37/a:G 21/2/975 
United States. Bureau of Mines. 
Natural gas liquids. [ Pittsburgh, Pa.] Dept. of the Interior, 
Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Gas, Natural — United States — Statistics. 
dustry — United States — Statistics. 1. Title. 


2. Gas in- 


OCLC 2704715 


78-11478 
I 28.37/a:G 137/976 
United States. Bureau of Mines. 
Gallium. [ Pittsburgh, Pa.] Dept. of the Interior, Bureau of 
Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Gallium — Statistics. I. Title. 


OCLC 2704715 


78-11479 
I 28.37/a:H 367/976 
United States. Bureau of Mines. 
Helium. [Pittsburgh, Pa.] Dept. of the Interior, Bureau of 
Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Helium — Statistics. I. Title. 


OCLC 2704715 


78-11480 
I 28.37/a:Ir 6/2/975 
United States. Bureau of Mines. 
Iron and steel scrap. [Pittsburgh, Pa.] Dept. of the Interior, 
Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Scrap metal industry — United States — Statistics. I. 
Title. 


OCLC 2704715 


78-11481 
I 28.37/a:K 98/974 
United States. Bureau of Mines. 
Kyanite and related materials. [Pittsburgh, Pa.] Dept. of 
the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 





At head of title: Preprint from the 1974 Bureau of Mines 
Minerals Yearbook. 

Annual. 

1. Aluminum silicates — Statistics. I. Title. 


OCLC 2704715 


78-11482 
I 28.37/a:M 274/2/976 
United States. Bureau of Mines. 
Magnesium. [ Pittsburgh, Pa.] Dept. of the Interior, Bureau 
of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Magnesium industry and trade — United States — 
Statistics. I. Title. 


OCLC 2704715 


78-11483 
I 28.37/a:M 274/5/976 
United States. Bureau of Mines. 
Magnesium compounds. [Pittsburgh, Pa.] Dept. of the In- 
terior, Burcau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Mincrals Yearbook. 
Annual. 
1. Magnesia — Statistics. 2. 
Title. 


Magnesite — Statistics. I. 


OCLC 2704715 


78-11484 
I 28.37/a:M 664/2/975 
United States. Bureau of Mines. 

Mining and quarrying trends in the metal and nonmetal in- 
dustries. [Pittsburgh, Pa.] Dept. of the Interior, Bureau of 
Mines. 

15213 

ill. 24 cm. 

At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 

Annual. 

1. Mineral industries — United States — Statistics. 2. Vol- 
canid ash, tuff, etc. — United States — Statistics. I. Title. 


OCLC 2704715 


78-11485 
I 28.37/a:N 638/975 
United States. Bureau of Mines. 
Nitrogen. [Pittsburgh, Pa.] Dept. of the Interior, Bureau of 
Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Nitrogen — Statistics. I. Title. 


OCLC 2704715 
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78-11486 
I 28.37/a:N 731/975 
United States. Bureau of Mines. 
Minor nonmetals. [ Pittsburgh, Pa.] Dept. of the Interior, 
Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Nonmetals — Statistics. I. Title. 


OCLC 2704715 


78-11487 
I 28.37/a:P 968/976 
United States. Bureau of Mines. 
Pumice and volcanic cinder. [Pittsburgh, Pa.] Dept. of the 
Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Pumice industry — United States — Statistics. 2. Vol- 
canid ash, tuff, etc. — United States — Statistics. I. Title. 


OCLC 2704715 


78-11488 
I 28.37/a:Sa 37/975 
United States. Bureau of Mines. 
Salt. [Pittsburgh, Pa.] Dept. of the Interior, Bureau of 
Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Salt industry and trade — United States — Statistics. I. 
Title. 


OCLC 2704715 


78-11489 
I 28.37/a:Si 34/976 
United States. Bureau of Mines. 
Silicon. [Pittsburgh, Pa.] Dept. of the Interior, Bureau of 
Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Silicon — Statistics. I. Title. 


OCLC 2704715 


78-11490 
I 28.37/a:T 49/975 
United States. Bureau of Mines. 
Tin. (Pittsburgh, Pa.], Dept. of the Interior, Bureau of 
Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
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1. Tin industry — United States — Statistics. I. Title. 


OCLC 2704715 


78-11491 
I 28.37/a:T 143/975 
United States. Bureau of Mines. 
Talc, soapstone and pyrophyllite. [Pittsburgh, Pa.], Dept. 
of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Ycarbook. 
Annual. 
1. Talc — United States — Statistics. 2. 
United States — Statistics. 
1. Title. 


Soapstone — 
3. Pyrophyllite — United States 
— Statistics. 


OCLC 2704715 


78-11492 
I 28.37/a:Ur 1/975 
United States. Bureau of Mines. 
Uranium. [Pittsburgh, Pa.], Dept. of the Interior, Burcau 
of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 


1. Uranium industry — United States — Statistics. I. Title. 


OCLC 2704715 


78-11493 
I 28.37/a:Z 68/975 
United States. Bureau of Mines. 
Zirconium and hafnium. [Pittsburgh, Pa.], Dept. of the In- 
terior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Zirconium — Statistics. 2. 
Title. 


Hafnium — Statistics. I. 


OCLC 2704715 


78-11494 
I 28.37/a 2:Al 35/975 
United States. Bureau of Mines. 
The mineral industry of Algeria. [ Pittsburgh, Pa.], Dept. of 
the Interior, Burcau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Mineral industries — Algeria — Statistics. I. Title. 
OCLC 2704715 
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78-11495 
I 28.37/a 2:C 191/975 
United States. Bureau of Mines. 

The mineral industry of the Islands of the Caribbean 
(Bahamas, Barbados, Bermuda, Cuba, Dominican Republic, 
Haiti, Jamaica, Martinique, Netherlands Antilles, Trinidad 
and Tobago.) [Pittsburgh, Pa.] Dept. of the Interior, Bureau 
of Mines. 

15213 

ill. 24 cm. 

At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 

Annual. 

1. Mineral industries — West Indies — Statistics. I. Title. 


OCLC 2704715 


78-11496 
I 28.37/a 2:D 37/975 
United States. Bureau of Mines. 
The mineral industry of Delaware. [Pittsburgh, Pa.] Dept. 
of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Mineral industries — Delaware — Statistics. I. Title. 


OCLC 2704715 


78-11497 
I 28.37/a 2:D 417/975 
United States. Bureau of Mines. 
The mineral industry of Denmark and Greenland. 
[ Pittsburgh, Pa.] Dept. of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Mineral industries — Denmark — Statistics. 
industries — Greenland — Statistics. I. Title. 


2. Mineral 


OCLC 2704715 


78-11498 
I 28.37/a 2:G 81/975 
United States. Bureau of Mines. 
The mineral industry of Greece. [Pittsburgh, Pa.] Dept. of 
the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Mineral industries — Greece — Statistics. 1. Title. 


OCLC 2704715 


78-11499 
I 28.37/a 2:G 113/975 
United States. Bureau of Mines. 
The mineral industry of Gabon. [Pittsburgh, Pa.] Dept. of 
the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
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1. Mineral industries — Gabon — Statistics. I. Title. 1. Mineral industrics — lowa — Statistics. I. Title. 
OCLC 2704715 


OCLC 2704715 
78-11500 


78-11505 
I 28.37/a 2:H 31/975 I 28.37/a 2:Ir 1/975 
United States. Bureau of Mines. United States. Bureau of Mines. 
The mincral industry of Hawaii. [ Pittsburgh, Pa.] Dept. of The mineral industry of Iran. [ Pittsburgh, Pa.] Dept. of the 
the Interior, Bureau of Mines. Interior, Bureau of Mines. 
15213 15213 
ill. 24 cm. ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. Minerals Yearbook. 
Annual. Annual. 


1. Mineral industries — Hawaii — Statistics. I. Title. 1. Mincral industries — Iran — Statistics. I. Title. 


OCLC 2704715 


OCLC 2704715 
78-11501 


78-11506 
I 28.37/a 2:Ic 2 1 28.37/a 2:Ir 2/975 
United States. Bureau of Mines. United States. Bureau of Mines. 
The mincral industry of Iccland. [Pittsburgh, Pa.] Dept. of The mineral industry of Ireland. [Pittsburgh, Pa.] Dept. of 
the Interior, Burcau of Mines. the Interior, Bureau of Mines. 
15213 15213 
ill. 24 cm. 


ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines At head of title: Preprint from the 1975 Bureau of Mines 
Mincrals Yearbook. Minerals Yearbook. 
Annual. Annual. 


1. Mineral industrics — Iccland — Statistics. I. Title. 1. Mineral industries — Ireland — Statistics. I. Title. 


OCLC 2704715 


OCLC 2704715 
78-11502 


78-11507 
I 28.37/a 2:In 2/2/975 


I 28.37/a 2:It 1/975 
United States. Bureau of Mines. 
The mincral industry of India. [Pittsburgh, Pa.] Dept. of 


United States. Bureau of Mines. 
The mineral industry of Italy. [Pittsburgh, Pa.] Dept. of the 
the Interior, Bureau of Mines. Interior, Bureau of Mines. 
15213 15213 
ill. 24 cm. 


ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. Minerals Yearbook. 
Annual. Annual. 
1. Mineral industries — India — Statistics. I. Title. 1. Mineral industries — Italy — Statistics. I. Title. 
OCLC 2704715 


OCLC 2704715 
78-11503 


78-11508 
I 28.37/a 2:In 2/3/975 I 28.37/a 2:J 271/975 
United States. Bureau of Mines. United States. Bureau of Mines. 
The mineral industry of Indonesia. [ Pittsburgh, Pa.] Dept. The mineral industry of Japan. [Pittsburgh, Pa.] Dept. of 
of the Interior, Bureau of Mines. the Interior, Bureau of Mines. 
15213 15213 
ill. 24 cm. 


ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. Minerals Yearbook. 
Annual. 


Annual. 
1. Mineral industries — Indonesia — Statistics. I. Title. 


1. Mineral industries — Japan — Statistics. I. Title. 
OCLC 2704715 


OCLC 2704715 
78-11504 


78-11509 
I 28.37/a 2:lo 9/975 I 28.37/a 2:K 841/974 
United States. Bureau of Mines. United States. Bureau of Mines. 
The mineral industry of Iowa. [Pittsburgh, Pa.] Dept. of The mineral industry of North Korea. [Pittsburgh, Pa.], 
the Interior, Bureau of Mines. Dept. of the Interior, Bureau of Mines. 
15213 15213 
ill. 24 cm. ill. 24 cm. ; 
At head of title: Preprint from the 1975 Bureau of Mines At head of title: Preprint from the 1974 Bureau of Mines 
Minerals Yearbook. Minerals Yearbook. 
Annual. Annual. 
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Mines Bureau — Interior Dept. 


industries — Korea (Democratic People’s 


I. Title. 


1. Mineral 
Republic ) — Statistics. 


OCLC 2704715 


78-11510 
I 28.37/a 2:M 38/975 
United States. Bureau of Mincs. 
The mineral industry of Massachusetts. [Pittsburgh, Pa.] 
Dept. of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Mincrals Yearbook. 
Annual. 
1. Mincral 
Title. 


industrics — Massachusetts — Statistics. I. 


OCLC 2704715 


78-11511 
I 28.37/a 2:M 291/975 
United States. Bureau of Mincs. 
The mincral industry of Malaysia. | Pittsburgh, Pa.] Dept. 
of the Interior, Burcau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1974 Bureau of Mines 
Mincrals Ycarbook. 
Annual. 
1. Mineral industries — Malaysia — Statistics. I. Title. 


OCLC 2704715 


78-11512 
I 28.37/a 2:M 877/975 
United States. Bureau of Mines. 
The mineral industry of Mozambique. [ Pittsburgh, Pa.] 
Dept. of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Mincrals Yearbook. 
Annual. 
1. Mineral industries — Mozambique — Statistics. I. Title. 


OCLC 2704715 


78-11513 
I 28.37/a 2:N 42 j/975 
United States. Bureau of Mines. 
The mineral industry of New Jersey. [Pittsburgh, Pa.] 
Dept. of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Mincrals Yearbook. 
Annual. 
1. Mineral industrics — New Jersey — Statistics. I. Title. 


OCLC 2704715 


78-11514 
I 28.37/a 2:N 81 d/975 
United States. Bureau of Mines. 
The mineral industry of North Dakota. [ Pittsburgh, Pa.], 
Dept. of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
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At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 

Annual. 

1. Mineral 
Title. 


industries — North Dakota — Statistics. I. 


OCLC 2704715 


78-11515 
I 28.37/a 2:N 561/975 
United States. Bureau of Mines. 
The mincral industry of Nigeria. [ Pittsburgh, Pa.], Dept. of 
the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1974 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Mineral industries — Nigeria — Statistics. I. Title. 


OCLC 2704715 


78-11516 
I 28.37/a 2:P 435/975 
United States. Bureau of Mines. 
The mineral industry of Peru. [Pittsburgh, Pa.], Dept. of 
the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Mincrals Yearbook. 
Annual. 
1. Mineral industries — Peru — Statistics. I. Title. 


OCLC 2704715 


78-11517 
I 28.37/a 2:P 538/975 
United States. Bureau of Mines. 
The mineral industry of the Philippines. [ Pittsburgh, Pa.], 
Dept. of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Mineral industries — Philippine Islands — Statistics. I. 
Title. 


OCLC 2704715 


78-11518 
I 28.37/a 2:R 34/975 
United States. Bureau of Mines. 
The mineral industry of Rhode Island. [Pittsburgh, Pa.], 
Dept. of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Mineral industries — Rhode Island — Statistics. 1. Title. 


OCLC 2704715 





78-11519 
1 28.37/a 2:So 8 d/975 
United States. Burcau of Mines. 
The mineral industry of South Dakota. [ Pittsburgh, Pa.], 
Dept. of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Mineral 
Title. 


industries — South Dakota — Statistics. I. 


OCLC 2704715 


78-11520 
I 28.37/a 2:Sp 15/975 
United States. Bureau of Mines. 
The mineral industry of Spain. [ Pittsburgh, Pa.], Dept. of 
the Interior, Burcau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Mincrals Ycarbook. 
Annual. 
1. Mineral industrics — Spain — Statistics. I. Title. 


OCLC 2704715 


78-11521 
I 28.37/a 2:Sw 32/975 
United States. Bureau of Mines. 
The mincral industry of Sweden. [ Pittsburgh, Pa.], Dept. of 
the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Mineral industries — Sweden — Statistics. I. Title. 


OCLC 2704715 


78-11522 
I 28.37/a 2:T 139/975 
United States. Bureau of Mines. 
The mineral industry of Taiwan. [Pittsburgh, Pa.], Dept. of 
the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Mineral industries — Taiwan — Statistics. I. Title. 


OCLC 2704715 


78-11523 
I 28.37/a 2:T 326/975 
United States. Bureau of Mines. 
The mineral industry of Thailand. [ Pittsburgh, Pa.], Dept. 
of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Mineral industries — Thailand — Statistics. I. Title. 


OCLC 2704715 


Government Publications — June 1978 


78-11524 
I 28.37/a 2:T 834/975 
United States. Bureau of Mines. 
The mineral industry of Tunisia. [Pittsburgh, Pa.] Dept. of 
the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Mineral industries — Tunisia — Statistics. I. Title. 


OCLC 2704715 


78-11525 
I 28.37/a 2:V 59/975 
United States. Bureau of Mines. 
The mineral industry of Vermont. [Pittsburgh, Pa.], Dept. 
of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1975 Bureau of Mines 
Mincrals Yearbook. 
Annual. 
1. Mineral industries — Vermont — Statistics. 1. Title. 


OCLC 2704715 


78-11526 
I 28.37/a 2:W 99/974 
United States. Bureau of Mines. 
The mineral industry of Wyoming. [Pittsburgh, Pa.], Dept. 
of the Interior, Bureau of Mines. 
15213 
ill. 24 cm. 
At head of title: Preprint from the 1974 Bureau of Mines 
Minerals Yearbook. 
Annual. 
1. Mineral industries — Wyoming — Statistics. I. Title. 


OCLC 2704715 


78-11527 
I 28.37/3:7 
DeHuff, Gilbert L 
Manganese / Gilbert L. DeHuff and Thomas S. Jones. — 
Washington : Dept. of the Interior, Bureau of Mines, 1977. 
20241 
19 p.: ill. ; 27 cm. — (Mineral commodity profiles ; MCP- 
7) 
October 1977. 
pbk. 
1. *Manganese — Statistics. 
author. II. United States. Bureau of Mines. 
Series. 


I. Jones, Thomas S , joint 
Ill. Title. IV. 


OCLC 3459100 


78-11528 
I 28.53/2-2:977/prelim. 
Iron and steel scrap. Washington, Dept. of the Interior, Bureau 
of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Ferrous 
Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
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Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 

1. Scrap metal industry — United States. 
Bureau of Mines. IIL. Scries. 


I. United States. 


OCLC 3056761 


78-11529 
I 28.54/2:977/prelim. 
Manganese. Washington, Dept. of the Interior, Burcau of 
Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Burcau’s Division of Ferrous 
Metals. 
Annual preliminary release of information pending publica- 
tion of the Burcau of Mines Mincrals yearbook. 
Annual, preliminary for 1977. 
Main scrics: United States. Burcau of Mines. Mincral in- 
dustry surveys 
1. Manganese — United States. I. United States. Bureau 
of Mines. II. Series. 


OCLC 3055514 


78-11530 
I 28.55/2:977/prelim. 
Mercury. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Nonfer- 
rous Metals. 
Annual preliminary release of information pending publica- 
tion of the Burcau of Mines Mincrals yearbook. 
Annual, preliminary for 1977. 
Main scrics: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Mercury industry and trade — United States. 
States. Bureau of Mines. II. Series. 


I. United 


OCLC 3056621 


78-11531 
I 28.58/3:977/prelim. 
Molybdenum. Washington, Dept. of the Interior, Bureau of 
Mines. 
4800 Forbes Avec., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Ferrous 
Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mincral in- 
dustry surveys 
1. Molybdenum. I. United States. Bureau of Mines. IL. 
Series. 


OCLC 3055647 


78-11532 
I 28.59/4:977/prelim. 
Copper. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Mincrals yearbook. 
Annual, preliminary for 1977. 
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Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 

1. Copper industry and trade — United States. 
States. Bureau of Mines. IL. Series. 


I. United 


OCLC 3028606 


78-11533 
I 28.61/3:977/prelim. 
Gold and silver. Washington, Dept. of the Interior, Bureau of 
Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mincral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division ofNonfer- 
rous metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main scries: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Gold mines and mining — United States. 2. Silver 
mines and mining — United States. I. United States. Bureau 
of Mines. II. Series. 


OCLC 2256314 


78-11534 
I 28.63/2:977/prelim. 
Sulfur. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Sulphur industry — United States. 
reau of Mines. II. Series. 


I. United States. Bu- 


OCLC 3045575 


78-11535 
I 28.66/2:977/prelim. 
Iron ore. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau’s Division of Ferrous 
Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Iron ores — United States. 
Mines. _ II. Series. 


I. United States. Bureau of 


OCLC 3056684 


78-11536 
I 28.69/2:977/prelim. 
Zinc. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Nonfer- 
rous Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 





Main scries: United States. Bureau of Mines. Mineral in- 
dustry surveys 

1. Zinc mines and mining — United States. I. 
States. Bureau of Mines. II. Series. 


United 


OCLC 3056993 


78-11537 
I 28.70/2:977/prelim. 
Fluorspar. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau’s Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main scrics: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Fluorspar — United States. 
Mines. II. Scries. 


I. United States. Bureau of 


OCLC 3056867 


78-11538 
I 28.73/2:977/prelim. 
Tungsten. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau’s Division of Ferrous 
Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Tungsten. 
ries. 


I. United States. Bureau of Mines. Il. Se- 


OCLC 3028823 


78-11539 
I 28.76/3:977/prelim. 
Cobalt. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Ferrous 
Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Cobalt industry — United States. 
reau of Mines. II. Series. 


I. United States. Bu- 


OCLC 3454149 


78-11540 
1 28.77/2:977/prelim. 
Platinum-group metals. Washington, Dept. of the Interior, Bu- 
reau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Nonfer- 
rous Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
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Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 

1. Platinum group. 
Series. 


I. United States. Bureau of Mines. II. 


OCLC 3078031 


78-11541 
I 28.78/2:977/prelim. 
Vanadium. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau’s Division of Ferrous 
Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Vanadium — United States. 
Mines. _ II. Series. 


I. United States. Bureau of 


OCLC 3036575 


78-11542 
I 28.80/2:977/prelim. 
Aluminum and bauxite. Washington, Dept. of the Interior, Bu- 
reau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Nonfer- 
rous Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Aluminum industry and trade — United States. 2. 
Bauxite — United States. I. United States. Bureau of Mines. 
Il. Series. 


OCLC 3027168 


78-11543 
I 28.82/3:977/prelim. 
Titanium. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Nonfer- 
rous Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Titanium — United States. 
Mines. II. Series. 


I. United States. Bureau of 


OCLC 3077921 


78-11544 
I 28.83/2:976/advance 
Zirconium and hafnium. Washington, Dept. of the Interior, Bu- 
reau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
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Annual advance summary for 1976. 

Main scrics: United States. Bureau of Mines. Mincral in- 
dustry surveys 

1. Zirconium. 
Mines. Il. Series. 


2. Hafnium. I. United States. Bureau of 


OCLC 3058273 


78-11545 
I 28.83/2:976/prelim. 
Zirconium and hafnium. Washington, Dept. of the Interior, Bu- 
reau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Mincrals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Mincrals yearbook. 
Annual preliminary for 1977. 
Main scrics: United States. Bureau of Mines. Mincral in- 
dustry surveys 
1. Zirconium. 
Mines. Il. Series. 


2. Hafnium. I. United States. Bureau of 


OCLC 3058273 


78-11546 
I 28.84/2:977/prelim. 
Chromium. Washington, Dept. of the Interior, Burcau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau’s Division of Ferrous 
Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Chromium. 
ries. 


I. United States. Bureau of Mines. II. Se- 


OCLC 3056923 


78-11547 
I 28.87/2:977/prelim. 
Lead. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Nonfer- 
rous Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Lead industry and trade — United States. I. 
States. Bureau of Mines. II. Series. 


United 


OCLC 3045694 


78-11548 
I 28.92/2:977/prelim. 
Nickel. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Ferrous 
Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Mincrals yearbook. 
Annual, preliminary for 1977. 
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Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 

1. Nickel — United States. I. 
Mines. Il. Series. 


United States. Bureau of 


OCLC 3055122 


78-11549 
I 28.95/2:977/prelim. 
Antimony. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Nonfer- 
rous Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Antimony. 
ries. 


I. United States. Bureau of Mines. Il. Se- 


OCLC 3028395 


78-11550 
I 28.96/2:977/prelim. 
Tin. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Nonfer- 
rous Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Tin — United States. 
Il. Series. 


I. United States. Bureau of Mines. 


OCLC 3055061 


78-11551 
I 28.101/2-2:977/prelim. 
Magnesium and magnesium compounds. Washington, Dept. of 
the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Nonfer- 
rous Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Magnesium industry and trade — United States. I. 
United States. Bureau of Mines. Il. Series. 


OCLC 3025693 


78-11552 
I 28.102/2:977/prelim. 
Cadmium. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Nonfer- 
rous Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Mincrals yearbook. 
Annual, preliminary for 1977. 





Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 

1. Cadmium. 
rics. 


I. United States. Bureau of Mines. Il. Se- 


OCLC 3027582 


78-11553 
I 28.103/2:977/prelim. 
Bismuth. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Nonfer- 
rous Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Mincrals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Burcau of Mines. Mineral in- 
dustry surveys 
1. Bismuth. 


I. United States. Bureau of Mines. UL. Series. 


OCLC 3027637 


78-11554 
I 28.104/2:977/prelim. 
Selenium and tellurium. Washington, Dept. of the Interior, Bu- 
reau of Mines. 
4800 Forbes Avec., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Nonfer- 
rous Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main serics: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Selenium. 2. Tellurium. I. United States. Burcau of 
Mines. II. Series. 


OCLC 3027538 


78-11555 
I 28.107/2:977/prelim. 
Peat. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Mincrals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mincral in- 
dustry surveys 
1. Peat industry — United States. 
of Mines. IL. Series. 


I. United States. Bureau 


OCLC 3028333 


78-11556 
I 28.111:976 
Feldspar and related minerals. Washington, Dept. of the Interi- 
or, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977; annual advance summary for 
1976. 
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Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 

1. Feldspar — United States. 
Mines. Il. Series. 


I. United States. Bureau of 


OCLC 3054615 


78-11557 
I 28.111:977/prelim. 
Feldspar and related mincrals. Washington, Dept. of the Interi- 
or, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977; annual advance summary for 
1976. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Feldspar — United States. 
Mines. II. Series. 


I. United States. Bureau of 


OCLC 3054615 


78-11558 
I 28.116:977/prelim. 
Abrasive materials. Washington, Dept. of the Interior, Bureau 
of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 


Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 

Annual, preliminary for 1977. 

Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 

1. Abrasives industry — United States. I. United States. 


Bureau of Mines. II. Series. 


OCLC 3027396 


78-11559 
I 28.118:977/prelim. 
Stone. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main scries: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Stone industry and trade — United States. I. United 
States. Bureau of Mines. II. Series. 


OCLC 3057974 


78-11560 
I 28.119:977/prelim. 
Phosphate rock. Washington, Dept. of the Interior, Bureau of 
Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 
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Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Mincrals yearbook. 

Annual, preliminary for 1977. 

Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 

1. Phosphate rock — United States. 
reau of Mines. II. Scries. 


I. United States. Bu- 


OCLC 3036448 


78-11561 
I 28.120/3:977/prelim. 
Potash. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Mincrals. 
Annual preliminary release of information pending publica- 
tion of the Burcau of Mines Mincrals yearbook. 
Annual, preliminary for 1977. 
Main scrics: United States. Bureau of Mines. Mincral in- 
dustry surveys 
1. Potash industry and trade — United States. I. United 
States. Bureau of Mines. IL. Series. 


OCLC 3045282 


78-11562 
I 28.122:977/prelim. 
Pumice and volcanic cinder. Washington, Dept. of the Interior, 
Bureau of Mines. 
4800 Forbes Avec., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Mincrals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Mincrals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Pumice industry — United States. 
etc. I. United States. Bureau of Mines. 


2. Volcanic ash, tuff, 
Il. Series. 


OCLC 3058333 


78-11563 
I 28.123:977/prelim. 
Asbestos. Washington, Dept. of the Interior, Burcau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Mincrals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mincral in- 
dustry surveys 
1. Asbestos industry — United States. I. 
Il. Series. 


United States. 
Bureau of Mines. 


OCLC 3027273 


78-11564 
I 28.124:977/prelim. 
Barite. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 
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Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 

Annual, preliminary for 1977. 

Main scries: United States. Bureau of Mines. Mineral in- 
dustry surveys 

1. Barite — United States. I. 
Mines. II. Series. 


United States. Bureau of 


OCLC 3027056 


78-11565 
I 28.125:977/prelim. 
Boron. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau’s Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Boron. IL. United States. Bureau of Mines. II. Series. 


OCLC 3026880 
78-11566 


I 28.126:977/prelim. 
Bromine. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau’s Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 


tion of the Bureau of Mines Minerals yearbook. 

Annual, preliminary for 1977. 

Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 

1. Bromine. 
ries. 


I. United States. Bureau of Mines. II. Se- 


OCLC 3025868 


78-11567 
I 28.127:977/prelim. 
Diatomite. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Mincrals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Diatomaceous earth. 
Il. Series. 


I. United States. Bureau of Mines. 


OCLC 3054647 


78-11568 
I 28.128:976 
Natural graphite. Washington, Dept. of the Interior, Burcau of 
Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 





Annual, preliminary for 1977; annual advance summary for 
1976. 

Main scries: United States. Bureau of Mines. Mineral in- 
dustry surveys 

1. Graphite — United States. I. United States. Bureau of 
Mines. II. Series. 


OCLC 3058580 


78-11569 


I 28.128:977/prelim. 
Natural graphite. Washington, Dept. of the Interior, Burcau of 
Mines. 

4800 Forbes Ave., Pittsburgh, Pa., 15213 

27 cm. (Mineral industry surveys) 

Vols. for 19 - prepared in the Burcau’s Division of Non- 
metallic Mincrals. 

Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 

Annual, preliminary for 1977; annual advance summary for 
1976. 

Main scrics: United States. Bureau of Mines. Mincral in- 
dustry surveys 

1. Graphite — United States. I. United States. Burcau of 
Mines. II. Series. 


OCLC 3058580 


78-11570 


I 28.129:977/prelim. 
lodine. Washington, Dept. of the Interior, Burcau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Mincrals. 


Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Mincrals yearbook. 

Annual, preliminary for 1977. 

Main scrics: United States. Bureau of Mines. Mineral in- 
dustry surveys 

1. lodine. I. United States. Bureau of Mines. II. Series. 


OCLC 3027765 


78-11571 


I 28.130:977/prelim. 
Mica. Washington, Dept. of the Interior, Burcau of Mines. 

4800 Forbes Ave., Pittsburgh, Pa., 15213 

27 cm. (Mineral industry surveys) 

Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 

Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 

Annual, preliminary for 1977. 

Main series: United States. Bureau of Mines. Mineral in- 


Government Publications — June 1978 


Annual, preliminary for 1977. 

Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 

1. Perlite. I. United States. Burcau of Mines. II. Series. 


OCLC 3057783 


78-11573 


I 28.134:977/prelim. 


Salt. Washington, Dept. of the Interior, Bureau of Mines. 


4800 Forbes Ave., Pittsburgh, Pa., 15213 

27 cm. (Mineral industry surveys) 

Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Mincrals. 

Annual preliminary release of information pending publica- 
tion of the Burcau of Mines Mincrals yearbook. 

Annual, preliminary for 1977. 

Main scrics: United States. Bureau of Mines. Mineral in- 
dustry surveys 

1. Salt industry and trade — United States. I. United 
States. Bureau of Mines. IL. Series. 


OCLC 3025549 


78-11574 


I 28.135:977/prelim. 


Sodium compounds. Washington, Dept. of the Interior, Burcau 


of Mines. 

4800 Forbes Ave., Pittsburgh, Pa., 15213 

27 cm. (Mineral industry surveys) 

Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Mincrals. 

Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Mincrals yearbook. 

Annual, preliminary for 1977. 

Main series: United States. Bureau of Mines. Mincral in- 
dustry surveys 

1. Sodium compounds. I. United States. Bureau of Mines. 
Il. Scrics. 


OCLC 2538832 


78-11575 


I 28.138:977/prelim. 


Beryllium. Washington, Dept. of the Interior, Bureau of Mines. 


4800 Forbes Ave., Pittsburgh, Pa., 15213 

27 cm. (Mineral industry surveys) 

Vols. for 19 - prepared in the Bureau’s Division of Nonfer- 
rous Metals. 

Annual preliminary release of information pending publica- 
tion of the Burcau of Mines Mincrals yearbook. 

Annual, preliminary for 1977. 

Main scries: United States. Bureau of Mines. Mineral in- 
dustry surveys 

1. Beryllium industry — United States. I. United States. 
Bureau of Mines. Il. Series. 


dustry surveys 
1. Mica — United States. I. United States. Bureau of 


Mines. II. Series. OCLC 3028209 


OCLC 3058641 78-11576 


78-11572 


I 28.139:977/prelim. 
Cesium and rubidium. Washington, Dept. of the Interior, Bu- 

reau of Mines. 

4800 Forbes Ave., Pittsburgh, Pa., 15213 

27 cm. (Mineral industry surveys) 

Vols. for 19 - prepared in the Bureau's Division of Nonfer- 
rous Metals. 

Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Mincrals yearbook. 

Annual, preliminary for 1977. 


I 28.133:977/prelim. 
Perlite. Washington, Dept. of the Interior, Bureau of Mines. 

4800 Forbes Ave., Pittsburgh, Pa., 15213 

27 cm. (Mineral industry surveys) 

Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 

Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
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Mines Bureau — Interior Dept. 


Main scrics: United States. Burcau of Mines. Mineral in- 
dustry surveys 

1. Cesium. 2. Rubidium. L. 
Mines. II. Series. 


United States. Bureau of 


OCLC 3055011 


78-11577 
I 28.140:976/advance 
Clays. Washington, Dept. of the Interior, Burcau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Mincrals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Mincrals ycarbook. 
Annual, preliminary for 1977; annual advance summary for 
1976. 
Main scrics: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Clay industries — United States. 
reau of Mines. II. Series. 


I. United States. Bu- 


OCLC 3058411 


78-11578 
I 28.140:977/prelim. 
Clays. Washington, Dept. of the Intcrior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Mincrals yearbook. 
Annual, preliminary for 1977; annual advance summary for 
1976. 
Main scrics: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Clay industrics — United States. 
Il. Series. 


I. United States. Bu- 
reau of Mines. 


OCLC 3058411 


78-11579 
I 28.141:977/prelim. 
Columbium and tantalum. Washington, Dept. of the Intcrior, 
Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Ferrous 
Metals. 
Annual preliminary release of information pending publica- 
tion of the Burcau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Niobium. 2. 
States. Bureau of Mines. 


Tantalum — United States. |. United 


Il. Series. 


OCLC 3027867 


78-11580 
I 28.142:977/prelim. 
Ferroalloys. Washington, Dept. of the Interior, Bureau of 
Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Ferrous 
Metals. 
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Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 

Annual, preliminary for 1977. 

Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 

1. Iron alloys. 
ries. 


I. United States. Bureau of Mines. II. Se- 


OCLC 3028882 


78-11581 
I 28.143:977/prelim. 
Lithium. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 


1. Lithium. Il. Series. 


I. United States. Bureau of Mines. 


OCLC 3028151 


78-11582 
I 28.144:977/prelim. 
Rare-earth clements, yttrium, and thorium. Washington, Dept. 
of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Nonfer- 
rous Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Rare earth industry — United States. 
3. Thorium. I. United States. Bureau of Mines. 


2. Yttrium earths. 
Il. Series. 


OCLC 3028676 


78-11583 
1 28.145:977/prelim. 
Rhenium. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mincral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Ferrous 
Metals. 
Annual preliminary release of information pending publica- 
tion of the Burcau of Mines Mincrals yearbook. 
Annual, preliminary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Rhenium. 
ries. 


I. United States. Bureau of Mines. Il. Se- 


OCLC 3084860 


78-11584 
I 28.146:977/prelim. 
Sand and gravel. Washington, Dept. of the Interior, Bureau of 
Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 





Annual preliminary release of information pending publica- 
tion of the Burcau of Mines Minerals yearbook. 

Annual, preliminary for 1977. 

Main series: United States. Burcau of Mines. Mineral in- 
dustry surveys 

1. Sand and gravel industry — United States. I. United 
States. Bureau of Mines. II. Scries. 


OCLC 3057838 


78-11585 
I 28.147:977/prelim. 
Uranium. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau’s Division of Nonfer- 
rous Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Mincrals yearbook. 
Annual, preliminary for 1977. 
Main scrics: United States. Burcau of Mines. Mincral in- 
dustry surveys 
1. Uranium industry — United States. I. United States. 
Burcau of Mines. II. Series. 


OCLC 3057168 


NATIONAL PARK SERVICE 
Interior Dept. 
Washington, DC 20240 


78-11586 
1 29.2:Em 7/3/978 
Park areas and employment opportunities for summer 1978. — 
| Washington : Dept. of the Interior, National Park Service], 
1977. 
20240 
[19] p.; 21 x 27 cm. 
pbk. 
1. *Summer employment. 2. ‘*National 
I. United States. National Park Service. 


parks and 


reserves. 
OCLC 3797940 


FISH AND WILDLIFE SERVICE 
Interior Dept. 
Washington, DC 20240 


78-11587 
1 49.66:131 
Statistical inference from band recovery data : a handbook / by 
Cavell Brownie ... [ct al.]. — Washington : Dept. of the In- 
terior, Fish and Wildlife Service, 1978. 
20240 
ix, 212 p. ; 27 cm. — (Resource publication - U.S. Fish 
and Wildlife Service ; no. 131) 
Bibliography: p. 195-200. 
@ltcm 613-B 
pbk. 
1. Bird-banding — Statistical methods. 2. Animal marking 
— Statistical methods. I. Brownie, Cavell Il. United States. 
Fish and Wildlife Service. Il. Series: United States. Fish 
and Wildlife Service. Resource publication - U.S. Fish and 
Wildlite Service ; no. 131. 


$96/.05/240182 
OCLC 2815670 


Government Publications — June 1978 


LAND MANAGEMENT BUREAU 
Interior Dept. 
Washington, DC 20240 


78-11588 


1 53.2:Ar 4/3 


United States. Bureau of Land Management. 


BLM facts : Arizona national resource lands digest. — 
| Washington] Dept. of the Interior, Bureau of Land 
Management, [ 1977?] 

20240 

v, 113 p.: ill. ; 28 cm. 

pbk. 

1. *Natural resources — Arizona. 2. *Arizona — Public 
lands. 3. United States. Bureau of Land Management. I. 
Title. 


OCLC 3799030 


78-11589 


1 53.2:M 66/7 


United States. Bureau of Land Management. 


mining claim on _ Federal lands. — 


Dept. of the Interior, Bureau of Land 


Patenting a 
| Washington} 
Management, 1977. 

20240 

[20] p. ; 22 x 10 cm. 

IS no. 4-78. 

@ltcm 631 

pbk. 

1. *Mining claims. 2. *Patents. 3. *United States — 
Public lands. I. Title. 


OCLC 3738454 


78-11590 
I 53.2:R 31/6/sum. 
United States. Bureau of Land Management. 

Energy mineral rehabilitation inventory and analysis : sum- 
mary reort, Alton Coal Field, Kane County, Utah. — [Salt 
Lake City, Utah] : Dept. of the Interior, Bureau of Land 
Management, 1975. 

Utah State Office, Federal Building, 125 South State, P.O. 
Box 11505, 84111 

[2] p., 10 leaves ; 27 cm. 

On cover: Summary Utah study site, resource and potential 
reclamation evaluation, Alton study site, Alton Coal Field. 

Cooperative study by Bureau of Reclamation, Bureau of 
Land Management, and Geological Survey. 

November 1975. 

pbk. 

1. *Strip mining — Environmental aspects — Utah — Kane 
County. 2. *Utah — Kane County — Alton Coal Field. I. 
United States. Bureau of Reclamation. Hl. United States. 
Geological Survey. III. Title. IV. Title: Alton Coal Field, 
Kane County, Utah. V. Title: Summary, Utah study site, 
resource and potential reclamation cvaluation, Alton study 
site, Alton Coal Field. 


OCLC 3802028 
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Land Management Bureau — Interior Dept. 


78-11591 
I 53.19:Un 1 
United States. Bureau of Land Management. Colorado State 
Office. 

Draft environmental statement proposed domestic livestock 
grazing program for the Uncompahgre basin resource area. 
— [|Denver, Colo.] : Dept. of the Interior, Bureau of Land 
Management, Colorado State Office, [19777] 

80202 

483 p. in various pagings : ill., maps (2 fold. col. in 
pocket) ; 27 cm. 

On cover: Uncompahgre basin resource areca grazing cn- 
vironmental statement. 

Bibliography: p. A-78 through A-81. 

Includes appendices. 

@ltcem 629-C 

pbk. 

1. *Uncompahgre River watershed. 2. *Grazing districts 
— Colorado. 3. *Environmental impact statements. [. 
Title. HH. Tithe: Uncompahgre basin resource areca. 


OCLC 3484404 


OUTDOOR RECREATION BUREAU 
Interior Dept. 
Washington, DC 20240 


78-11592 
1 66.2:Al 1s 
United States. Bureau of Outdoor Recreation. Northwest Re- 
gional Office. 

The Iditarod Trail (Seward-Nome route) and other 
Alaskan Gold Rush trails : a review draft report of a 
cooperative study. — [Washington : Dept. of the Interior], 
Bureau of Outdoor Recreation, Northwest Regional Office, 
1976. 

20240 

iv, 235 p. : ill., maps ; 27 cm. 

Prepared under authority of National trails system act. 

September 1976. 

Includes bibliographies. 

pbk. 

1. *Trails — Alaska — Iditarod Trail. IL. Title. 


OCLC 3782190 


78-11593 
1 66.15:G 94/977 
United States. Bureau of Outdoor Recreation. 

A catalog of guides to outdoor recreation areas and facili- 
ties. — [Washington] : Dept. of the Interior, Burcau of Out- 
door Recreation, [19777] 

20240 

[2], 60 p. ; 23 cm. 

@ltcem 657-B-4 

pbk. 

1. Outdoor recreation — United States — Directories. 2. 
Camp sites, facilities, etc. — United States — Directories. I. 
Title. Ul. Tithe: Guides to outdoor recreation areas and 
facilities. 

GV191.35.U54 1977 
647/.9473 
OCLC 3513500 
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U.S. INFORMATION AGENCY 
Washington, DC 20547 


78-11594 


IA 1.24/3:E-1-77 


United States. Information Agency. Office of Research. 


VOA audience estimate for urban Indonesia : (Java and 
Sumatra), 1975. — [Washington] : U.S. Information Agency, 
Office of Research, 1977. 

20547 

i, 18 p. : ill. ; 27 cm. — (E-1-77) 

“April 14, 1977.” 

pbk. 

1. Voice of America (Radio program) 2. *Radio au- 
diences — Indonesia. I. Title. 


OCLC 3753323 


78-11595 


IA 1.24/3:R-2-77 


Inglec, William B 


Sovict and East European media themes regarding the 
Conference on Security and Cooperation in Europe : (August 
1975-December 1976) / William B. Inglec. — [Washington] : 
U.S. Information Agency, Office of Research, 1977. 

20547 

ii, 31 p. ; 27 cm. — (R-2-77) 

“February 9, 1977.” 

Bibliography: p. 30-31. 

pbk. 

1. Conference on Security and Cooperation in Europe. 2. 
*Mass media — Europe, Eastern. I. United States. Informa- 
tion Agency. Office of Research. Il. Title. 


OCLC 3753311 


78-11596 


IA 1.24/3:R-5-77 


Inglee, William B 


Soviet and East European media themes regarding the 
Conference on Security and Cooperation in Europe : update 
Il, February 1977 / William B. Inglee. — [Washington] : U.S. 
Information Agency, Office of Research, 1977. 

20547 

i, 7 p. ; 27 cm. — (R-5-77) 

“March 25, 1977.” 

Includes bibliographical references. 

pbk. 

1. Conference on Security and Cooperation in Europe. 2. 
*Mass media — Europe, Eastern. I. United States. Informa- 
tion Agency. Office of Research. Il. Title. 


OCLC 3753307 


78-11597 


IA 1.24/3:R-6-77 


United States. Information Agency. Office of Research. 


Japanese public opinion on U.S. troops in Korea and re- 
lated Korean issues. — [Washington] : U.S. Information 
Agency, Office of Research, 1977. 

20547 

i, 29 p. ; 27 cm. — (R-6-77) 

“March 31, 1977." 

pbk. 

1. *United States — Armed Forces — Foreign countries. 
2. *Japan — Foreign — relations — Korea. 3. *Korea — 
Foreign opinion, Japanese. I. Title. 


OCLC 3753332 





Government Publications — June 1978 


INTERSTATE COMMERCE COMMISSION 78-11601 


Washington, DC 20423 J 1.10:Of 2/desc. 


National Institute of Law Enforcement and Criminal Justice. 
Office of Technology Transfer. 

The Major Offense Bureau : Bronx County District Attor- 

ney’s Office, New York. — [Washington] : Dept. of Justice, 


78-11598 
IC 1.32:W 75/draft 
United States. Interstate Commerce Commission. Office of 


Proceedings. Section of Energy and Environment. 

Draft environmental impact statement : abandonment of 
rail service in southwestern Wisconsin. — [Washington] : In- 
terstate Commerce Commission, Office of Proceedings, Sec- 
tion of Energy and Environment, 1978. 

20423 

137 p. in various pagings : ill., maps ; 27 cm. 

Service date, February 10, 1978. 

Bibliography: p. d1-d5 [133-137] 

@ltcm 674-B 

pbk. 

1. *Railroads — Environmental aspects — Michigan. 2. 
*Railroads — Abandonment. I. Title. HI. Title: Abandon- 
ment of rail service in southwestern Wisconsin. 


OCLC 3753353 


JUSTICE DEPARTMENT 
Washington, DC 20530 


78-11599 


J 1.2:Au 2/978 
United States. Law Enforcement Assistance Administration. 
Audio Visual Communications Division. 

Criminal justice audiovisual materials directory. — 3d ed. 
— [Washington] : Dept. of Justice, Law Enforcement 
Assistance Administration, Office of Operations Support, Au- 
diovisual Communications Division : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

150, 5 p. ; 22 x 28 cm. 

“January 1978.” 

@ltcm 717 

S/N 027-000-00629-9 

pbk. : $3.00 

1. *Criminal justice, Administration of. 2. *Audio-visual 
matcrials — Directories. I. Title. 


OCLC 3793092 


Law Enforcement Assistance Administration, National In- 
stitute of Law Enforcement and Criminal Justice, Office of 
Technology Transfer : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1976. 

20402 

ii, 15 p.: ill. ; 1S x 24 cm. 

At head of title: An exemplary project. 

Prepared under contract no. J-LEAA-014-74. 

@ltem 717-0 

S/N 027-000-0045 1-2 

pbk. : $0.35 

1. *Criminal justice, Administration of — New York 
(State) — Bronx County. 2. *Criminal courts — New York 
(State) — Bronx County. I. Title. Il. Title: Exemplary pro- 
ject: the Major Offense Bureau. 


OCLC 3752526 


FEDERAL BUREAU OF INVESTIGATION 
Justice Dept. 
Washington, DC 20535 


78-11602 


J 1.14/8-2:76-9 


United States. Federal Bureau of Investigation. 


Explosive confinement vessel. — [Washington] : Dept. of 
Justice, Federal Bureau of Investigation, [19767] 

20535 

12 p. : ill. ; 27 cm.— (General information bulletin - 
Federal Bureau of Investigation ; 76-9) 

At head of title: FBI bomb data program. 

@ltem 717-C-7 

pbk. 

1. *Bombs — Safety measures. 2. *Explosives — Safety 
measures. I. Title. II. Series: United States. Federal Bureau 
of Investigation. General information bulletin - Federal Bu- 
reau of Investigation ; 76-9. 


OCLC 3753149 


JUSTICE DEPARTMENT 
Washington, DC 20530 


78-11603 
78- 
reaia J 1.8/2:P 94/3/976 J 1.41/2:0213.00 
age National Institute of Law Enforcement and Criminal Justice. 


United States. Office of the United States Attorney (New York, 


Southern District). Criminal Division. 

Proving Federal crimes. — 6th ed. — [New York : Dept. of 
Justice], Office of the United States Attorney, Southern Dis- 
trict of New York, Criminal Division ; Washington : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1976. 

20402 

xxxvi, 228 p. : 24 cm. 

“April 1976.” 

S/N 027-000-00502-1 

pbk. : $3.25 

1. *Prosecution — United States. 2. *Evidence (Law) — 
United States. I. Title. 


OCLC 3752469 


NILECJ standard for FM repeater systems : a voluntary 
national standard promulgated by the National Institute of 
Law Enforcement and Criminal Justice. — Washington 
Dept. of Justice, Law Enforcement Assistance Administra- 
tion, National Institute of Law Enforcement and Criminal 
Justice : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1977. 

20402 

v, 12 p.: ill. ; 26 cm. — (Law enforcement standards pro- 
gram NILECJ-STD ; 0213.00) 

Cover title: FM repeater systems. 

“November 1977.” 

Formulated by the Law Enforcement Standards Laboratory 
of the National Bureau of Standards. 

Bibliography: p. 8-9. 

@ltem 717-5 
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Justice Department 


S/N 027-000-00568-3 

pbk. : $1.00 

1. *Radio rclay systems — Standards — United States. I. 
Title. Il. Title: FM repeater systems. Ill. Series: National 
Institute of Law Enforcement and Criminal Justice. Law en- 
forcement standards program NILECJ-STD ; 0213.00. 


OCLC 3739591 


78-11604 
J 1.44:D 36 
Casper, Jonathan D 

Criminal courts : the defendant's perspective : executive 
summary / by Jonathan D. Casper. — Washington : Dept. of 
Justice, Law Enforcement Assistance Administration, Na- 
tional Institute of Law Enforcement and Criminal Justice : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

iii, 1S p. ; 26 cm. — (Research - National Institute of Law 
Enforcement and Criminal Justice ) 

Prepared by Stanford University under grant no. 75-NI-99- 
0027. 

@ltcm 717 

S/N 027-000-00594-2 

pbk. : $1.10 

1. *Criminal justice, Administration of — United States. 
2. *Defense (Criminal procedure) — United States. I. Na- 
tional Institute of Law Enforcement and Criminal Justice. 
Il. Title. Ill. Series: National Institute of Law Enforcement 
and Criminal Justice. Rescarch - National Institute of Law 
Enforcement and Criminal Justice. 


OCLC 3752508 


78-11605 
J 1.44:P 93 
Montilla, M Robert 

Prison employee unionism : management guide for cor- 
rectional administrators / by M. Robert Montilla. — Washing- 
ton : Dept. of Justice, Law Enforcement Assistance Adminis- 
tration, National Institute of Law Enforcement and Criminal 
Justice : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1978. 

20402 

507 p. in various pagings : ill. ; 26 cm. — (Research - Na- 
tional Institute of Law Enforcement and Criminal Justice) 

Prepared under grant no. 75-NI-99-0075 to the American 
Justice Institute. 

Includes bibliographical references. 

@ltcm 717 

S/N 027-000-00632-9 

pbk. : $6.50 

1. *Prisons — United States — Officials and employees. 2. 
*Collective bargaining — Government employees — United 
States. I. National Institute of Law Enforcement and 
Criminal Justice. IL. Title. IIL. Series: National Institute of 
Law Enforcement and Criminal Justice. Research - National 
Institute of Law Enforcement and Criminal Justice. 


OCLC 3766507 
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78-11606 


J 1.44:Se 5 


Sentencing guidelines : structuring judicial discretion : report 


on feasibility study / by Leslie T. Wilkins ... [et al.].— 
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Print. Off., 1976, 1978 printing. 
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xviii, 88 p. ; 26 cm.— (Research - National Institute of 
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Justice Research Center. 
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pbk. : $2.75 

1. *Sentences (Criminal procedure) — United States. I. 
Wilkins, Leslic T Il. National Institute of Law Enforcement 
and Criminal Justice. Ill. Series: National Institute of Law 
Enforcement and Criminal Justice. Research - National In- 
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Women on patrol : a pilot study of police performance in New 


York City / by Joyce L. Sichel ... [et al.] — Washington : 
Dept. of Justice, Law Enforcement Assistance Administra- 
tion, National Institute of Law Enforcement and Criminal 
Justice : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
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Includes bibliographical references. 
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Enforcement and Criminal Justice. 
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tion, and Welfare. 

@ltem 745 

pbk. 





Government Publications — June 1978 


1. *Employment tax credit — United States. 2. *Income 1. Wages —Georgia— Atlanta metropolitan area — 
tax — United States. I. United States. Dept. of Health, Edu- Statistics — Periodicals. 2. Job descriptions — Periodicals. 
Il. Title. I. United States. Bureau of Labor Statistics. II. Series: 

United States. Bureau of Labor Statistics. Bulletin - Bureau 
OCLC 3798988 of Labor Statistics ; 1950-17. 


cation, and Welfare. 


LABOR STATISTICS BUREAU OCLC 2504897 
Labor Dept. 78-11612 
Washington, DC 20210 L 2.3:1950-18 
Area wage survey. Toledo, Ohio-Michigan, metropolitan area. 
Washington, Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 


78-11609 
L 2.3:1950-10 
Area wage survey. St. Louis, Missouri-Illinois, metropolitan 
area. Washington, Dept. of Labor, Bureau of Labor Statistics; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 18) 


21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- $0.80 
10) Chiefly tables. 


$1.20 May 1977. 
March 1977. @ltem 768-B-37 
Chiefly tables. S/N 029-001-0203 1-7 
@ltem 768-B-27 Main series: Bulletin - Bureau of Labor Statistics 
S/N 029-001-02014-7 1. Wages— Toledo metropolitan area — Statistics — 
Main scrics: Bulletin - Bureau of Labor Statistics Periodicals. 2. Job descriptions — Periodicals. I. United 
1. Wages — Missouri — St. Louis metropolitan areca — States. Bureau of Labor Statistics. II. Series: United States. 
Statistics — Periodicals. 2. Job descriptions — Periodicals. Bureau of Labor Statistics. Bulletin - Bureau of Labor 
I. United States. Bureau of Labor Statistics. Il. Series: Statistics ; 1950-18. 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics ; 1950-10. OCLC 2505568 
OCLC 2719899 78-11613 
L 2.3:1950-19 
78-11610 Area wage survey. San Jose, California, metropolitan area. 
L 2.3:1950-11 Washington, Dept. of Labor, Bureau of Labor Statistics; for 
Arca wage survey. Washington, D.C.-Maryland-Virginia, sale by the Supt. of Docs., U.S. Govt. Print. Off. 
metropolitan arca. Washington, Dept. of Labor, Bureau of 20402 
Labor Statistics; for sale by the Supt. of Docs., U.S. Govt. 21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 
Print. Off. 19) 
20402 $1.00 
21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- March 1977. 
11) Chiefly tables. 
$1.20 @ltcm 768-B-6 
March 1977. S/N 029-001-02032-5 
Chiefly tables. Main series: Bulletin - Bureau of Labor Statistics 
@ltcm 768-B-48 7 ae ‘@ 
S/N 029-001-02015-5 Il. Wages —_ California — San Jose metropolitan area _ 
Main scries: Bulletin - Bureau of Labor Statistics Statistics —— eee. 3. comrigene Be Wesintiews. 
Wines — Shaielies santieadiiiel esen'— Gietiaics — I. United States. Bureau of Labor Statistics. Il. Series: 
ge g pc 
Periodicals. 2. Job descriptions — Periodicals. 1. United Uaiied Suites. Rurtes af Leber Saateies, Sebeie > ye 
States. Bureau of Labor Statistics. Il. Series: United States. of LaBor Statistics ; 1950-19. 
Bureau of Labor Statistics. Bulletin - Bureau of Labor 
Statistics ; 1950-11. OCLC 2505738 
78-11614 
OCLC 2505021 L 2.3:1950-21 
Area wage survey. Norfolk-Virginia Beach-Portsmouth and 
Newport News-Hampton, Virginia-North Carolina, 
metropolitan area. Washington, Dept. of Labor, Bureau of 
Labor Statistics; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 
20402 
21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 
21) 
$1.20 $0.70 
May 1977. Chiefly tables. 
Chiefly tables. May 1977. 
@ltem 768-B-12 @ltcm 768-B-48 
S/N 029-00 1-02029-5 S/N 029-001-02041-4 
Main scrics: Bulletin - Bureau of Labor Statistics Main series: Bulletin - Bureau of Labor Statistics 


78-11611 
L 2.3:1950-17 
Area wage survey. Atlanta, Georgia, metropolitan § arca. 
Washington, Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 
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descriptions — Periodicals. I. United States. Bureau of Statistics — Periodicals. 2. Job descriptions — Periodicals. 

Labor Statistics. I. Series: United States. Bureau of Labor I. United States. Bureau of Labor Statistics. II. Series: 

Statistics. Bulletin - Burcau of Labor Statistics ; 1950-21. United States. Bureau of Labor Statistics. Bulletin - Burcau 
of Labor Statistics ; 1950-24. 

OCLC 2720671 


78-11615 OCLC 2514689 
L 2.3:1950-22 
Arca wage survey. Providence-Warwick-Pawtuckct, Rhode 
Island-Massachusctts, metropolitan area. Washington, Dept. ’ , 
of Labor, Bureau of Labor Statistics; for sale by the Supt. of Arca wage survey. Poughkecpsic, New York, menapemes 
Docs., U.S. Govt. Print. Off. areca. Washington, Dept. of Labor, Bureau of Labor Statistics; 
20402 for sale by the Supt. of Docs., U.S. Govt. Print. Off. 
21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 20402 
22) 21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 
$1.20 25) 
Chicfly tables. $0.70 
a pth ii Chiefly tables. 
cm -B- 
S/N 029-001-02042-2 oo re + 
Main scrics: Bulletin - Burcau of Labor Statistics @ltcm 768-B-34 
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metropolitan arca — Statistics — Periodicals. 3. Wages — Main series: Bulletin - Bureau of Labor Statistics. 
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Labor Statistics. II. Scrics: United States. Bureau of Labor ‘ a ; 
Statistics. Bulletin - Burcau of Labor Statistics ; 1950-22. are. fenedyen. 0. ee ae. eee See 
: Statistics. II. Series: United States. Bureau of Labor 
Statistics. Bulletin - Bureau of Labor Statistics 1950-25. 
HD4976.P66US5S5a 
331.2/9747/33 
OCLC 2307230 


78-11618 
L 2.3:1950-25 


OCLC 2514802 


78-11616 
L 2.3:1950-23 
Arca wage survey. Richmond, Virginia, metropolitan areca. 
Washington, Dept. of Labor, Burcau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 


78-11619 
L 2.3:1950-26 


20402 Area wage survey. Davenport-Rock Island-Molinc, lowa-lllinois, 


21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 
23) 
$1.10 
Chiefly tables. 
June 1977. 20402 ; sn 
@ltcm 768-B-48 21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 
S/N 029-001-02043-1 26) 
Main scries: Bulletin - Bureau of Labor Statistics $1.10 
1. Wages — Virginia — Richmond metropolitan areca — Chiefly tables. 
Statistics — Periodicals. 2. Job descriptions — Periodicals. May 1977. 
IL. United States. Burcau of Labor Statistics. Il. Series: @ltcm 768-B-17 
United States. Bureau of Labor Statistics. Bulletin - Burcau S/N 029-001-0205 1-1 


of Labor Statistics ; 1950-23. ‘ : : oe 
Main scries: Bulletin - Bureau of Labor Statistics 


metropolitan area. Washington, Dept. of Labor, Bureau of 
Labor Statistics; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 


OCLC 2720070 1. Wages —lowa— Davenport metropolitan 
Statistics — Periodicals. 2. Wages — Illinois — Moline 

7e-11617 metropolitan arca — Statistics — Periodicals. 3. Wages — Il- 
linois— Rock Island metropolitan 
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Washington, Dept. of Labor, Bureau of Labor Statistics; for Coane. 4. sob descriptions — sap eet a it United 
sale by the Supt. of Docs., U.S. Govt. Print. Off. States. Bureau of Labor Statistics. Il. Series: United States. 
20402 Bureau of Labor Statistics. Bulletin - Bureau of Labor 
21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- Statistics ; 1950-26. 
24) 
$1.10 OCLC 2504845 


arca — Statistics — 
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78-11620 
L, 2.3:1950-27 
Area wage survey. Nassau-Suffolk, New York, metropolitan 

area. Washington, Dept. of Labor, Bureau of Labor Statistics; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 
27) 

$1.00 
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June, 1977. 
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OCLC 2246307 


78-11621 
L 2.3:1950-28 
Area wage survey. Canton, Ohio , metropolitan arca. Washing- 
ton, Dept. of Labor, Bureau of Labor Statistics; for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 
28) 
$1.10 
Chiefly tables. 
May 1977. 
@ltem 768-A-1 
S/N 029-001-02054-6 
Main series: Bulletin - Bureau of Labor Statistics 
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— Periodicals. 2. Job descriptions — Periodicals. I. United 
States. Bureau of Labor Statistics. I. Series: United States. 
Bureau of Labor Statistics. Bulletin - Bureau of Labor 
Statistics ; 1950-28. 


OCLC 2504856 


78-11622 
L 2.3:1950-29 
Area wage survey. San Francisco-Oakland, 
metropolitan area. Washington, Dept. of Labor, Bureau of 
Labor Statistics; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 
20402 
21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 
29) 
$1.20 
Chiefly tables. 
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S/N 029-00 1-02055-4 
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78-11623 
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Area wage survey. New York, New York-New Jersey, 
metropolitan area. Washington, Dept. of Labor, Bureau of 
Labor Statistics; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 
20402 
21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 
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$1.20 
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Area wage survey. Portland, Oregon-Washington, metropolitan 


area. Washington, Dept. of Labor, Bureau of Labor Statistics; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 
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Arca wage survey. Greenburg-Spartanburg, South Carolina, 
metropolitan arca. Washington, Dept. of Labor, Bureau of 
Labor Statistics; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 
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Main scrics: Bulletin - Bureau of Labor Statistics. 21 x 28 cm. (Bulletin - Burcau of Labor Statistics ; 1950- 
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Arca wage survey. Patcrson-Clifton-Passaic, New Jersey, 
metropolitan arca. Washington, Dept. of Labor, Bureau of 
Labor Statistics; for sale by the Supt. of Docs., U.S. Govt. Area wage survey. Utica-Rome, New York, metropolitan area. 
Print. Off. Washington, Dept. of Labor, Bureau of Labor Statistics; for 
20402 sale by the Supt. of Docs., U.S. Govt. Print. Off. 
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Washington, Dept. of Labor, Bureau of Labor Statistics; for Area wage survey. Northeast, Pennsylvania, metropolitan area. 
sale by the Supt. of Does., U.S. Govt. Print. Off. Washington, Dept. of Labor, Bureau of Labor Statistics; for 
20402 sale by the Supt. of Docs., U.S. Govt. Print. Off. 
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L 2.3:1950-39 78-11634 
Area wage survey. Baltimore, Maryland, metropolitan area. 
Washington, Dept. of Labor, Bureau of Labor Statistics; for 


L 2.3:1950-42 
Area wage survey. Greensboro-Winston-Salem-High Point, 


sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 
39) 

$1.10 

Chiefly tables. 
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I. United States. Bureau of Labor Statistics. Ul. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
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OCLC 2830958 


78-11632 


L, 2.3:1950-40 
Area wage survey. Billings, Montana, metropolitan area. 
Washington, Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 
40) 

$1.00 

Chiefly tables. 

July 1977. 
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I. United States. Bureau of Labor Statistics. Il. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics 1950-40. 
HD4976.S24US3a 
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OCLC 2247075 
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L 2.3:1950-41 
Area wage survey. Chicago, Illinois, metropolitan area. 
Washington, Dept. Department of Labor, Bureau of Labor 
Statistics; for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 
41) 

Chiefly tables. 
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Labor, Bureau of Labor Statistics: for sale by the Supt. of 
Does., U.S. Govt. Print. Off. 

20402 
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Area wage survey. Daytona Beach, Florida, metropolitan area. 


Washington, Dept. of Labor, Bureau of Labor Statistics; for 
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20402 
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$1.00 

Chiefly tables. 

Aug. 1977. 

@ltcm 768-B-11 

S/N 029-001-02125-9 

ISSN 0098-020X 

Main series: Bulletin - Bureau of Labor Statistics. 

1. Wages — Florida — Daytona Beach metropolitan area — 
Statistics — Periodicals. 2. Job descriptions — Periodicals. 
I. United States. Bureau of Labor Statistics. Il. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics 1950-43. 
HD4976.D39U53a 
331.2/9759/21 
OCLC 2830085 





Labor Statistics Bureau — Labor Dept. 


78-11636 
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Print. Off. 
20402 
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1. Wages — Ohio — Cincinnati metropolitan 
Statistics — Periodicals. 2. Job descriptions — Periodicals. 
I. United States. Bureau of Labor Statistics. Il. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
1950-45. 


areca — 


of Labor Statistics ; 
OCLC 2720337 


78-11638 
L 2.3:1950-46 
Area wage survey. Gainesville, Florida, metropolitan area. 
Washington, Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
21 x 28 cm. (Bulletin - 
46) 
$1.00 
Chiefly tables. 
Sept. 1977. 
@ltcem 768-B-11 
S/N 029-001-02129-1 
ISSN 0098-5317 
Main series: Bulletin - Bureau of Labor Statistics. 


Bureau of Labor Statistics ; 1950- 
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1. Wages — Florida — Gainesville metropolitan area — 
Statistics — Periodicals. 2. Job descriptions — Periodicals. 
I. United States. Bureau of Labor Statistics. Il. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics 1950-46. 
HD4976.G3U53a 
331.2/9759/79 
OCLC 2241170 


78-11639 


L 2.3:1950-47 


Area wage survey. Trenton, New Jersey, metropolitan area. 


Washington, Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 
47) 

$0.70 

Dec. 1965- 

Chiefly tables. 

Sept. 1977. 

@ltcm 768-B-32 

S/N 029-001-02130-5 

Main series: Bulletin - Bureau of Labor Statistics 

Supersedes in part: United States. Bureau of Labor 
Statistics. Occupational wage survey 

1. Wages — New Jersey — Trenton metropolitan area — 
Statistics — Periodicals. 2. Job descriptions — Periodicals. 
I. United States. Bureau of Labor Statistics. II. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics ; 1950-47. 


OCLC 2831118 


78-11640 


L 2.3:1950-48 
Area wage survey. Houston, Texas, metropolitan § area. 

Washington, Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 
48) 

$1.40 

June 1966- 

Chiefly tables. 

Aug. 1977. 

@ltem 768-B-45 

S/N 029-001-02131-3 

Main series: Bulletin - Bureau of Labor Statistics 

Supersedes in part: United States. Bureau of Labor 
Statistics. Occupational wage survey 

1. Wages — Texas — Houston metropolitan area — 
Statistics — Periodicals. 2. Job descriptions — Periodicals. 
I. United States. Bureau of Labor Statistics. Il. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics ; 1950-48. 


OCLC 2504756 


78-11641 
L 2.3:1950-49 
Area wage survey. Oklahoma City, Oklahoma, metropolitan 
area. Washington, Dept. of Labor, Bureau of Labor Statistics; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 
49) 
$1.10 
Chiefly tables. 





Aug. 1977. 

@ltcm 768-B-38 

S/N 029-001-02132-1 

Main scrics: Bulletin - Bureau of Labor Statistics 

Supersedes in part: United States. Bureau of Labor 
Statistics. Occupational wage survey. 

1. Wages — Oklahoma — Oklahoma City metropolitan area 
— Statistics — Periodicals. 2. Job descriptions — Periodi- 
cals. I. United States. Bureau of Labor Statistics. II. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics ; 1950-49. 


OCLC 2829835 


78-11642 
L 2.3:1950-50 
Area wage survey. Boston, Massachusetts, metropolitan areca. 
Washington, Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 
50) 
$1.20 
October 1965- 
Chiefly tables. 
Aug. 1977. 
@ltcm 768-B-23 
S/N 029-001-02133-0 
Main series: Bulletin - Bureau of Labor Statistics 
Supersedes in part: United States. Bureau of Labor 
Statistics. Occupational wage survey 


1950- 


1. Wages — Massachusetts — Boston metropolitan area — 


Statistics — Periodicals. 2. Job descriptions — Periodicals. 

I. United States. Bureau of Labor Statistics. Il. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics ; 1950-50. 


OCLC 3043236 


78-11643 
L 2.3:1950-51 
Arca wage survey. South Bend, Indiana, metropolitan area. 

Washington, Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 
S1) 

$1.10 

March 1966- 

Chicfly tables. 

Aug. 1977. 

@licm 768-B-16 

S/N 029-001-02136-4 

Main series: Bulletin - Bureau of Labor Statistics 

Supersedes in part: United States. Bureau of Labor 
Statistics. Occupational wage survey 

1. Wages — Indiana — South Bend metropolitan area — 
Statistics — Periodicals. 2. Job descriptions — Periodicals. 
I. United States. Bureau of Labor Statistics. U. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics ; 1950-51. 


1950- 


OCLC 2505523 


Government Publications — June 1978 


78-11644 


L 2.3:1950-52 


Area wage survey. Albany-Schenectady-Troy, New York, 


metropolitan area. Washington, Depat. of Labor, Bureau of 
Labor Statistics; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 
$2) 

$0.80 

Apr. 1966- 

Chiefly tables. 

Sept. 1977. 

@licm 768-B-34 

S/N 029-001-02137-2 

Main scries: Bulliten - Bureau of Labor Statistics. 

Supersedes in part: United States. Bureau of Labor 
Statistics. Occupational wage survey 

1. Wages — New York (State) — Albany metropolitan area 
— Statistics — Periodicals. 2. Wages — New York (State) — 
Troy metropolitan area — Statistics — Periodicals. 3. Wages 
—New York (State) — Schenectady metropolitan area — 
Statistics — Periodicals. 4. Job descriptions — Periodicals. 
I. United States. Bureau of Labor Statistics. Il. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics ; 1950-52. 
HD8051.A62 
331.297474 
OCLC 2832744 


1950- 


78-11645 


L 2.3:1950-53 
Area wage survey. Cleveland, Ohio, metropolitan area. 

Washington, Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 
53) 

$1.40 

September 1965- 

Chiefly tables. 

Sept. 1977. 

@ltcm 768-B-37 

S/N 029-001-02138-1 

Main series: Bulletin - Bureau of Labor Statistics 

Supersedes in part: United States. Bureau of Labor 
Statistics. Occupational wage survey 

1. Wages — Ohio — Cleveland metropolitan area — 
Statistics — Periodicals. 2. Job descriptions — Periodicals. 
I. United States. Bureau of Labor Statistics. Il. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics ; 1950-53. 


1950- 


OCLC 2237026 


78-11646 
L 2.3:1950-56 
Area wage survey. Indianapolis, Indiana, metropolitan area. 
Washington, Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 
56) 
$1.00 
Dec. 1965- 
Chiefly tables. 
Oct. 1977. 
@ltcem 768-B-16 
S/N 029-001-02143-7 


1950- 
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Labor Statistics Bureau — Labor Dept. 


Main scries: Bulletin - Bureau of Labor Statistics 78-11649 
L 2.3:1950-59 
Area wage survey. Saginaw, Michigan, metropolitan area. 
1. Wages — Indiana — Indianapolis metropolitan area — Washington, Dept. of Labor, Bureau of Labor Statistics; for 
ay ae ' ‘= i is sale by the Supt. of Docs., U.S. Govt. Print. Off. 
Statistics — Periodicals. 2. Job descriptions — Periodicals. 20402 
I. United States. Bureau of Labor Statistics. Il. Series: 21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 
United States. Bureau of Labor Statistics. Bulletin - Bureau 59) 
of Labor Statistics ; 1950-56. $0.70 
Chiefly tables. 
OCLC 2831358 Sept. 1977. 
@ltcm 768-B-24 
e-01667 S/N 029-001-02148-8 
L. 2.3:1950-57 ISSN 0099-1902 
Arca wage survey. Miami, Florida, metropolitan area. Washing- Main series: Bulletin - Bureau of Labor Statistics. 
ton, Dept. of Labor, Bureau of Labor Statistics; for saic by 1. Wages — Michigan — Saginaw metropolitan area — 
the Supt. of Docs., U.S. Govt. Print. Off. Statistics — Periodicals. 2. Job descriptions — Periodicals. 
20402 I. United States. Bureau of Labor Statistics. Il. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics 1950-59. 
HD4976.S24US5S3a 
331.2/9774/46 
OCLC 2243474 


Supersedes in part: United States. Bureau of Labor 
Statistics. Occupational wage survey 


21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 
57) 

$1.00 

December 1965- 

Chicfly tables 


Oct. 1977. 
L 2.3:1950-60 
Item 768-B-11 . xf 
“ “ ‘i : " Area wage survey. Anaheim-Santa Ana-Garden Grove, Califor- 
SIN O29-001-02144-5 nia, metropolitan area. Washington, Dept. of Labor, Bureau 
Main series: Bulletin - Burcau of Labor Statistics of Labor Statistics; for sale by the Supt. of Docs., U.S. Govt. 


78-11650 


Supersedes in part: United States. Bureau of Labor Print. Off. 
20402 
21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- 


60 
Periodicals. 2. Job descriptions — Periodicals. I. United 4 00 


Statistics. Occupational wage survey 


1. Wages — Florida — Miami metropolitan areca — Statistics 


States. Bureau of Labor Statistics. Il. Series: United States. Chiefly tables. 
Bureau of Labor Statistics. Bulletin - Bureau of Labor Oct. 1977. 
Statistics ; 1950-57. @ltem 768-B-6 
S/N 029-001-02149-6 
OCLC 2237018 ISSN 0362-4242 
Main series: Bulletin - Bureau of Labor Statistics. 
78-11648 Continues: United States. Bureau of Labor Statistics. Area 
L 2.3:1950-58 wage survey: the Los Angeles-Long Beach and Anaheim- 
Area wage survey. Buffalo, New York, metropolitan area. Santa Ana-Garden Grove, California, metropolitan area 
Washington, Dept. of Labor, Bureau of Labor Statistics; for 1. Wages — California — Anaheim — Statistics. 2. Wages 
sale by the Supt. of Docs., U.S. Govt. Print. Off. — California — Santa Ana — Statistics. 3. Wages — Califor- 
20402 nia — Garden Grove — Statistics. 4. Job descriptions — 
21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 1950- Periodicals. I. United States. Bureau of Labor Statistics. II. 
Series: United States. Bureau of Labor Statistics. Bulletin - 
Bureau of Labor Statistics ; 1950-60. 
HD4976.L6A35 
, 331.2/9794/96 
Chiefly tables. OCLC 2237038 
Oct. 1977. 
@ltcm 768-B-34 tt te L 2.71:526 
S/N 029-001-02147-0 United States. Bureau of Labor Statistics. 
Main series: Bulletin - Bureau of Labor Statistics A guide to evaluating your firm's injury and illness ex- 
Supersedes in part: United States. Bureau of Labor perience, 1976 : transportation and public utilities industries. 
— [Washington] : Dept. of Labor, Burcau of Labor Statistics, 
1978. 
20212 
i, Il p. ; 21 cm.— (Report - U.S. Bureau of Labor 
United States. Bureau of Labor Statistics. Bulletin - Bureau yar wiser 
z aa Se: P ‘a ahi Spal Prepared in Office of Occupational Safety and Health 
of Labor Statistics ; 1950-58. Statistics by staff of Division of Periodic Surveys. 
@licm 768-G 
OCLC 2237031 pbk. 


58) 
$1.00 
Dec. 1965- 


Statistics. Occupational wage survey 

1. Wages — New York (State) — Buffalo metropolitan area 
— Statistics — Periodicals. 2. Job descriptions — Periodi- 
cals. I. United States. Bureau of Labor Statistics. Ul. Series: 
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States — Statistics. 
States — Statistics. 


1. *Transportation — United 
*Public utilities — United 
*Occupational diseases— United States — Statistics. 
*Industrial accidents — United States — Statistics. I. Title. 
Il. Series: United States. Bureau of Labor Statistics. Report ; 
526. 


OCLC 3798944 


WAGE AND HOUR DIVISION 
Labor Dept. 
Washington, DC 20210 


78-11652 
L 36.208:Se 6/978 
United States. Employment Standards Administration. Wage 
and Hour Division. 

Guide to the Service contract act. — Rev. Jan. 1978. — 
| Washington] : Dept. of Labor, Employment Standards Ad- 
ministration, Wage and Hour Division, 1978. 

20210 

[10] p.: ill. ; 21 cm. — (WH publication ; 

@ltcm 777-B 

pbk. 

1. *Public contracts — United States. I. Title. IL. Title: 
Service contract act. III. Series: United States. Employment 
Standards Administration. Wage and Hour Division. WH 
publication ; 1220. 


1220) 


OCLC 3752641 


78-11653 
L 36.208:W 16/978 
United States. Employment Standards Administration. Wage 
and Hour Division. 

A guide to the Walsh-Healey public contracts act. — Rev. 
Jan. 1978. — [Washington] : Dept. of Labor, Employment 
Standards Administration, | Wage and Hour Division], 1978. 

8 p.; 21 x 9cm.— (WH publication ; 1107) 

@ltcm 777-B 

pbk. 

1. United States. Laws, statutes, etc. Walsh-Healy public 
contracts act. 2. *Labor laws and _ legislation — United 
States. I. Title. IL. Series: United States. Employment Stan- 
dards Administration. Wage and Hour Division. WH publica- 
tion ; 1107. 


OCLC 3741524 


EMPLOYMENT AND TRAINING 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20210 


78-11654 
L 37.2:W 89/2/v.1/app. 
United States. Employment and Training Administration. 

Sheltered workshop study : a nationwide report on shel- 
tered workshops and their employment of handicapped in- 
dividuals. — | Washington] : Dept. of Labor, Employment and 
Training Administration, 1977- 

20210 

v. ; 28 cm. 

Issued 1977- 

Jointly financed by the Employment and Training Adminis- 
tration and the Employment Standards Administration of the 
DOL. 

June 1977. 


Government Publications — June 1978 


Contents: Statistical appendix to v. 1. 

pbk. 

1. United States. Employment Standards Administration. 
2. *Sheltered workshops — United States — Statistics. 3. 
*Handicapped — Employment — United States — Statistics. 

I. United States. Employment Standards Administration. II. 
Title. 


OCLC 3180492 


78-11655 


L 37.8:G 76 
United States. Employment and Training Administration. 

ETA/OPER solicitation 7802 ; guidelines for submission of 
applications for institutional grants (IG) under the Com- 
prehensive employment and training act of 1973, as amended 
(CETA) — Washington : Dept. of Labor, Employment and 
Training Administration, 1978. 

20213 

37 columns ; 21 x 27 cm. 

ETA/OPER solicitation 7802. 

@ltem 780-A-3 

pbk. 

1. *Grants-in-aid — Handbooks, manuals, etc. 2. *Labor 
laws and legislation — Handbooks, manuals, etc. I. Title. 
Il. Title: Guidelines for submission of applications for institu- 
tional grants (IG) under the Comprehensive employment and 
training act of 1973, as amended (CETA) 


OCLC 3798978 


78-11656 
L 37.14:55 


Glover, Robert W 


Placing minority women in professional jobs / prepared by 
Robert W. Glover, acting director of the Center for the 
Study of Human Resources, University of Texas at Austin. — 
Washington : Dept. of Labor, Employment and Training Ad- 
ministration : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1978. 

20402 

vii, 75 p. : ill. ; 28 cm. — (R&D monograph ; 55) 

Prepared for Employment and Training Administration 
under research and development contract no. 20-36-75-15. 

Includes bibliographical references. 

@ltcem 746-H 

S/N 029-000-00303-3 

pbk. : $2.40 


1. *Minoritics — Employment — United 


States. 2. 
I. 


*Protessional education of women — United States. 

United States. Employment and Training Administration. _ IL. 
University of Texas at Austin. Center for the Study of 
Human Resources. IIL. Title. IV. Series: United States. 
Employment and Training Administration. R & D monograph 


[aa 


OCLC 3597887 
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United States Employment Service — Labor Dept. 


UNITED STATES EMPLOYMENT SERVICE 
Labor Dept. 
Washington, DC 20001 


78-11657 
L 37.302:0c 1 
United States. Employment Service. 
Dictionary of occupational titles. — Fourth edition, 1977. 
— [Washington] : Dept. of Labor, Employment and Training 
Administration, Employment Service : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1977. 
xli, 1371 p. ; 28 cm. 
@ltcm 755 
S/N 029-013-00079-9 
pbk. : $12.00 
1. *United 
*United States — Occupations — Classification. 


States — Occupations — Terminology. 2. 
I. Title. 


OCLC 3568261 


LIBRARY OF CONGRESS 
Washington, DC 20540 


78-11658 
LC 1.30/1-2:976/v.1-2 
United States. Library of Congress. Library of Congress Office, 
Delhi. 

Accessions list. India. Quinquennial serials cumulation. 
New Delhi, India, Library of Congress, Library of Congress 
Office, Delhi. 

Ficld Director, American Embassy. 

28-29 cm. 

v. l- 1976- 

Cumulations for 1976- issued in 3 vols. 

1976. 

CONTENTS: v. 1. Commercial.—v.2. Government and 
quasi-Government and index. 

ISSN 0145-7608 

1. Indic periodicals — Bibliography — Catalogs. 2. United 
States. Library of Congress. Library of Congress Office, 
Delhi. I. Title. 

Z6958.14US4a 
|PN5377.P4] 
[Z663.767.1SA26] 
015/.54 

OCLC 2994803 


78-11659 
LC 1.30/7:9/2 
United States. Library of Congress. Library of Congress Office, 
Delhi. 


Accessions list. Sri Lanka. New Delhi, India, Library of 


Congress, Library of Congress Office, Delhi. 
American Embassy, Field Director 
28 cm. 
v. 8- Feb./Aug. 1974- 
Other title: Library of Congress accessions list. Sri Lanka 
English, Pali, Sinhalese, and Tamil. 
V. 9, no. 2, Dec. 1975. 


Indices: Annual author and subject cumulated indexes and 
cumulative list of serials appear in Dec. issuc. 

Semiannual. 

ISSN 0090-3736 

Continues: United States. Library of Congress. American 
Libraries Book Procurement Center, Delhi. Accessions list. 
Sri Lanka ISSN 0090-3736 
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1. Ceylon — Imprints. 2. Sri Lanka — Imprints. I. Title. 
Z3211.U5 
015/.549/3 


OCLC 2637088 


78-11660 
LC 1.30/7:10/2 
United States. Library of Congress. Library of Congress Office, 
Delhi. 
Accessions list. Sri Lanka. New Delhi, India, Library of 
Congress, Library of Congress Office. 
American Embassy, Field Director 
28 cm. 
v. 8- Feb./Aug. 1974- 
Other title: Library of Congress accessions list. Sri Lanka 
English, Pali, Sinhalese, and Tamil. 
V. 10, no. 2, Dec. 1976. 


Indices: Annual author and subject cumulated indexes and 
cumulative list of serials appear in Dec. issue. 

Semiannual. 

ISSN 0090-3736 

Continues: United States. Library of Congress. American 
Libraries Book Procurement Center, Delhi. Accessions list. 
Sri Lanka ISSN 0090-3736 

1. Ceylon — Imprints. 2. Sri Lanka — Imprints. 
Z3211.U5 
015/.549/3 
OCLC 2637088 


78-11661 


I. Title. 


LC 1.30/9:4/2 
United States. Library of Congress. Library of Congress Office, 

Delhi. 

Accessions list. Bangladesh. New Delhi, India, Library of 
Congress, Library of Congress Office, Delhi. 

American Embassy. 

28 cm. 

v. 3- June 1974- 

Other title: Library of Congress accessions list. Bangladesh 

English and Bengali. 

V. 4, no. 2, Dec. 1975. 


Indices: Annual author and subject cumulated indexes and 
cumulative list of serials appear in Dec. issue. 

Semiannual. 

ISSN 0090-8304 

Continues: United States. Library of Congress. American 
Libraries Book Procurement Center, Delhi. Accessions list. 
Bangladesh ISSN 0090-8304 

1. Bangladesh — Imprints. 
Z3186.US5 
015/.549/2 
OCLC 2682433 


78-11662 


I. Title. 


LC 1.30/9:5/2 
United States. Library of Congress. Library of Congress Office, 
Delhi. 
Accessions list. Bangladesh. New Delhi, India, Library of 
Congress, Library of Congress Office, Delhi. 
Field Director, American Embassy. 
28 cm. 
v. 3- June 1974- 
English and Bengali. 
v. 5, no. 2, Dec. 1976. 


Indices: Annual author-subject cumulated index appears in 
December issuc. 





Semiannual. 

ISSN 0090-8304 

Continues: United States. Library of Congress. American 
Libraries Book Procurement Center, Delhi. Accessions list. 
Bangladesh 1972-73 

1. Bangladesh — Imprints. _ I. Title. 
Z3186.U55 
015/.549/2 
OCLC 2682433 


COPYRIGHT OFFICE 
Library of Congress 
Washington, DC 20559 


78-11663 
LC 3.4/2:60 a 
Registration for periodicals on form TX. — Washington : Libra- 
ry of Congress, Copyright Office, 1978. 
[2] p. ; 27 cm. — (Circular ; R60a) 
“Feb. 1978.” 
[Item 802-A] 
@ltcm 802-A 
pbk. 
1. *Periodicals. 2. *Copyright — United States. I. United 
States. Copyright Office. 


OCLC 3793111 


LIBRARY OF CONGRESS 
Washington, DC 20540 


78-11664 
LC 9.8:975-76/index 
National union catalog of manuscript collections. Index. 
Washington, Library of Congress. 
Cataloging Distribution Service, 20541 
28 cm. 
1959/62- 
At head of title: Library of Congress catalogs. 
Compiled and edited by the Manuscripts Section, Descrip- 
tive Cataloging Division, Processing Dept. 
1975/76. 
Irregular. 
ISSN 0090-0044 
1. Manuscripts— United States — Indexes. I. United 
States. Library of Congress. II. United States. Library of 
Congress. Manuscript Division. 


OCLC 1759448 


78-11665 
LC 9.8:976 
National union catalog of manuscript collections. Washington, 
Library of Congress. 
Cataloging Distribution Service, 20541 
27-28 cm. 
1959/61- 
At head of title: Library of Congress catalogs. 
Compiled and edited by the Manuscripts Section, Descrip- 
tive Cataloging Division, Processing Dept. 
Vol. for 1959-61 issued together; 1963-64 issucd together; 
1973-74 issued together. 


Indices: 1959-1962. 1 v.; 1963-1965 in 1965; 1963-1966 in 
1966; 1967-1968 in 1968; 1967-1969 in 1969; 1970-74 in 
1974; 1975-75 in 1976. 

1976. 

Annual. 


Government Publications — June 1978 


ISSN 0090-0044 

1. Manuscripts — United States — Catalogs. I. United 
States. Library of Congress. II. United States. Library of 
Congress. Manuscript Division. 


OCLC 1759448 


78-11666 
LC 30.8/6:976 
Music, books on music, and sound recordings. Washington, 
Library of Congress. 

Cataloging Distribution Service, 20541 

28-29 cm. 

Semiannual, with annual (the 2d issue of each year) and 
quinquennial cumulations. 

Jan./June 1973- 

At head of title: Library of Congress catalogs. 

19 - compiled and edited by the Catalog Publication Divi- 
sion, Processing Dept. 

Vols. for 1953-56 entitled Library of Congress, cumulative 
list of works represented by Library of Congress printed 
cards: music and phonorecords; 1957-72, Library of Con- 
gress catalog, music and phonorecords, cumulative list of 
works represented by Library of Congress printed cards. 

1976. 

ISSN 0092-2838 

Continues: Library of Congress catalog. Music and 
phonorecords ISSN 0041-7793 

1. Music — Bibliography — Union lists. 2. Audio-visual 
materials — Union lists. 3. Catalogs, Union. 4. Audio- 
Visual Aids — catalogs. 5. Catalogs, Library — United 
States. 6. Music — catalogs. I. United States. Library of 
Congress. II. United States. Library of Congress. Catalog 
Publication Division. [DNLM 1. Audio-Visual Aids — 
catalogs. 2. Catalogs, Library — United States. 3. Music — 
catalogs. Z 881 L697] 

Z881.A1C328 
016.78 
OCLC 1588934 


78-11667 
LC 30.8/6:977 
Music, books on music, and sound recordings. Washington, 
Library of Congress. 

Cataloging Distribution Service, 20541 

28-29 cm. 

Semiannual, with annual (the 2d issue of cach year) and 
quinquennial cumulations. 

Jan./June 1973- 

At head of title: Library of Congress catalogs. 

19 - compiled and edited by the Catalog Publication Divi- 
sion, Processing Dept. 

Vols. for 1953-56 entitled Library of Congress, cumulative 
list of works represented by Library of Congress printed 
cards: music and phonorecords; 1957-72, Library of Con- 
gress catalog, music and phonorccords, cumulative list of 
works represented by Library of Congress printed cards. 

Jan./June 1977. 

ISSN 0092-2838 

Continues: Library of Congress catalog. Music and 
phonorecords ISSN 0041-7793 
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Library of Congress 


Bibliography — Union lists. 2. Audio-visual 
Catalogs, Union. 4. Audio- 
Visual Aids — catalogs. 5. Catalogs, Library — United 
States. 6. Music — catalogs. I. United States. Library of 
Congress. Il. United States. Library of Congress. Catalog 
Publication Division. |.DNLM 1. Audio-Visual Aids — 
2. Catalogs, Library — United States. 3. Music — 
catalogs. Z 881 L697] 

Z881.A1C328 

016.78 

OCLC 1588934 


1. Music - 
matcrials Union lists. 3. 


catalogs. 


78-11668 
LC 30.8/8:976 
LC 30.8/8:977 
National register of microform masters. Washington, Library of 
Congress 

20540 

28 cm. 

v.1l- 1965- 

At head of title: Library of Congress catalogs. 

Compiled and edited by the Catalog Publication Division 
of the Processing Dept. 

The Council on Library Resources, the American Library 
Association, and the Association of Research Libraries pro- 
vided initial assistance for the establishment of the Register 
and have contributed to its continuation. 

1976; 1977 

Annual 

ISSN 0090-3299 

1. Books on microfilm — Bibliography — Periodicals. I. 
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The need for productivity growth : the work of the Na- 
tional Commission on Productivity / by Leon Greenberg, be- 
fore the National Association of Business Economists, Pitt- 
sburgh, Pennsylvania, September 27, 1971. — [Washington : 
National Commission on Productivity, 1971] 

11 leaves ; 27 cm. 

Includes bibliographical references. 

pbk. 

1. National Commission on Productivity — Addresses, es- 
says, lectures. 2. *Industrial productivity — United States — 
Addresses, essays, lectures. I. National Commission on 
Productivity. II. Title. 


OCLC 3780303 


78-11800 
Pr 37.8:R 26/En 8 
United States. Federal Regional Council. Region V. Task Force 
on Environmental Impact Study. 
Environmental impact statement directory.— 2d ed. — 
Chicago, Ill. : Federal Regional Council, Region V, 1976. 
60606 
ii, 45 p. ; 28 cm. 
“April 1976.” 
pbk. 
1. *Environmental impact statements — Directories. I. 
Title. 


OCLC 3217670 


78-11801 
Pr 38.8:R 25/R 29 
United States. President's Advisory Committee on Refugees. 
Final report to the President. — [Washington] : President’s 
Advisory Committee on Refugees, 1976. 
20506 
ca. 100 leaves ; 27 cm. 
“January 30, 1976.” 
pbk. 
1. *Refugees — Asia, 
United States. I. Title. 


Southeastern. 2. *Refugees — 


OCLC 3795294 


PRESIDENT’S COMMITTEE ON 
EMPLOYMENT OF THE HANDICAPPED 
Executive Office of the President 
Washington, DC 20210 


78-11802 
PrEx 1.10:H 61 
If you're an employer in the recreation, parks, leisure or cul- 
tural services then there are some facts you should know 
about hiring the handicapped. — Washington : President's 
Committee on Employment of the Handicaped, [19777] 
[6] p. : ill. ; 23 cm. 
pbk. 
1. *Handicapped — Employment — United States. I. 
United States. President's Committee on Employment of the 
Handicapped. Il. Title: Hiring the handicapped. 


OCLC 3795254 





78-11803 
PrEx 1.10/8:D 63 
Affirmative action for disabled people : a pocket guide on sec- 
tions 503 and 504 of the Rehabilitation act of 1973 and the 
Victnam era veterans readjustment assistance act of 1974. — 
Washington : President’s Committee on Employment of the 
Handicapped, [19787] 

20210 

[12] p.; 23 x 10 cm. 

@ltem 766-C 

pbk. 

1. *Handicapped — Employment — United States. 2. 
*Affirmative action programs — United States. I. United 
States. President’s Committee on Employment of the Han- 
dicapped. 


OCLC 3768236 


MANAGEMENT AND BUDGET OFFICE 
Executive Office of the President 
Washington, DC 20503 


78-11804 
PrEx 2.2:P 43/v.1-3 
United States. Personnel Management Project. 
President's reorganization project : Personnel Management 
Project. — | Washington : The Project], 1977. 
20415 
3 v.: ill. ; 27 cm. 
December 1977. 
Contents: v.1. Final staff report.—v.2. Appendices to the 
final staff report.—v.3. Supplementary materials. 
@ltcm 854 
pbk. 
1. *Civil service — United States — Personnel management. 
2. *Personnel management — United States. I. Title. Il. 
Title: Personnel management project. 


OCLC 3697373 


CENTRAL INTELLIGENCE AGENCY 
Executive Office of the President 
Washington, DC 20505 


78-11805 
PrEx 3.11:CR 77-15208 
United States. Central Intelligence Agency. National Foreign 
Assessment Center. 

Directory of officials of the People’s Republic of China. — 
| Washington] Central Intelligence Agency, National 
Foreign Assessment Center, 1977. 

20505 

xi, 342 p. ; 27 cm. — (Reference aid CR ; CR77-15208) 

Supersedes A(CR)75-16. 

Available from DOCEX project, Library of Congress. 

“October 1977." 

@ltem 856-A-3 (microfiche ) 

pbk. 

1. *China — Registers. I. Title. 


OCLC 3780278 


Government Publications — June 1978 


COUNCIL ON ENVIRONMENTAL QUALITY 
Executive Office of the President 
Washington, DC 20006 


78-11806 
PrEx 14.1:977 
United States. Council on Environmental Quality. 

Environmental quality. [Washington] Executive Office of 
the President, Council on Environmental Quality; for sale by 
the Supt. of Docs, U.S. Govt. Print. Off. 

20402 

ill. 24 cm. 

$4.25 

Ist- 1970- 

“The ... annual report of the Council on Environmental 
Quality.” 

8th, 1977. 

@ltem 856-E-1 

S/N 041-011-00035-1 

ISSN 0095-2044 

1. Environmental protection — United States — Periodicals. 
2. Environmental policy — United States — Periodicals. 

Key Title: Environmental quality (Washington) I. Title. 
TD169.US3a 
301.31 
OCLC 1797988 


STATE DEPARTMENT 
Washington, DC 20520 


Background notes. Supt. of Docs. subscription $24.00 a year, 
$6.00 additional for foreign mailing; single copy $0.50 


78-11807 
S 1.123:Au 7/2/977 
Background notes. Australia. Washington, Dept. of State, Of- 
fice of Media Services, Bureau of Public Affairs; for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
map 27 cm. (Department of State publication ; 8149) 
$0.50 
Includes bibliography. 
1977. 
@ltem 862-B 
S/N 044-000-91185-0 
Main series: Department of State publication 
1. Australia. I. United States. Dept. of State. Office of 
Media Services. II. Series: United States. Dept. of State. De- 
partment of State publication ; 8149. 


OCLC 1390409 


78-11808 
S 1.123:B 14/977 
Background notes. Bahrain. Washington, Dept. of State, Office 
of Media Services, Bureau of Public Affairs; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 
20402 
map 27 cm. (Department of State publication ; 8013) 
$0.50 
Includes bibliography. 
1977. 
@ltem 862-B 
S/N 044-000-91 183-3 
Main series: Department of State publication 
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State Department 


United States. Dept. of State. Office of 
Il. Series: United States. Dept. of State. De- 


1. Bahrain. L. 
Media Scrvices. 


partment o¢ State publication ; 8013. 


OCLC 1390409 


78-11809 
S 1.123:M 57/977 
Background notes. Mexico. Washington, Dept. of State, Office 
of Media Services, Bureau of Public Affairs; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 
20402 
map 27 cm. (Department of State publication ; 7865) 
$0.50 
Includes bibliography. 
1977. 
@ltcm 862-B 
S/N 044-000-91181-7 
Main scrics: Department of State publication 
1. Mexico. I. United States. Dept. of State. Office of 
Media Services. Il. Series: United States. Dept. of State. De- 
partment of State publication ; 7865. 


OCLC 1390409 


78-11810 
S 1.123:P 19/2/977 
Background notes. Papua New Guinea. Washington, Dept. of 
State, Office of Media Services, Burcau of Public Affairs; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
map. 27 cm. (Department of State publication ; 8824) 
$0.50 
Includes bibliography. 
1977. 
@ltcm 862-B 
S/N 044-000-91184-1 
Main series: Department of State publication 
1. Papua New Guinea. I. United States. Dept. of State. 
Office of Media Services. Il. Series: United States. Dept. of 
State. Department of State publication ; 8824. 


OCLC 1390409 


78-11811 
S 1.123:P 75/977 
Background notes. Poland. Washington, Dept. of State, Office 
of Media Services, Bureau of Public Affairs; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 
20402 
map. 27 cm. (Department of State publication ; 8020) 
$0.50 
Includes bibliography. 
1977. 
@ltcm 862-B 
S/N 044-000-91 180-9 
Main scrics: Department of State publication 
1. Poland. I. United States. Dept. of State. Office of 
Media Services. Il. Scries: United States. Dept. of State. De- 
partment of State publication ; 8020. 


OCLC 1390409 
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78-11812 
S 1.123:T 61/977 
Background notes. Tonga. Washington, Dept. of State, Office 
of Media Services, Bureau of Public Affairs; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 
20402 
map 27 cm. (Department of State publication ; 8594) 
$0.50 
Includes bibliography. 
1977. 
@ltcm 862-B 
S/N 044-000-91 182-5 
Main scries: Department of State publication 
1. Tonga. I. United States. Dept. of State. Office of 
Media Services. II. Series: United States. Dept. of State. De- 
partment of State publication ; 8594. 


OCLC 1390409 


78-11813 
S 1.123:Un 34 k/977 
Background notes. United Kingdom. Washington, Dept. of 
State, Office of Media Services, Bureau of Public Affairs; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
map. 27 cm. (Department of State publication ; 8099) 
$0.50 
Includes bibliography. 
1977. 
@ltem 862-B 
S/N 044-000-91174-4 
Main series: Department of State publication 
1. United Kingdom. I. United States. Dept. of State. Of- 
fice of Media Services. II. Series: United States. Dept. of 
State. Department of State publication ; 8099. 


OCLC 1390409 


Treaties and other international series. Supt. of Docs. subscrip- 
tion $75.00 a year (approximately 150 issues), $18.75 addi- 
tional for foreign mailing; single copies vary in price. 


78-11814 
S 9.10:8674 
United States. Treaties, etc. Mexico, May 24, 1977. 

Trade in cotton, wool and man-made fiber textiles : agree- 
ment between the United States of America and Mexico 
amending the agreement of May 12, 1975, as amended, ef- 
fected by exchange of notes signed at Washington May 24, 
1977. — [Washington] : Dept. of State : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1977. 

20402 

[2], 4 p. ; 24 cm. — (Treaties and other international acts 
series ; 8674) 

English and Spanish. 

S/N 044-000-9 1527-8 

pbk. : $0.60 

1. *Textile industry — Law and legislation — United States. 
2. *Textile industry —Law and legislation — Mexico. I. 
United States. Dept. of State. Il. Title. Il. Series: United 
States. Dept. of State. Treaties and other international acts 
series ; 8674. 


OCLC 3735769 





78-11815 
S 9.10:8689 
United States. Treaties, etc. Cuba, April 27, 1977. 

Fisheries off the United States coasts : agreement between 
the United States of America and Cuba signed at Havana 
April 27, 1977, with agreed minutes. — [Washington] : Dept. 
of State. : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1978. 

20402 

[2], 46 p. ; 24 cm.— (Treaties and other international 
acts series ; 8689) 

English and Spanish. 

@ltcm 899 

S/N 044-000-91542-1 

pbk. : $1.50 

1. *Fishery law and _ legislation — United States. 2. 
*Fishery law and legislation — Cuba. I. United States. Dept. 
of State. Il. Title. Ill. Series: United States. Dept. of State. 
Treaties and other international acts series ; 8689. 


OCLC 3732278 


78-11816 
S 9.10:8690 
United States. Treaties, etc. Abu Dhabi, Jan. 18, 1976. 

Technical assistance in Customs improvement : agreement 
between the United States of America and Abu Dhabi signed 
at Abu Dhabi and Washington January 18 and April 26, 
1976. — [Washington] : Dept. of State : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1977. 

20402 

[2], 28 p. : ill. ; 24 cm.— (Treaties and other interna- 
tional acts series ; 8690) 

English and Arabic. 

@ltem 899 

S/N 044-000-9 1543-0 

pbk. : $1.20 

1. *Technical assistance, American— Abu Dhabi. 2. 
*Customs administration — United States — Officials and em- 
ployees. 3. *Customs administration — Abu Dhabi — Offi- 
cials and employees. I. United States. Dept. of State. II. 
Title. Ill. Series: United States. Dept. of State. Treaties and 
other international acts series ; 8690. 


OCLC 3735672 


78-11817 
S 9.10:8691 
United States. Treaties, etc. Venezuela, May 7, 1976. 
Educational cooperation : agreement between the United 
States of America and Venezucla signed at Caracas May 7, 
1976. — [Washington] : Dept. of State : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1977. 
20402 
{2], 4 p. : ill. ; 24 cm. — (Treaties and other international 
acts series ; 8691) 
English and Spanish. 
@litem 899 
S/N 044-000-9 1544-8 
pbk. : $0.60 
1. *Educational assistance, American — Venczucla. I. 
United States. Dept. of State. II. Title. III. Series: United 
States. Dept. of State. Treaties and other international acts 
series ; 8691. 


OCLC 3798966 
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78-11818 


S 9,10:8695 


United States. Treaties, etc. Switzerland, July 14, 1977. 


Air charter services : agreement between the United States 
of America and Switzerland effected by exchange of letters 
signed at Bern July 14 and 27, 1977. — [Washington] : Dept. 
of State : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1977. 

20402 

{2], 12 p. ; 24 cm.— (Treaties and other international 
acts series ; 8695) 

@ltem 899 

S/N 044-000-91548-1 

pbk. : $0.80 

1. *Air charter contracts — United States. 2. *Air charter 
contracts — Switzerland. I. United States. Dept. of State. 
Il. Title. Ill. Series: United States. Dept. of State. Treaties 
and other international acts series ; 8695. 


OCLC 3735728 


78-11819 


S 9,10:8697 


United States. Treaties, etc. Jordan, July 22, 1976. 


School construction : agreement between the United States 
of America and Jordan signed at Amman July 22, 1976. — 
[Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1977. 

20402 

[2], 27 p. ; 24 cm.— (Treaties and other international 
acts series ; 8697) 

@ltem 899 

S/N 044-000-91550-2 

pbk. : $1.20 

1. *School buildings — Law and legislation — Jordan. 2. 
*School buildings — Law and legislation — United States. I. 
United States. Dept. of State. II. Title. III. Series: United 
States. Dept. of State. Treaties and other international acts 
series ; 8697. 


OCLC 3735696 


78-11820 


S 9.10:8698 


United States. Treaties, etc. African Development Bank, June 


30, 1976. 

Regional onchocerciasis area satellite (LANDSAT) related 
study : agreement between the United States of America and 
the African Development Bank signed at Abidjan June 30, 
1976. — [Washington] : Dept. of State : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1978. 

20402 

(2], 8 p. ; 24 cm. — (Treaties and other international acts 
series ; 8698) 

@ltem 899 

S/N 044-000-91551-1 

pbk. : $0.70 

1. *Land use — Planning — United States. 2. *Land use 
— Planning — Africa. 3. *Onchocerciasis — Africa. 4. 
*Artificial satellites in telecommunication. 5. African 
Development Bank. I. United States. Dept. of State. Il. 
Title. Ill, Series: United States. Dept. of State. Treaties and 
other international acts series ; 8698. 


. 


OCLC 3780220 
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Smithsonian Institution 


SMITHSONIAN INSTITUTION 
Washington, DC 20560 


78-11821 


SI 1.27:257 
Smythe, Nicholas. 

The natural history of the Central American agouti 
(Dasyprocta punctata) / Nicholas Smythe. — Washington : 
Smithsonian Institution Press, 1978. 

iv, 52 p. : ill. 26 cm.— (Smithsonian contributions to 
zoology ; no. 257) 

Bibliography: p. 51-52. 

@ltem 910-D 

pbk. 

1. Central Amcrican agouti. 2. Mammals — Panama — 
Barro Colorado Island. 1. Smithsonian Institution. II. Title. 
Ill. Series: Smithsonian Institution. Smithsonian contributions 
to zoology ; no. 257. 

QL1.S54 no. 257 
[OL737.R644] 
591/.08 s 
[599/.3234] 
OCLC 3292656 


78-11822 


SI 1.27:259 
Manning, Raymond B , 1934- 

Synopses of the Indo-West-Pacific species of Lysiosquilla 
Dana, 1852 : (Crustacea: Stomatopoda: Lysiosquillidae) / 
Raymond B. Manning. — Washington : Smithsonian Institu- 
tion Press, 1977. 

iii, 16 p. : ill. ; 26 cm.— (Smithsonian contributions to 
zoology ; no. 259) 

Bibliography: p. 16. 

@ltcm 910-D 

pbk. 

1. Lysiosquilla. 2. Crustacea—Indian Ocean. 3. 
Crustacea — Pacific Ocean. I. Smithsonian Institution. II. 
Title. II. Series: Smithsonian Institution. Smithsonian con- 
tributions to zoology ; no. 259. 

QL1.S854 no. 259 
[{QL444.M375] 
591/.08 s 
[575/.382] 
OCLC 3203493 


78-11823 


SI 1.27:261 
Duckworth, W Donald. 

The type-material of Central and South American clearw- 
ing moths (Lepidoptera, Sesiidac) / W. Donald Duckworth 
and Thomas D. Eichlin. — Washington : Smithsonian Institu- 
tion Press, 1978. 

28 p. ; 27 cm. — (Smithsonian contributions to zoology ; 
no. 261) 

Bibliography: p. 27-28. 

@licm 910-D 

pbk. 

1. Clearwing moths — Classification. 2. Insects — Central 
America. 3. Insects — South America. I. Eichlin, Thomas 
D , 1938- joint author. II. Smithsonian Institution. III. 
Title, IV. Series: Smithsonian Institution. Smithsonian con- 
tributions to zoology ; no. 261. 

QL1.S54 no. 261 
[QLS61.S47] 
591/.08 s 
[595.7/81] 
OCLC 3345256 
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INTERNAL REVENUE SERVICE 
Treasury Dept. 
Washington, DC 20224 


78-11824 
T 22.19/2:R 31/2/978 
United States. Internal Revenue Service. 

Comprehensive tax guide to U.S. civil service retirement 
bencfits. — Rev. Jan. 1978. — [Washington] : Department of 
the Treasury, Internal Revenue Service : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1978. 

20402 

80 p. : ill. ; 27 cm. — (Publication - Internal Revenue Ser- 
vice ; 721) 

@ltcem 956-A 

S/N 048-004-01495-5 

pbk. : $2.30 

1. *Civil service pensions — Taxation — United States. I. 
Title. 


OCLC 3792816 


78-11825 
T 22.25:977-1 
United States. Internal Revenue Service. 

Internal revenue cumulative bulletin. Washington, Treasury 
Dept., Internal Revenue Service; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

Semiannual with an occasional extra volume. 

$10.75 

1969- 

Spine title: Cumulative bulletin 

Revenue rulings 77-1 to 77-224 and Revenue procedures 
77-1 to 77-21. 

Jan.-June 1977. 

Consolidates items of a permanent nature published in In- 
ternal revenue bulletin, ISSN 0020-5761. 

@itcm 960 

S/N 048-004-01488-2 

ISSN 0364-0620 

Has supplement: United States. Internal Revenue Service. 
Bulletin index-digest system 

Continues: Internal revenue bulletin, cumulative bulletin 
1922-1968 ISSN 0145-6040 

1. Tax administration and procedure — United States — 
Periodicals. 2. Taxation — United States — Law — Periodi- 
cals. I. Title. 


OCLC 2779188 


78-11826 
T 22.44/2:531/9 
United States. Internal Revenue Service. 

Reporting your tips for Federal tax purposes. — 1978 ed. 
[rev. Oct. 1977] — [Washington] : Dept. of the Treasury, In- 
ternal Revenue Service : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1977. 

4 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
531) 

REPLACES CARDS PREVIOUSLY ISSUED UNDER 
SAME CLASS. 

@ltcm 964-B 

S/N 048-004-01437-8 

pbk. : $0.50 





1. Tipping — United States. 2. Restaurants, lunch rooms, 
etc. — Employees — Taxation — United States. I. Title. 


OCLC 3792718 


78-11827 
T 22.44/2:572/8 
United States. Internal Revenue Service. 

Tax information on investment credit. — 1978 ed. [rev. 
Oct. 1977] — [Washington] : Dept. of the Treasury, Internal 
Revenue Service : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1977. 

20402 

12 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
572) 

1978 edition [rev. Oct. 1977], S/N 048-004-01468-8, has 
class T 22.44/2:572/10 in PRF. 

S/N 048-004-01468-8 

pbk. : $0.50 

1. *Property tax credit — United States. 2. *Investment 
tax credit — United States. I. Title. 


OCLC 3100448 


78-11828 
T 22.44/2:587/3 
United States. Internal Revenue Service. 

Business use of your home. — 1978 ed. [rev. Oct. 1977] — 
[Washington] : Dept. of the Treasury, Internal Revenue Ser- 
vice ; for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1977. 

20402 

8 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
587) 

1978 edition [rev. Oct. 1977], S/N 048-004-01476-9, has 
class T 22.44/2:587/4 in PRF. 

@ltem 964-B 

S/N 048-004-01476-9 

pbk. : $0.50 

1. *Small business — Taxation. 2. *Cottage industries — 
Taxation — United States. I. Title. 


OCLC 3792771 


78-11829 
T 22.44/2:901 
United States. Internal Revenue Service. 
Tax treaties between the United States and other countries. 
— 1978 ed. [rev. Oct. 1977] — [Washington] : Dept. of the 
Treasury, Internal Revenue Service : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1977. 
20402 
12 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
901) 
Chiefly tables. 
@licm 964-B 
S/N 048-004-01484-0 
pbk. : $0.50 
1. *Taxation, Double — Treaties. 2. *Taxation, Exemp- 
tion from — United States. I. Title. 


OCLC 3792739 


Government Publications — June 1978 


78-11830 


T 22.44/3:978 


United States. Internal Revenue Service. 


Catalog and quick index to taxpayer information publica- 
tions. — 1978 edition. — [Washington] : Dept. of the Treasu- 
ry, Internal Revenue Service : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978. 

14 p.: ill. ; 27 cm. — (Publication - Internal Revenue Ser- 
vice ; 900) 

Includes indexes. 

@ltem 964-B 

S/N 048-004-01493-9 

pbk. : $0.60 

1. *Taxation — United States — Bibliography. I. Title. 


OCLC 3792329 


GOVERNMENT FINANCIAL OPERATIONS 
BUREAU 
Treasury Dept. 
Washington, DC 20226 


78-11831 


T 63.113:977 


United States. Treasury Dept. Bureau of Government Financial 


Operations. 

Combined statement of receipts, expenditures and balances 
of the United States government. Washington, Treasury 
Dept., Fiscal Service, Bureau of Government Financial 
Operations; for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

29 cm. (Department of the Treasury document ; no. 3272) 

$7.00 

1974- 

Report covers fiscal year 1977. 

Annual. 

Report year ends June 30. 

@ltem 928 

S/N 048-008-00012-7 

ISSN 0098-9096 

Main series: United States. Treasury Dept. Document 

Continues: United States. Treasury Dept. Bureau of Ac- 
counts. Combined statement of receipts, expenditures and 
balances of the United States government 19 -1973 

1. Finance, Public — United States — Statistics — Periodi- 
cals. I. Title. Il. Series: United States. Treasury Dept. 
Document ; no. 3272. 

HJ10.A6 
353.007/2 
OCLC 2241331 


INTERNATIONAL TRADE COMMISSION 
Washington, DC 20436 


78-11832 


TC 1.33:975 
TC 1.33:976 


Synthetic organic chemicals. United States production and 


sales. Washington, United States International Trade Com- 
mission; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. (USITC publication ; 804) (USITC publication ; 
833) 

$3.10 (1975) $5.25 (1976) 

Continues: Synthetic organic chemicals. United States 
production and sales, ISSN 0082-1144, issued by: United 
States. Tariff Commission. 
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International Trade Commission 


1975; 1976. 

Annual. 

@ltcm 982-A 

S/N 049-000-00044-8 (1975) 0 049-000-00046-4 (1976) 

Main series: United States. International Trade Commis- 
sion. USITC publication 

1. Dye industry — United States — Statistics — Periodicals. 
2. Coal-tar industry — United States — Statistics — Periodi- 
cals. 3. Synthetic products — Statistics — Periodicals. I. 
United States. International Trade Commission. Il. Series: 
United States. International Trade Commission. USITC publi- 
cation ; 804. Ill. Series: United States. International Trade 
Commission. USITC publication ; 833. 
HD9999.D9U5 
338.4/7/6618050973 
OCLC 2242455 


TRANSPORTATION DEPARTMENT 
Washington, DC 20590 


78-11833 
TD 1.2:Ur 1/15 
Public Technology, inc. 

Transportation for clderly and handicapped persons / 
prepared by Public Technology, Inc., Secretariat to the 
Urban Consortium for Technology Initiatives. — Washington 
: Dept. of Transportation, 1976. 

iv, [1], 27 p. : ill. ; 27 cm. 

On cover: Information bulletin of the Transportation Task 
Force of the Urban Consortium for Technology Initiatives. 

Issued Oct. 1976. 

pbk. 
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Submitted in accordance with Section 503 of the Railroad 
Revitalization and Regulatory Reform Act of 1976. 

“August 3, 1976.” 

S/N 050-005-00016-0 

pbk. : $1.15 

i. *Railroads — United 
*Railroads and state — United States. 


for sale by the Supt. of Docs., U.S. Govt. Print. 


States — Consolidation. 2. 
I. Title. 


OCLC 2502388 


78-11868 
TD 3.8:P 69/v.1 
United States. Federal Railroad Administration. 
Rail planning manual. — Washington : Dept. of Transporta- 
tion, Federal Railroad Administration, [1976- ] 
20590 
v. : ill. ; 28 cm. 
Contents: v. 1. Guide for decision-makers. 
pbk. 
1. *Railroads and state — United States. 2. 
*Transportation planning — United States. I. Title. 


OCLC 3776899 


78-11869 
TD 3.8/2:1390.1 
United States. Federal Railroad Administration. 

Work measurement manual. — Reprint, Apr. 12, 1977. — 
Washington : Dept. of Transportation, Federal Railroad Ad- 
ministration, 1977. 

20590 

ca. 400 leaves ; 27 cm. — (FRA ; 1390.1) 

Includes current pages from Changes 1-4. 

pbk. 
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Federal Railroad Administration — Transportation Dept. 


1. *Work measurement. 2. United States. Federal Rail- 
road Administration. I. Title. 


OCLC 3774541 


78-11870 
TD 3.15:74-4 
Pan-Technology Consulting Corporation. 

Improved passenger service for three corridors / Pan- 
Technology Consulting Corporation, Inc. — Washington 
Dept. of Transportation, Federal Railroad Administration, 
Office of Research, Development, and Demonstrations ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1973. 

22161 

50 p. : ill. ; 28 cm. — (Report - Federal Railroad Adminis- 
tration ; no. FRA-ORD&D-74-4) 

Prepared under contract DOT-FR-20080. 

Final report, April 1973. 

pbk. 

1. *Railroads— United States — Passenger traffic. I. 
United States. Federal Railroad Administration. Office of 
Research, Development, and Demonstrations. II. Title. Il. 
Scrics: United States. Federal Railroad Administration. Re- 
port ; no. FRA-ORD&D-74-4. 


OCLC 0825018 


78-11871 
TD 3.15:74-7/v.1 
Meisenholdcr, Stephen G 

Suspended vehicle systems (SVS) / Stephen G. Mceisen- 
holder, Norman F. McGinnis, Herbert R. Graham. — 
Washington : Dept. of Transportation, Federal Railroad Ad- 
ministration, Office of Research, Development, and Demon- 
strations ; Springficld, Va. : for sale by the National Techni- 
cal Information Service, 1974- 

22161 

v.: ill. ; 28 em. — (Report - Federal Railroad Administra- 
tion ; no. FRA-ORD&D-74-7) 

Prepared by TRW, Inc., Transportation & Environmental 
Opcrations, under contract DOT-FR-30004. 

Final report; April 1974. 

Includes bibliographical references. 

Contents: v. 1. System enginecring studics. 

pbk. 

1. *Monorail railroads. 2. *Electric railroads. 1. McGin- 
nis, Norman F , joint author. II. Graham, Herbert R , joint 
author. Ill. United States. Federal Railroad Administration. 
Office of Research, Development, and Demonstrations. IV. 
Title. V. Series: United States. Federal Railroad Administra- 
tion. Report ; no. FRA-ORD&D-74-7. 


OCLC 1228085 


78-11872 
TD 3.15:75-21 A 
TD 3.15:75-21 B 
Ford Motor Company. Scientific Research Staff. 

Conceptual design and analysis of the tracked magnetically 
levitated vehicle technology program (TMLYV) : repulsion 
scheme. — Washington : Dept. of Transportation, Federal 
Railroad Administration, Office of Research and Develop- 
ment and Demonstrations ; Springficld, Va. : for sale by the 
National Technical Information Service, 1975- 

22161 

v.: ill. ; 28 cm. — (Report - Federal Railroad Administra- 
tion ; no. FRA-ORD&D-75-21A) (Report - Federal Railroad 
Administration ; no. FRA-ORD&D-75-21B) 
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Contract no. DOT-FR-40024(Task 1). 

Final report; February 1975. 

Contents: v. 2. Appendices A-F.— v. 3. Appendix G, 5 
DOF computer program. 

pbk. 

1. *High speed ground transportation. 2. Magnetic 
suspension. 3. Superconducting magnets. I. United States. 
Federal Railroad Administration. Office of Research and 
Development, and Demonstrations. Il. Title. Ill. Title: 
Tracked magnetically levitated vehicle technology program 
(TMLV) IV. Series: United States. Federal Railroad Ad- 
ministration. Report ; no. FRA-ORD&D-75-21A._ V. Series: 
United States. Federal Railroad Administration. Report ; no. 
FRA-ORD&D-75-21BA. 


OCLC 1972364 


78-11873 


TD 3.15:75-22.4 


Bronowicki, Allen 


Dynalist II : a computer program for stability and dynamic 
response analysis of rail vchicle systems / Allen Bronowicki, 
T.K. Hasslman. — Washington : Dept. of Transportation, 
Federal Railroad Administration, [Office of] Research and 
Development ; Springficld, Va. : for sale by the National 
Technical Information Service, 1976- 

22161 

v. : ill, ; 28 cm. — (Report - Federal Railroad Administra- 
tion ; no. FRA-OR&D-75-22) 

Prepared by J.H. Wiggins Co., under contract DOT-TSC- 
990. 

Final report: July 1976. 

Includes bibliographical references. 

Contents: v. 4. Revised user’s manual. 

pbk. 

1. *Railroads — Cars — Dynamics. I. Hasselman, T K , 
joint author. II. United States. Federal Railroad Administra- 
tion. Office of Research and Development. Ill. Title. IV. 
Series: United States. Federal Railroad Administration. Re- 
port ; no. FRA-OR&D-75-22. 


OCLC 1654770 


78-11874 


TD 3.15:76-133 


Southern Pacific Transportation Company. Technical Research 


and Development Group. 

Freight car truck design optimization : survey and appraisal 
of type Il trucks / Southern Pacific Transportation Company, 
Technical Research and Development Group. — Washington 
: Dept. of Transportation, Federal Railroad Administration, 
Office of Research and Development ; Springficld, Va. : for 
sale by the National Technical Information Service, 1978- 

22161 

133 p. in various pagings : ill. ; 28 cm.— (Report - 
Federal Railroad Administration ; no. FRA/OR&D-76/133) 

Prepared under contract DOT-FR-40023. 

Interim report; December 1975. 

pbk. 

1. *Car trucks (Railroads) 1. United States. Federal Rail- 
road Administration. Office of Research and Development. 
Il. Title. Ul. Series: United States. Federal Railroad Ad- 
ministration. Report ; no. FRA-OR&D-76-133 


OCLC 3773926 





Government Publications — June 1978 


78-11875 78-11878 


TD 3.15:76-246 TD 3.15:76/274 


Tong, Pin. Cunney, EG 


Mechanics of train collision / Pin Tong. — Washington : 
Dept. of Transportation, Federal Railroad Administration, 
Office of Research and Development ; Springfield, Va. : for 
sale by the National Technical Information Service, 1976. 

22161 

viii, 66 p. : ill. ; 28 cm. — (Report - Federal Railroad Ad- 
ministration ; no. FRA-OR&D-76-246) 

Prepared by Transportation Systems Center. 

Final report; April 1976. 

Includes bibliographical references. 

pbk. 

1. *Railroads — Accidents — Mathematical models. I. 
United States. Federal Railroad Administration. Office of 
Research and Development. II. Title. Hl. Series: United 
States. Federal Railroad Administration. Report ; no. FRA- 
OR&D-76-246. 


OCLC 2552818 


78-11876 


TD 3.15:76-252 


Dean, F E 


LTV/SIG Metroliner truck test / F. E. Dean, A. W. John- 
ston, N. H. Sandlin. — Washington : Dept. of Transportation, 
Federal Railroad Administration, Office of Research and 
Development ; Springficld, Va. : for sale by the National 
Technical Information Service, 1975- 

22161 

v.: ill. ; 28 cm. — (Report - Federal Railroad Administra- 
tion ; no. FRA-OR&D-76-252) 

Prepared by Vought Corp., Systems Division, under con- 
tract no. MOD 3 DOT-FR-20049. 

Test report; August 1975. 

Includes bibliographical references. 

Contents: v. 2. Suspension parameter variation test report. 

pbk. 

1. *Car trucks (Railroads) I. Johnston, A W , joint 
author. II. Sandlin, N H , joint author. III. United States. 
Federal Railroad Administration. Office of Research and 
Development. IV. Title. V. Series: United States. Federal 
Railroad Administration. Report ; no. FRA-OR&D-76-252. 


The effects of accelerated ballast consolidation / E. G. 
Cunney, J. T. May, H. N. Jones. — Washington : Dept. of 
Transportation, Federal Railroad Administration, Office of 
Research and Development ; Springfield, Va. : for sale by the 
National Technical Information Service, 1977. 

22161 

184 p. in various pagings : ill. ; 28 cm.— (Report - 
Federal Railroad Administration ; no. FRA/ORD-76/274) 

Prepared by ENSCO, Inc. Southern Railway Co., and 
Chessie System, under contract DOT-FR-54174. 

““March 1977.” 

Includes bibliographical references. 

pbk. 

1. *Railroads — Track. 2. *Ballast (Railroads). I. May, J 
T , joint author. Il. Jones, H N joint author. III. United 
States. Federal Railroad Administration. Office of Research 
and Development. IV. Title. V. Series: United States. 
Federal Railroad Administration. Report; no. FRA/ORD- 
76/274. 


OCLC 3404332 


78-11879 


TD 3.15:77/22 


Devoe, DB 


Maintaining alertness in railroad locomotive crews / D. B. 
Devoe, C. N. Abernethy. — Washington : Dept. of Transpor- 
tation, Federal Railroad Administration, Office of Research 
and Development ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977. 

22161 

xii, 56 p. : ill. ; 27 cm. — (Report - Federal Railroad Ad- 
ministration ; no. FRA/ORD-77/22) 

Prepared by Transportation Systems Center. 

Final report; March 1977. 

Bibliography: p. 55-56. 

pbk. 

1. *Locomotive engineers. 2. *Attention. I. Abernethy, 
CN , joint author. II. United States. Federal Railroad Ad- 
ministration. Office of Research and Development. _ III. 


OCLC 2864677 Title. IV. Series: United States. Dept. of Transportation. 

; no. F -7 A 

78-11877 Report ; no. FRA/ORD-77/22 
TD 3.15:76-254 
Gunn, Wade W OCLC 3416534 
DOT test train program system instrumentation manual / 
Wade W. Gunn. — 7th ed. — Washington : Dept. of Trans- 
portation, Federal Railroad Administration, Office of 


78-11880 
TD 3.15:77/75 
Prause, Robert H 


Research and Development ; Springfield, Va. : for sale by the 
National Technical Information Service, 1976. 

22161 

x, 139 p. : ill. ; 28 cm. — (Report - Federal Railroad Ad- 
ministration ; no. FRA-OR&D-76-254) 

Prepared by ENSCO, Inc., under contract DOT-FR-20032. 

“August 1976." 

pbk. 

1. *Railroads — Track — Alignment — Measurement. 2. 
*Railroads — Track-inspection cars. I. United — States. 
Federal Railroad Administration. Office of Research and 
Development. Il. Title. Il. Series: United States. Federal 
Railroad Administration. Report ; no. FRA-OR&D-76-254. 


OCLC 2513807 


Parametric study of track response / Robert H. Prausc, 
James C. Kennedy. — Washington : Dept. of Transportation, 
Federal Railroad Administration, Office of Research and 
Development ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977. 

22161 

ix, 109 p. : ill. ; 28 cm. — (Report - Federal Railroad Ad- 
ministration ; no. FRA/ORD-77/75) 

Prepared by Battelle-Columbus Laboratories, under con- 
tract DOT-TSC-1044-1. 

Interim report; December 1977. 

Includes bibliographical references. 

@ltem 701-C 

pbk. 
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Federal Railroad Administration — Transportation Dept. 


Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem 431-C-13 

S/N 050-007-00422-2 

1. Acronautics — Laws and regulations — United States. 
2. Airplanes — Registration and transfer — United States. I. 
OCLC 3773843 Title. 


78-11881 


1. *Railroads — Track. I. Kennedy, James C , joint 
author. Il. United States. Federal Railroad Administration. 
Office of Research and Development. Ill. Title. IV. Series: 
United States. Federal Railroad Administration. Report ; no. 
FRA/ORD-77/75. 


OCLC 3803027 
78-11884 


TD 3.15:78/12.11 
Southern Pacific Transportation Company. Technical Research 


and Development Group. 

Freight car truck design optimization. — Washington 
Dept. of Transportation, Federal Railroad Administration, 
Office of Research and Development ; Springficld, Va. : for 
sale by the National Technical Information Service, 1978- 

22161 

v. ill. ; 28 cm. — (Report - Federal Railroad Administra- 
tion ; no. FRA/ORD-78/12) 

Prepared under contract DOT-TSC-40023. 

Final report; February 1978. 

Contents: v. 2. Phase I final report. 

@ltcm 701-C 

pbk. 

1. *Car trucks (Railroads). 1. United States. Federal Rail- 
road Administration. Office of Research and Development. 
ll. Tithe. Ul. Series: United States. Federal Railroad Ad- 
ministration. Report ; no. FRA/ORD-78/12. 


OCLC 3773893 


78-11882 


TD 3.15/5:77-13 
McCabe, Douglas M 

The crew size dispute in the railroad industry / Douglas M. 
McCabac. — Washington : Dept. of Transportation, Federal 
Railroad Administration, 1977. 

20590 

xv, 693 p. ; 28 cm. — (Report - Federal Railroad Adminis- 
tration ; no. FRA-OPPD-77-13) 

Prepared by New York State School of Industrial and 
Labor Relations. 

““May 30, 1977." 

Bibliography: p. 641-693. 

@ltem 701-C-1 

pbk. 

1. *Railroads — United States — Full crew rules. 1. United 
States. Federal Railroad Administration. II. Title. Ill. Se- 
ries: United States. Federal Railroad Administration. Report - 
Railroad Administration ; no. FRA-OPPD-77-13. 


OCLC 3774641 


FEDERAL AVIATION ADMINISTRATION 
Transportation Dept. 
Washington, DC 20591 


78-11883 


TD 4.6:47/2/ch.2 


United States. Federal Aviation Administration. 


Federal aviation regulations. Part 47. Aircraft registration. 
Washington, Dept. of Transportation, Federal Aviation Ad- 
ministration, for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

26 cm. 

$0.80 

Loose-leaf for updating. 

Change 2, eff. Jan. 30, 1978. 
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TD 4.6:49 


United States. Federal Aviation Administration. 


Fedcral aviation regulations. Part 49. Recording of aircraft 
titles and security documents. Washington, Dept. of Trans- 
portation, Federal Aviation Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$0.50 

Loose-lcaf for updating. 

May 1974, basic manual 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

S/N 050-007-00232-7 

1. Acronautics — Laws and regulations — United States. 
2. Airplanes — Registration and transfer — United States. I. 
Title. 


OCLC 3802960 


78-11885 


TD 4.6:65/2/ch.1 


United States. Federal Aviation Administration. 


Federal aviation regulations. Part 65. Certification, airmen 
other than flight crewmembers. Washington, Dept. of Trans- 
portation, Federal Aviation Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$0.80 

Loose-leaf for updating. 

Change |, eff. Oct. 17, 1977. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltcm 431-C-13 

S/N 050-007-00399-4 

1. Acronautics — Laws and regulations — United States. 
2. Flight crews — Legal status, laws, etc. — United States. I. 
Title. 


OCLC 3802982 


78-11886 


TD 4.6:73/2/ch.2 


United States. Federal Aviation Administration. 


Federal aviation regulations. Part 73. Special use airspace. 
Washington, Dept. of Transportation, Federal Aviation Ad- 
ministration; for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

26 cm. 

$0.70 

Loose-leaf for updating. 

Change 2, eff. Dec. 11, 1977. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@licm 431-C-13 

S/N 050-007-00402-8 





1. Acronautics — Laws and regulations — United States. 
2. Airspace (Law) — United States. I. Title. 


OCLC 3802932 


78-11887 
TD 4.6:137/2/ch.2 
United States. Federal Aviation Administration. 

Federal aviation regulations. Part 137. Agricultural aircraft 
operations. Washington, Dept. of Transportation, Federal 
Aviation Administration; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off. 

20402 

26 cm. 

$0.40 

Loose-leaf for updating. 

Change 2, eff. Sept. 20, 1976. 

Updated by continuing supplementary matcrial and cumu- 
lated irregularly. 

S/N 050-007-00337-4 

1. Acronautics — Laws and regulations — United States. 
2. Acronautics in agriculture — United States. I. Title. 


OCLC 3803007 
78-11888 


TD 4.8:N 22/2 
United States. Federal Aviation Administration. 

Approval of arca navigation systems for use in the U.S. na- 
tional airspace system. — [Washington] : Dept. of Transpor- 
tation, Federal Aviation Administration, 1975. 

20590 

80 p. in various pagings : ill. ; 27 cm. — (AC ; 90-45A) 


Issued Feb. 21, 1975. 
pbk. 
1. *Navigation (Acronautics) I. Title. 


OCLC 3745300 


78-11889 
TD 4.8:P 28/3 
United States. Federal Aviation Administration. 

Use of nondestructive testing devices in the evaluation of 
airport pavements. — [Washington] : Dept. of Transporta- 
tion, Federal Aviation Administration, 1976. 

20590 

i, 27, | p.: ill. ; 27 em. — (AC; 150/5370-11) 

“June 4, 1976." 

Includes bibliographical references. 

pbk. 

1. *Pavements — Testing. 2. 
Title. 


*Airports — Runways. I. 


OCLC 3745324 


78-11890 
TD 4.8/5:00-53 
United States. Federal Aviation Administration. 
FAA computer software quality program. — [Washington] 
: Dept. of Transportation, Federal Aviation Administration, 
1978. 
20590 
2 p.; 27 em. — (AC ; 00-53) 
1/18/78." 
@ltem 431-A-27 
pbk. 


Government Publications — June 1978 


1. *Programming (Electronic computers) 2. United 
States. Federal Aviation Administration — Data processing. 
I. Title. 


OCLC 3745389 


78-11891 
TD 4.8/5:61-8 D 
United States. Federal Aviation Administration. 

Instrument rating written test guide.—Rev. 1977. — 
| Washington] Dept. of Transportation, Federal Aviation 
Administration : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1977. 

20402 

12, 200 p. : ill. ; 27 cm. — (AC ; 61-8 D) 

@ltcm 431-A-27 

S/N 050-007-004 10-9 

pbk. : $3.75 

1. *Instrument flying. I. Title. 


OCLC 3745436 


78-11892 
TD 4.8/5:61-18 E 
United States. Flight Standards Service. 

Airline transport pilot (airplane) written test guide. — Rev. 
1977. — [Washington] Dept. of Transportation, Federal 
Aviation Administration, Flight Standards Service : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1977. 

20402 

iii, 9, 135 p.: ill. ; 27 cm. — (AC; 61-18E) 

@ltem 431-A-27 

S/N 050-007-004 16-8 

pbk. : $3.25 

1. *Airplanes — Piloting. 


2. *Transport planes. I. Title. 


OCLC 3745445 


78-11893 
TD 4.8/5:91-37 A 

United States. Federal Aviation Administration. 

Truth in leasing. — [Washington] : Dept. of Transporta- 

tion, Federal Aviation Administration, 1978. 

20590 

7 p. ; 27 cm. — (AC ; 91-37 A) 

1/16/78." 

@ltem 431-A-27 

pbk. 

1. *Acronautics, Commercial — Chartering. 2. 
I. Title. 


*Lease 
and rental services. 


OCLC 3745399 


78-11894 
TD 4.8/5:91-42 A 
United States. Federal Aviation Administration. 
Hazards of rotating propeller and helicopter rotor blades. 
— [Washington] : Dept. of Transportation, Federal Aviation 
Administration, 1976. 
20590 
4 p. ; 27 cm. — (AC ; 91-42 A) 
10/19/76." 
pbk. 
1. *Rotors 
*Propellers, Acrial — Safety measures. 


(Helicopters ) — Safety measures. 


I. Title. 


OCLC 3745409 
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Federal Aviation Administration — Transportation Dept. 


78-11895 
TD 4.8/5:120-33 
United States. Federal Aviation Administration. 

Operational approval of airborne long-range navigation 
systems for flight within the North Atlantic minimum naviga- 
tion performance specifications airspace. — [Washington] : 
Dept. of Transportation, Federal Aviation Administration, 
1977. 

20590 

6,6 p.: ill. ; 27 cm. — (AC ; 120-33) 

“6/24/77.” 

pbk. 

1. *Navigation (Acronautics) I. Title. 


OCLC 3745422 


78-11896 
TD 4.8/5:150/5320-14 
United States. Federal Aviation Administration. 
Airport landscaping control 
| Washington] : Dept. of Transportation, Federal Aviation 
Administration, 1978. 
20590 
12, 2,2 p.: ill. ; 27 cm. — (AC ; 150/5320-14) 
“January 31, 1978." 
Includes bibliographical references. 
@ltcm 431-A-27 
pbk 
1. *Airport noise. 


for noise purposes. — 


2. *Airports — Noise control. IL. Title. 


OCLC 3745352 


78-11897 
TD 4.8/5:150/5340-19 
United States. Federal Aviation Administration. 
Taxiway centerline lighting system. — [Washington] : Dept. 
of Transportation, Federal Aviation Administration, 1968. 
20590 
46 p. in various pagings : ill. ; 27 em. — (AC ; 150/5340- 
19) 
“November 14, 1968." 
Includes bibliographical references. 
@ltem 431-A-27 
pbk. 
1. *Airports — Lighting. I. Title. 


OCLC 3745371 


78-11898 
TD 4.8/5:150/5340-21 

United States. Federal Aviation Administration. 
Airport misccllancous lighting visual aids. — | Washington] 
Dept. of Transportation, Federal Aviation Administration, 

1971 

20590 
36, 3, 1S p.: ill. ; 
“25 Mar 1971.” 
Includes bibliographical references. 
@ltem 431-A-27 
pbk. 


27 em. — (AC ; 150/5340-21) 


1. Airports — Lighting. 2. *Landing aids (Acronautics) 


1. Title. 
OCLC 0738571 
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78-11899 
TD 4.50:978 
United States. Federal Aviation Administration. 

Fiscal year budget estimates - Federal Aviation Administra- 
tion. [Washington] Dept. of Transportation, Federal Aviation 
Administration. 

800 Independence Ave. SW., 20591 

27 cm. 

Fiscal year 1978, submission to Dept. of Transportation; 
fiscal year 1978, vols. 1-2, submission to Congress; fiscal year 
1979, submission to Office of Management and Budgct. 

1. United States. Federal Aviation Administration — Ap- 
propriations and expenditures. I. Title. 


OCLC 3762111 


78-11900 

TD 4.50:978-2/v.1 

TD 4.50:978-2/v.2 
United States. Federal Aviation Administration. 

Fiscal year budget estimates - Federal Aviation Administra- 
tion. [Washington] Dept. of Transportation, Federal Aviation 
Administration. 

800 Independence Ave. SW., 20591 

27 cm. 

Fiscal year 1978, submission to Dept. of Transportation; 
fiscal year 1978, vols. 1-2, submission to Congress; fiscal year 
1979, submission to Office of Management and Budget. 

1. United States. Federal Aviation Administration — Ap- 
propriations and expenditures. I. Title. 


OCLC 3762111 


78-11901 
TD 4.50:979 
United States. Federal Aviation Administration. 

Fiscal year budget estimates - Federal Aviation Administra- 
tion. [Washington] Dept. of Transportation, Federal Aviation 
Administration. 

800 Independence Ave. SW., 20591 

27 cm. 

Fiscal year 1978, submission to Dept. of Transportation; 
fiscal year 1978, vols. 1-2, submission to Congress; fiscal year 
1979, submission to Office of Management and Budget. 

1. United States. Federal Aviation Administration — Ap- 
propriations and expenditures. I. Title. 


OCLC 3762111 


FLIGHT STANDARDS SERVICE 
Transportation Dept. 
Washington, DC 20553 


TD 4.408:In 3 
TD 4.408:In 3/976-2 
United States. Federal Aviation Administration. 

Flight standards information manual. [Washington] Dept. 
of Transportation, Federal Aviation Administration. 

800 Independence Ave. SW, 20591 

ill. 21 x 27 cm. 

“RIS: FS 1800-1" 

Reports issued end of 2nd quarter 1976 (Feb. 1976); and 
end of fiscal year 1976 (Aug. 1976). 

Semiannual. 

ISSN 0565-4866 





1. Aeronautics — United States — Statistics — Periodicals. 
1. Title. 
TL521.U63d 
629.13/00973 
OCLC 1799415 


SYSTEMS RESEARCH AND DEVELOPMENT 
SERVICE 


Transportation Dept. 
Washington, DC 20553 


78-11903 
TD 4.509:75-124/v.1 
Ellis, William W 

Forecast of landside airport access traffic at major U.S. air- 
ports to 1990 / William W. Ellis, Naomi C. Booker, Irene S. 
Feldstein. — Washington : Dept. of Transportation, Federal 
Aviation Administration, Systems Research and Development 
Service ; Springficld, Va. : for sale by the National Technical 
Information Service, 1976- 

22161 

v. ; 28 cm. — (Report - Federal Aviation Administration, 
Systems Research and Development Service ; FAA-RD-75- 
124) 

Final report; February 1976. 

Prepared by Verve Research Corp., under contract DOT- 
FA74WAI-449. 

Contents: V.1. The Forcasts. 

pbk. 

1. *Access to airports. 2. *Airports — United States. I. 
Booker, Naomi C , joint author. II. Feldstein, Irene §S , joint 
author. III. United States. Federal Aviation Administration. 
Systems Research and Development Service. IV. Title. V. 
Series: United States. Federal Aviation Administration. 
Systems Research and Development Service. Report ; FAA- 
RD-75-124. 


OCLC 3762753 


78-11904 
TD 4.509:75-127 
Ellis, William W 

Measurement of the trailing vortex systems of large trans- 
port aircraft, using tower fly-by and flow visulization 
(summarly, comparison and application) / Leo J. Gardoz, 
David M. Lawrence, Nelson J. Miller. — Washington : Dept. 
of Transportation, Federal Aviation Administration, Systems 
Research and Development Service ; Springficld, Va. : for 
sale by the National Technical Information Service, 1976. 

22161 

160 p. in various pagings : ill. ; 28 cm.— (Report - 
Federal Aviation Administration, Systems Research and 
Development Service ; FAA-RD-75-127) 

Final report; January 1976. 
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12) 
At head of title: Department of Veterans Benefits manual. 
“RS&W.” 
Contents: pt. 3. National service life insurance, 1977 regu- 
lar dividend schedules, January 1, 1977. 
@ltcm 987 
pbk. 
1. *Insurance, Government life. I. Title. Il. Series: 
United States. Veterans Administration. Manual - Veterans 
Administration ; M29-12. 


OCLC 3802570 


78-11937 
VA 1.19:20-72-2/2/ch.3 
United States. Veterans Administration. 

Summary of benefits for veterans with military service be- 
fore February 1, 1955, and their dependents. — Rev. May 
1975. — Washington : Veterans Administration, 1975- 

20420 

v.; 22 cm. — (VA pamphlet ; 20-72-2) 

Contents: Change 3, January 1977. 

@ltcm 988 

pbk. 

1. *Pensions, Military — United States. 2. *Veterans — 
Loans — United States. 3. *Veterans — Medical care — 
United States. I. Title. 


OCLC 3453524 


78-11938 
VA 1.19:20-72-2/2/ch.4 
United States. Veterans Administration. 

Summary of benefits for veterans with military service be- 
fore February 1, 1955, and their dependents. — Rev. May 
1975. — Washington : Veterans Administration, 1975- 

20420 

v.; 22 cm. — (VA pamphlet ; 20-72-2) 

Contents: Change 4, January 1978. 

@licem 988 

pbk. 

1. *Pensions, Military — United States. 2. *Veterans — 
Loans — United States. 3. *Veterans — Medical care — 
United States. I. Title. 


OCLC 3453524 


Government Publications — June 1978 


78-11939 
VA 1.19:22-76-1/2 
United States. Veterans Administration. 
Vocational rehabilitation. — Rev. Dec. 1977. — Washing- 
ton : Veterans Administration, 1977, 1978 printing. 
[3] p. ; 27 cm. — (VA pamphlet ; 22-76-1) 
Rescission: VA pamphlet 22-76-1, rev. Nov. 1976. 
@ltcm 988 
pbk. 
1. *Veterans, Disabled — Vocational —rehabiliation — 
United States. 2. ‘*Vocational rehabilitation — United 


States. I. Title. 


OCLC 3795188 


78-11940 
VA 1.22:11-64 


Stewart, Robert FE 
Veterans Administration prosthetic and sensory aids pro- 
gram since World War II / by Robert E. Steward, William M. 
Bernstock. — Washington : Veterans Administration, Dept. of 
Medicine and Surgery, Prosthetic and Sensory Aids Service : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1977, 


1978 printing. 

20402 

xv, 189 p.: ill. ; 26 cm. — (IB; 11-64) 

@ltem 986-A 

S/N 051-000-001 14-1 

pbk. : $4.00 

1. United States. Veterans Administration. Prosthetic and 
Sensory Aids Service. 2. *Prosthesis. I. Bernstock, William 
M , joint author. II. United States. Veterans Administration. 
Prosthetic and Sensory Aids Service. III. Title. 


OCLC 3796475 


78-11941 
VA 1.48/3:5 
Carmody, Alice P 
Alcoholism and problem drinking : 1970-1975 : a statisti- 
cal analysis of VA hospital patients / Alice P. Carmody, 
Louis Mesard, William F. Page. — Washington : Veterans 
Administration, Office of Controller, Reports and Statistics 
Service, 1977. 
— (Controller patient census monograph ; no. 5) 
“December 1977." 
Includes bibliographical references. 
pbk. 
1. *Veterans — United States — Statistics. 2. *Alcoholics 
— United States — Statistics. I. Mesard, Louis, joint author. 
Il. Page, William F , joint author. If. United States. 
Veterans Administration. Reports and Statistics Service. IV. 
Title. V. Series: United States. Veterans Administration. 


Controller patient census monograph ; no. 5. 


OCLC 3796440 


Page 269 





Congress 


CONGRESS 


78-11942 
X.93/2:120/pt.33 
United States. Congress. 

[Congressional record] 

Congressional record. Daily digest of the Congress. Per- 
manent ed. Washington, [for sale by the Supt. of Docs., U.S. 
Govt. Print. Off.] 

20402 

29 cm. 

$10.50 

80th Cong.- ; 1947- 

V. 120, pt. 33: Daily digest of the 93d Cong., 2d sess. 

Annual. 

@ltcm 993 

S/N 052-000-00479-9 

1. United States — Politics and government. 2. Legisla- 
tion — United States. I. Title. 


OCLC 2459612 


78-11943 
X.94/1:121/pt.26 
United States. Congress. 

Congressional record; proceedings and debates of the Con- 
gress. Permanent cd. Washington, for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

29 cm. 

$11.25 

v. l- 1873- ; 43d Cong., Ist sess.- 

V. 121, pt. 26: Proceedings and debates of the 94th Cong., 
Ist sess., Oct. 20-29, 1975. 

An index is issued for cach session which includes History 
of bills and resolutions. 

Beginning with the 80th Cong., Mar. 1947, a section, Daily 
digest, is included. 

Appendices issued for the 43d-83d Cong., Ist sess., 1873- 
1953. 

Preceded by the Debates and proceedings in the Congress 
of the United States, Ist-18th Cong., Ist sess.; the Register of 
debates in Congress, 18th Cong., 2d sess.-25th Cong., Ist 
sess.; and the Congressional globe, 23d-42d Cong. 

S/N 052-000-00505-1 

1. United States — Politics and government. 2. Legisla- 
tion — United States. 

Key Title: Congressional record I. Title. 

JII.RS 
OCLC 2559927 


78-11944 
X.94/1:121/pt.27-28 
United States. Congress. 

Congressional record; proceedings and debates of the Con- 
gress. Permanent cd. Washington, for sale by the Supt. of 
Does., U.S. Govt. Print. Off. 

20402 

29 cm. 

$13.25 (pt.27) $12.50 (pt.28) 

v. 1- 1873- 

V. 121, pt. 27-28: Proceedings and debates of the 94th 
Cong., Ist sess., Oct. 30-Nov. 17, 1975. 

An index is issued for cach session which includes History 
of bills and resolutions. 

Beginning with the 80th Cong., Mar. 1947, a section, Daily 
digest, is included. 

Appendices issued for the 43d-83d Cong., Ist sess., 1873- 
1953. 
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Began publication with the 43d Cong., Ist sess. 

Preceded by the Debates and proceedings in the Congress 
of the United States, Ist-18th Cong., Ist sess.; the Register of 
debates in Congress, 18th Cong., 2d sess.-25th Cong., Ist 
sess.; and the Congressional globe, 23d-42d Cong. 

@ltem 993 

S/N 052-000-00506-0 (v.121, pt.27) 0 052-000-00507-8 
(v.121, pt. 28) 

1. United States — Politics and government. 2. Legisla- 
tion — United States. 

Key Title: Congressional record I. Title. 

JII.RS 
OCLC 2559927 


78-11945 
X.94/1:121/pt.30-31 
United States. Congress. 

Congressional record; proceedings and debates of the Con- 
gress. Permanent ed. Washington, for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

29 cm. 

$13.25 (pt.30) $12.50 (pt.31) 

v. l- 1873- ; 43d Cong., Ist sess.- 

V. 121, pt. 30-31: Proceedings and debates of the 94th 
Cong., Ist sess., Dec, 4-16, 1975. 

An index is issued for each session which includes History 
of bills and resolutions. 

Beginning with the 80th Cong., Mar. 1947, a section, Daily 
digest, is included. 

Appendices issued for the 43d-83d Cong., Ist sess., 1873- 
1953. 

Began publication with the 43d Cong., Ist sess. 

Preceded by the Debates and proceedings in the Congress 
of the United States, Ist-18th Cong., Ist sess.; the Register of 
debates in Congress, 18th Cong., 2d sess.-25th Cong., Ist 
sess.; and the Congressional globe, 23d-42d Cong. 

@ltem 993 

S/N 052-000-00509-4 (v.121, pt.30) 0 052-000-005 10-4 
(v.121, 052-000-005 10-8 31) 

1. United States — Politics and government. 2. Legisla- 
tion — United States. 

Key Title: Congressional record I. Title. 

JII.RS 
OCLC 2559927 


HOUSE OF REPRESENTATIVES 


78-11946 
Y 1.2:0i 5/976 
United States. Laws, statutes, etc. 

Oil land leasing act of 1920, with amendments and other 
laws relating to mineral lands / compiled by Gilman G. Udell. 
— Washington : U.S. Govt. Print. Off., 1976. 

20402 

xii, 832 p. ; 24 cm. 

S/N 052-001-00122-2 

pbk. : $5.50 

1. *Petrolcum law and legislation — United States. 2. *Oil 
and gas leases — United States. I. Udell, Gilman G_ Il. 
Title. 


OCLC 2925730 





78-11947 
Y 1.2:R 31/2/976 
United States. Laws, statutes, etc. 

Civil service preference retirement, and salary classifica- 
tion laws / compiled by Gilman G. Udell. — Washington : U. 
S. Govt. Print. Off., 1976. 

20402 

xi, 358 p. ; 24 cm. 

On cover: Laws relating to civil service retirement. 

S/N 052-001-00111-7 

pbk. : $3.00 

1. *United States — Officials and employees — Salaries, al- 
lowances, etc. 2. *Civil service pensions — United States. 
3. *Civil service retirement — United States. I. Udell, Gil- 
man G_ Il. Title. Ill. Title: Laws relating to civil service 
retirement. 


OCLC 3735399 


78-11948 
Y 1.2:Sa 3/2/976 
United States. Laws, statutes, ctc. 

Civil service classification and salary laws : vol. Il, 87th 
through 94th Congress Compiled by Gilman G. Udell. — 
Washington : U. S. Govt. Print. Off., 1976. 

20402 

ix, 547 p. ; 24 cm. 

[ Vol. 1] entitled Civil service preference retirement, and 
salary classification laws, is classed Y 1.2:R 31/2/976. 

@ltcm 998 

S/N 052-001-001 13-3 

pbk. : $4.00 

1. *United States — Officials and employees — Salaries, al- 
lowances, etc. 2. *Civil service — United States. I. Udell, 
Gilman G Il. Title. I. Title: Civil service preference 
retirement, and salary classification laws. 


OCLC 3735556 


78-11949 
Y 1.2:Sm 1/953-76 
United States. Laws, statutes, etc. 

Small Business Administration and investment act with 
amendments : 1953-76 / compiled by Gilman G. Udell. — 
Washington : U. S. Govt. Print. Off., 1976. 

20402 

v, 147 p. ; 24 cm. 

@licm 998 

S/N 052-001-00103-6 

pbk. : $1.75 

1. *Small business — Law and legislation — United States. 
2. *Small business investment companies. I. Udell, Gilman 
G_ IL. Title. 


OCLC 3736051 


78-11950 
Y 1.2:V 64/supp.976 
United States. Laws, statutes, ete. 
Supplement to compilation of veterans laws, 94th Congress 
/ compiled by Gilman G. Udell. — Washington : U.S. Govt. 
Print. Off., 1976. 
20402 
iii, 124 p. ; 24 cm. 
S/N 052-001-001 19-2 
pbk. : $1.55 


Government Publications — June 1978 


1. Veterans — Laws and legislation — United States I. 
Udell, Gilman G_ II. Title. 


OCLC 3735818 


SENATE 


78-11951 
Y 1.3:Se 5/11 
Baker, Richard A 
The United States Senate : a historical bibliography / 
prepared under the direction of Francis R. Valeo, Secretary 
of the Senate, by Richard A. Baker, Senate Historian, United 
States Senate. — [ Washington for sale by the Supt. of 
Docs., U.S. Govt. Print. Off.] 1977. 
20402 


v, 78 p.: ill., ports. ; 26 cm. 


Compiled by the United States Senate Historical Office. 
Issued Jan. 1977. 

@ltem 988 

S/N 052-070-04074-2 

pbk. : $2.20 

1. United States. Congress. Senate — History — Bibliog- 
I. United States. Congress. Senate. Historical Office. 


raphy. 
Il. Title. 


OCLC 3066414 


78-11952 
Y 1.95/1:C 
United States. Treaties, etc. Philippines, Oct. 1, 1976. 

Income tax convention with the Republic of the Philip- 
pines, and an exchange of notes : message from the President 
of the United States ... — Washington : U.S. Govt. Print. Off., 
1977. 

vii, 24 p. ; 24 cm. — (Executive document - 95th Con- 
gress, Ist session, Senate ; no. 95-C) 

Not available for sale or distribution. 

pbk. 

1. *Taxation, Double — United States — Treaties. 2. 
*Taxation, Double — Philippine Island — Treaties. I. United 
States. President, 1977- (Carter) II. Title. III. Series: 
United States. 95th Congress, Ist session, 1977. Senate. Ex- 
ecutive document ; no. 95-C. 


OCLC 3734996 


78-11953 
Y 1.95/1:M 
Customs convention on the international transport of goods 
under cover of Transport International Toutier Carnets (TIR 
convention). Revision, 1975. 

Revised customs convention on the international transport 
of goods under cover of TIR Carnets : message from the Pre- 
sident of the United States ...— Washington : U.S. Govt. 
Print. Off., 1977. 

vi, 86 p., [7] fold. leaves : ill. ; 24 cm. — (Executive docu- 
ment - 95th Congress, Ist session ; no. 95-M) 

Issued July 26, 1977. 

@ltem 1008-A-1 

pbk. 

1. *Transit, International. I. United States. President, 
1977- (Carter) II. Title. II. Series: United States. 95th 
Congress, Ist session, 1977. Senate. Executive document ; 
no. 95-M. 


OCLC 3734956 
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Senate 


78-11954 
Y 1.95/1:N/under.1-15 
United States. Treaties, ctc. Panama, Sept. 7, 1977. 

Panama Canal treaty : in the Senate of the United States. 

Washington : U.S. Govt. Print. Off., 1978- 

v. ; 28 cm.— (Executive document - 95th Congress, Ist 
session, Senate ; no. 95-N : Understanding ; no. 1-15) 

No. 3-6, 9, 11, 13-14 have title: Treaty concerning the per- 
manent neutrality and operation of the Panama Canal. 

At head of title: 95th Congress, 2d session. In executive 
session, Senate of the United States. 

Issued: no. 1, Feb. 21, 1977; no. 2-3, Feb. 22, 1977; no. 4- 
5, Feb. 27, 1977; no. 6, Feb. 28, 1977; no. 7-10, Mar. 9, 
1977; no. 11-12, Mar. 13, 1977; no. 13-14, Mar. 14, 1977; 
no. 15, Mar. 15, 1977. 

@ltem 1008-A-1 

pbk. 

1. *Panama Canal treaties, 1977. I. Title. Il. Title: 
Treaty concerning the permanent ncutrality and operation of 
the Panama Canal. III. Series: United States. 95th Congress, 
Ist session, 1977. Senate. Executive document ; no. 95-N : 
Understanding ; no. 1-15. 


OCLC 3778371 


78-11955 
Y 1.95/1:rp. 10 
United States. Congress. Senate. Committee on Foreign Rela- 
tions 
Treaty with Mexico on the execution of penal sentences 
and Treaty with Canada the execution of penal sentences : 
report together with individual views to accompany Ex. D, 
95-1 and Ex. H., 95-1. | Washington : U.S. Govt. Print. 
Off., 1977] 
21 p. ; 23 cm. (Executive report - 95th Congress, Ist 
session, Senate ; no. 95-10) 
Caption title. 
Issued July 15, 1977. 
Not available for sale or distribution. 
pbk. 
1. *Criminal jurisdiction. 2. *Rehabilitation of criminals. 
I. Title. Il. Series: United States. 95th Congress, Ist session, 
1977. Senate. Executive report ; no. 95-10. 


OCLC 3735133 


78-11956 
Y 1.95/1:rp.11 
United States. Congress. Senate. Committee on Foreign Rela- 
tions 

Protocol to the Convention on international civil aviation : 
report to accompany Ex A, 95-1. — [Washington : U.S. Govt. 
Print. Off., 1977] 

3 p. ; 24 cm. — (Executive report - 95th Congress, Ist ses- 
sion, Senate ; no. 95-11) 

Issued September 21, 1977. 

@ltcem 1008-A-1 

pbk. 

1. International Civil Aviation Organization. 2. Conven- 
tion on international civil aviation. Protocols, amendments, 
etc, Oct. 16, 1974. L. Title. IL. Series: United States. 95th 
Congress, Ist session, 1977. Senate. Executive report ; no. 
95-11 


OCLC 3735053 
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78-11957 
Y 1.95/2:A 
International sugar agreement, 1977. 

International sugar agreement, 1977 : message from the 
President of the United States ...— Washington : U.S. Govt. 
Print. Off., 1978. 

vii, 67 p. ; 23 cm. — (Executive document - 95th Con- 
gress, 2d session, Senate ; no. 95-A) 

Issued Jan. 25, 1978. 

@ltem 1008-A-1 

pbk. 

1. International sugar agreement, 1977. 2. *Sugar — 
Prices. I. United States. President, 1977- (Carter) II. Title. 
Ill. Series: United States. 95th Congress, 2d session, 1978. 
Senate. Executive document ; no. 95-A. 


OCLC 3622192 


78-11958 
Y 1.95/2:rp.15 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. 

Nomination of Lynn R. Coleman to be General Counsel of 
the Department of Energy : report together with minority 
and additional views ...— [Washington : U.S. Govt. Print. 
Off., 1978] 

56 p. ; 24 cm.— (Executive report - 95th Congress, 2d 
session, Senate ; no. 95-15) 

Issued Mar. 15, 1978. 

@ltem 1008-A-1 

pbk. 

1. Coleman, Lynn Rogers, 1939- 2. United States. Dept. 
of Energy — Appointments, promotions, salaries, etc. I. 
Title. Il. Series: United States. 95th Congress, 2d session, 
1978. Senate. Executive report ; no. 95-15. 


OCLC 3743274 


78-11959 
Y 1.95/2:rp.16 
United States. Congress. Senate. Committee on Governmental 
Affairs. 

Nomination of James T. McIntyre, Jr. to be Director of the 
Office of Management and Budget : report. — [Washington : 
U.S. Govt. Print. Off., 1978] 

1S p. ; 24 cm. — (Executive report - 95th Congress, 2d 
session, Senate ; no. 95-16) 

Incorrectly printed as Senate report. 

Issued Mar. 20, 1978. 

@ltcem 1008-A-1 

pbk. 

1. McIntyre, James T , 1940- 2. United States. Office of 
Management and Budget — Appointments, promotions, sala- 
ries, etc. I. Title. Il. Series: United States. 95th Congress, 
2d session, 1978. Senate. Executive report ; no. 95-16. 


OCLC 3746026 


COMMISSIONS, COMMITTEES, AND BOARDS 
78-11960 


Y 3.Ad 9/8:2 T 72 
United States. Advisory Commission on_ Intergovernmental 
Relations. 

Trends in metropolitan America : an information report. — 
Washington : Advisory Commission on Intergovernmental 
Relations , 1977. 

20575 

vi, 79 p. ; 27 cm. 





Chiefly tables. 

“M-108."" 

February 1977. 

pbk. 

1. *Metropolitan areas — United States — Statistics. I. 
Title. 


OCLC 2777444 


78-11961 
Y 3.Ap 4/2:1/973-75 
Appalachian Regional Commission. 
Annual report of the Appalachian Regional Commission. 
Washington, Appalachian Regional Commission. 
1666 Connecticut Ave., N.W., 20235 
ill. 22 x 28 cm. 
1965- 
First report covers Mar. 9-June 30, 1965. 
1973, 1974, 1975S. 
ISSN 0503-5422 
1. Economic assistance, Domestic — Appalachian region. 
2. Appalachian Regional Commission. _ I. Title. 
HC107.A133P6372a 
OCLC 1783214 


78-11962 
Y 3.Ap 4/3:H 34/2 
United States. Commission on Revision of the Federal Court 
Appellate System. 

Hearings before the Commission on Revision of the 
Federal Court Appellate system : first phase, pursuant to 
Public Law 92-489, Act of October 13, 1972. — Washington 
: The Commission, 1973- 

20005 

v. : ill, maps ; 24 cm. 

Hearings held in various cities August 2-October 1, 1973. 

Grant from Law Enforcement Assistance Administration to 
help defray expense of publication. 

1. *Appellate courts — United States. I. United States. 
Law Enforcement Assistance Administration. II. Title. 


OCLC 2603572 


78-11963 
Y 3.C 76/3:2 An 8 
Anthropometry of infants, children, and youths to age 18 for 
product safety design : final report May 31, 1977 / Richard 
G. Snyder [ct. al.] — Bethesda, Md. : Consumer Product 
Safety Commission, 1977. 

20014 

[3], vii, 628 p. : ill. ; 28 cm. 

Prepared for Consumer Product Safety Commission, by 
Highway Safety Research Institute. 

Report UM-HSRI-77-17. 

Contract CPSC-C-75-0068. 

May 1977. 

Bibliography: p. 613-623. 

@ltem 1062-C 

pbk. 

1. *Children in the United States — Anthropometry. 2. 
*Product safety. I. Snyder, Richard G_ II. United States. 
Consumer Product Safety Commission. Ill. Michigan. 
University. Highway Safety Research Institute. 


OCLC 3476936 


Government Publications — June 1978 


78-11964 
Y 3.C 76/3:8 H 33 
United States. Consumer Product Safety Commission. 
The hazard hunt : a transparency presentation. — Washing- 
ton : Consumer Product Safety Commission, [ 1977?] 
20207 


[10] p. ; 29 cm. 

On cover: Hap, hazard. An ounce of prevention. 

@ltem 1062-C-6 

pbk. 

1. *Fire prevention — United States. 2. 
Fires and fire prevention. 
and fire prevention. 


*Dwellings — 
3. *Hazardous substances — Fires 
I. Title. 


OCLC 3793224 


78-11965 
Y 3.C 76/3:11-2/2 
United States. Consumer Product Safety Commission. 
Aluminum wiring. — Washington Consumer Product 
Safety Commission : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1975. 
20402 
2 p. ; 27 cm. — (Technical fact sheet - Consumer Product 
Safety Commission ; no. 2) 
September 1975. 
Bibliography: p. 2. 
S/N 052-01 1-00085-0 
pbk. : $1.75 per 50 copies 
1. *Aluminum wire — Safety measures. I. Title. II. Se- 
rics: United States. Consumer Product Safety Commission. 
Technical fact sheet - Consumer Product Safety Commission 
; no. 2. 


OCLC 3760421 


78-11966 
Y 3.C 76/3:11-2/3 
United States. Consumer Product Safety Commission. 

Generic hazards. — Washington : Consumer Product Safety 
Commission : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1975. 

20402 

3 p. ; 27 cm. — (Technical fact sheet - Consumer Product 
Safety Commission ; no. 3) 

September 1975. 

S/N 052-011-00086-8 

pbk. : $2.60 per 50 copies 

1. *Hazardous substances — Safety measures. 2. *Product 
safety. I. Title. II. Series: United States. Consumer Product 
Safety Commission. Technical fact sheet - Consumer Product 
Safety Commission ; no. 3. 


OCLC 3760413 


78-11967 
Y 3.C 76/3:11/3/975 
United States. Consumer Product Safety Commission. 

Bathtub and shower injuries. — Rev. Apr. 1975. — 
Washington : Consumer Product Safety Commission : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1975. 

20402 

3 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission : no. 3) 

Bibliography: p. 2-3. 

S/N 052-011-00012-4 

pbk. : $2.65 per 50 copies 
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Commissions, Committees, and Boards 


1. *Bathrooms — Safety measures. 2. *Shower-baths — 
Accidents. I. Title. HU. Series: United States. Consumer 
Product Safety Commission. Fact sheet - Consumer Product 
Safety Commission ; no. 3. 


OCLC 3753193 


78-11968 
Y 3.C 76/3:11/4/975 
United States. Consumer Product Safety Commission. 

Tent flammability. — Rev. Apr. 1975. — Washington 
Consumer Product Safety Commission : for sale by the Supt. 
of Does., U.S. Govt. Print Off., 1975. 

20402 

2 p. ; 27 cm. 

; no. 4) 


(Fact sheet - Consumer Product Safety 
Commission 
Bibliography: p. 2. 
S/N 052-011-00013-2 
pbk. : $1.75 per 50 copies 
1. *Tents — Fires and fire prevention. 2. *Inflammable 
Title. Il. United 
States. Consumer Product Safety Commission. Fact shect - 


textiles — Safety measures. I. Series: 


Consumer Product Safety Commission ; no. 4. 


OCLC 3758325 


78-11969 
Y 3.C 76/3:11/5/976 
United States. Consumer Product Safety Commission. 
Rev. Jan. 1976. — Washington : Con- 
for sale by the Supt. of 


Non-glass doors. 
sumer Product Safety Commission : 
Docs., U.S. Govt. Print. Off., 1976. 

20402 

ap. 327 om. (Fact sheet - Consumer Product Safety 
Commission : no. 5) 
Bibliography: p. 3. 

S/N 052-01 1-00014-1 
pbk. : $2.65 per 50 copics 
1. *Doors - 


litle. HU. Series: United States. Consumer Product Safety 


Accidents. 2. *Doors - Safety measures. IL. 
Commission. Fact sheet - Consumer Product Safety Commis- 
sion ; no. 5. 


OCLC 3753177 


78-11970 

Y 3.C 76/3:11/9/975 
United States. Consumer Product Safety Commission. 
Revised May 1975. — Washington 
Consumer Product Safety Commission : for sale by the Supt. 
U.S. Govt. Print. Off., 1975. 


Kitchen ranges. - 

of Docs., 
20402 
4 p. ; 27 cm 

- no. 9) 


(Fact sheet - Consumer Product Safety 
Commission 
Bibliography: p. 4 
S/N 052-01 1-O00018-3 
pbk. : $2.65 per 50 copies 
1. *Stoves — Safety measures. 2. *Kitchens — Fires and 
Title. Ul. Series: United States. Con- 
sumer Product Safety Commission. Fact sheet - 


fire prevention. I. 
Consumer 


Product Safety Commission ; no. 9. 


OCLC 3758476 
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78-11971 
Y 3.C 76/3:11/11/975 
United States. Consumer Product Safety Commission. 

TV fire and shock hazards. — Rev. Nov. 1975. — Washing- 
ton : Consumer Product Safety Commission : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1975. 

20402 

3 p. ; 27 cm. — (Fact sheet - Consumer Product Safety 
Commission ; no. 11) 

Bibliography: p. 3. 

S/N 052-011-00019-1 

pbk. : $2.65 per 50 copies 

1. *Television — Fires and fire prevention. 2. *Electric 
shock. L. Title. Il. Series: United States. Consumer Product 
Safety Commission. Fact sheet - Consumer Product Safety 
Commission ; no. 11. 


OCLC 3759134 


78-11972 
Y 3.C 76/3:11/12/975 
United States. Consumer Product Safety Commission. 
Fireworks. — Rev. May 1975. — Washington : Consumer 
Product Safety Commission : for sale by the Supt. of Docs., 
U.S. Govt. Print Off., 1975. 
20402 
2 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 12) 
Bibliography: p. 2. 
S/N 052-01 1-00020-5 
pbk. : $2.65 per 50 copies 
1. *Fireworks — Accidents and injuries. I. Title. Il. Se- 
rics: United States. Consumer Product Safety Commission. 
Fact sheet - Consumer Product Safety Commission ; no. 12. 


OCLC 3758267 


78-11973 
Y 3.C 76/3:11/20/975 
United States. Consumer Product Safety Commission. 

Infant falls. — Rev. Aug. 1975. — Washington : Consumer 
Product Safety Commission : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1975. 

20402 

3 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 20) 

Bibliograohy: p. 3. 

S/N 052-01 1-00023-0 

pbk. : $2.65 per 50 copies 

1. *Infants. 2. *Children’s accidents. IL. Title. Il. Series: 
United States. Consumer Product Safety Commission. Fact 
sheet - Consumer Product Safety Commission ; no. 20. 


OCLC 3760393 


78-11974 
Y 3.C 76/3:11/26/976 
United States. Consumer Product Safety Commission. 
Floors. — Rev. Feb. 1976. — Washington 
Product Safety Commission : 
U.S. Govt. Print. Off., 1976. 
20402 
2 p. ; 27 cm. — (Fact sheet - Consumer Product Safety 
Commission ; no. 26) 
Bibliography: p. 2. 
S/N 052-01 1-00027-2 
pbk. : $1.75 per 50 copies 


Consumer 
for sale by the Supt. of Docs., 





1. *Floors— Maintenance and repair. 2. *Flooring — 
Safety measures. I. Title. II. Series: United States. Con- 
sumer Product Safety Commission. Fact sheet - Consumer 
Product Safety Commission ; no. 26. 


OCLC 3756914 


78-11975 


Y 3.C 76/3:11/29/975 
United States. Consumer Product Safety Commission. 

Skiing and skiing cquipment.— Rev. April 1975. — 
Washington : Consumer Product Safety Commission : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1975. 

20402 

3 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 29) 

Bibliography: p. 2-3. 

S/N 052-01 1-00030-2 

pbk. : $2.65 per 50 copies 

1. *Skis and skiing — Accidents and injuries. 2. *Skis and 
skiing — Equipment and supplics. I. Title. II. Series: 
United States. Consumer Product Safety Commission. Fact 
shect - Consumer Product Safety Commission ; no. 29. 


OCLC 3758926 


78-11976 


Y 3.C 76/3:11/32/975 

United States. Consumer Product Safety Commission. 
Substantial hazards : section 15 of the Consumer product 

safety act.—Rev. Oct. 1975.— Washington : Consumer 

Product Safety Commission : for sale by the Supt. of Docs., 


U.S. Govt. Print. Off., 1975. 

20402 

2 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission : no. 32) 

S/N 052-01 1-00033-7 

pbk. : $1.75 per 50 copies 

1. *Product safety — Law and legislation — United States. 
I. Title. Il. Series: United States. Consumer Product Safety 
Commission. Fact sheet - Consumer Product Safety Commis- 
sion ; no. 32. 


OCLC 3753185 


78-11977 


Y 3.C 76/3:11/34/976 
United States. Consumer Product Safety Commission. 

Space heaters and wood and coal burning heating stoves. 
— Rev. Feb. 1976. — Washington : Consumer Product Safety 
Commission : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1976. 

20402 

4 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission : no. 34) 

Bibliography: p. 3-4. 

S/N 052-01 1-00035-3 

pbk. : $2.65 per 50 copies 

1. *Stoves, Wood — Safety measures. 2. *Space heaters. 
3. *Stoves — Safety measures. I. Title. Il. Series: United 
States. Consumer Product Safety Commission. Fact sheet - 
Consumer Product Safety Commission ; no. 34. 


OCLC 3753167 
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78-11978 
Y 3.C 76/3:11/35 
United States. Consumer Product Safety Commission. 

Hair dryers and stylers. — Washington : Consumer Product 
Safety Commission : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1975. 

20402 

3 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 35) 

September 1975. 

Bibliography: p. 3. 

S/N 052-01 1-00036-1 

pbk. : $2.65 per 50 copies 

1. ‘*Beauty shops—Equipment and _— supplies. 2. 
*Hairdressing. I. Title. Il. Series: United States. Consumer 
Product Safety Commission. Fact sheet - Consumer Product 
Safety Commission ; no. 35. 


OCLC 3758916 


78-11979 
Y 3.C 76/3:11/38/975 
United States. Consumer Product Safety Commission. 
Mini-bikes. — Rev. July 1975. — Washington : Consumer 
Product Safety Commission : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1975. 
20402 
4 p. ; 27 cm. — (Fact sheet - Consumer Product Safety 
Commission ; no. 38) 
Bibliography: p. 4. 
S/N 052-01 1-00039-6 
pbk. : $2.65 per SO copies 
1. *Minibikes — Accidents. 2. *Minibikes — Maintenance 
and repair. I. Title. Il. Series: United States. Consumer 
Product Safety Commission. Fact sheet - Consumer Product 
Safety Commission ; no. 38. 


OCLC 3758883 


78-11980 
Y 3.C 76/3:11/39/975 
United States. Consumer Product Safety Commission. 

Mobile homes. — Rev. Sept. 1975.— Washington : Con- 
sumer Product Safety Commission : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1975. 

20402 

3 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 39) 

Bibliography: p. 2-3. 

S/N 052-01 1-00040-0 

pbk. : $2.65 per 50 copies 

1. *Mobile homes — Fires and fire prevention. 2. *Mobile 
homes — Safety regulations. I. Title. Il. Series: United 
States. Consumer Product Safety Commission. Fact sheet - 
Consumer Product Safety Commission ; no. 39. 


OCLC 3758878 


78-11981 
Y 3.C 76/3:11/41/975 
United States. Consumer Product Safety Commission. 

Plastics. — Rev. May 1975.— Washington : Consumer 
Product Safety Commission : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1975. 

20402 

3 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 41) 

Bibliograohy: p. 2-3. 
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S/N 052-011-00042-6 

pbk. : $2.65 per 50 copies 

1. *Plastics industry and trade — Safety measures. I. Title. 
Il. Series: United States. Consumer Product Safety Commis- 
sion. Fact sheet - Consumer Product Safety Commission ; no. 
41. 


OCLC 3759127 


78-11982 
Y 3.C 76/3:11/48/975-2 
United States. Consumer Product Safety Commission. 
Older consumers and stairway accidents. — Rev. Nov. 
1975. — Washington : Consumer Product Safety Commission 
: for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1975. 
20402 
2 p. ; 27 cm. — (Fact sheet - Consumer Product Safety 
Commission ; no. 48) 
Bibliography: p. 2. 
S/N 052-01 1-00046-9 
pbk. : $2.65 per 50 copies 
1. *Stairs — Safety measures. 2. *Aged — Wounds and in- 
juries. I. Title. Il. Series: United States. Consumer Product 
Safety Commission. Fact sheet - Consumer Product Safety 
Commission ; no. 48. 


OCLC 3760356 


78-11983 
Y 3.C 76/3:11/53/976 
United States. Consumer Product Safety Commission. 
Upholstered furniture. — Revised May 1976. — Washing- 
ton : Consumer Product Safety Commission : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1976. 
20402 
2 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 53) 
Bibliography: p. 2. 
S/N 052-011-0005 1-5 
pbk. : $1.75 per 50 copies 
1. *Furniture. 2. *Upholstery trade — Fires and fire 
prevention. I. Title. UL. Series: United States. Consumer 
Product Safety Commission. Fact sheet - Consumer Product 
Safety Commission ; no. 53. 


OCLC 3758461 


78-11984 
Y 3.C 76/3:11/54/976 
United States. Consumer Product Safety Commission. 

Electric baseboard heaters. — Rev. May 1976. — Washing- 
ton : Consumer Product Safety Commission : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1976. 

20402 

2 p. ; 27 em.— (Fact shect - Consumer Product Safety 
Commission ; no. 54) 

S/N 052-01 1-00052-3 

pbk. : $1.75 per 50 copies 

1. *Houschold appliances, Electric — Safety measures. 2. 
*Electric heating. IL. Title. Il. Series: United States. Con- 
sumer Product Safety Commission. Fact sheet - Consumer 
Product Safety Commission ; no. 54. 


OCLC 3759119 
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78-11985 


Y 3.C 76/3:11/56 


United States. Consumer Product Safety Commission. 


Ladders. — Washington : Consumer Product Safety Com- 
mission : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1976. 

20402 

4 p.: ill. ; 27 cm.— (Fact sheet - Consumer Product 
Safety Commission ; no. 56) 

March 1976. 

Bibliography: p. 4. 

S/N 052-01 1-00054-0 

pbk. : $2.65 per 50 copies 

1. “Ladders — Safety measures. I. Title. Il. Series: 
United States. Consumer Product Safety Commission. Fact 
sheet - Consumer Product Safety Commission ; no. 56. 


OCLC 3758870 


78-11986 


Y 3.C 76/3:11/57/976 


United States. Consumer Product Safety Commission. 


Smoke detectors. — Rev. December 1976. — Washington : 
Consumer Product Safety Commission : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1976. 

20402 

3 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 57) 

Bibliography: p. 3. 

S/N 052-011-00055-8 

pbk. : $2.65 50 per copies 

1. *Smokemeters. I. Title. Il. Series: United States. Con- 
sumer Product Safety Commission. Fact sheet - Consumer 
Product Safety Commission ; no. 57. 


OCLC 3758454 


78-11987 


Y 3.C 76/3:11/61 


United States. Consumer Product Safety Commission. 


Electrically operated toys and children’s articles. — 
Washington : Consumer Product Safety Commission : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1976. 

20402 

3 p. ; 27 cm. — (Fact sheet - Consumer Product Safety 
Commission ; no. 61) 

July 1975. 

Bibliography: p. 3. 

S/N 052-011-00059- 1 

pbk. : $2.65 per 50 copies 

1. *Electric toys — Safety measures. 2. “Children’s 
paraphernalia. I. Title. Il. Series: United States. Consumer 
Product Safety Commission. Fact shect - Consumer Product 
Safety Commission ; no. 61. 


OCLC 3759109 


78-11988 


Y 3.C 76/3:11/63/976 


United States. Consumer Product Safety Commission. 


Refrigerator and freezer doors.— Rev. May 1976. — 
Washington : Consumer Product Safety Commission : for sale 
by the Supt. of Docs., U.S. Govt. Print Off., 1976. 

20402 

1 p. ; 27 cm.— (Fact shect - Consumer Product Safety 
Commission ; no. 63) 

Bibliograohy: p. 

S/N 052-011-00061-2 

pbk. : $1.70 per 50 copies 
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1. *Refrigerators — Safety measures. 2. *Refrigerators — 78-11992 
Maintenance and repair. I. Title. II. Series: United States. Y 3.C 76/3:11/70 
United States. Consumer Product Safety Commission. 


Consumer Product Safety Commission. Fact sheet - Con- 
sumer Product Safety Commission ; no. 63. 


OCLC 3755263 


78-11989 
Y 3.C 76/3:11/64/976 
United States. Consumer Product Safety Commission. 

Pressure cookers. — Revised July 1976. — Washington 
Consumer Product Safety Commission : for sale by the Supt. 
of Docs., U.S. Govt. Print Off., 1976. 

20402 

3 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 64) 

Bibliography: p. 3. 

S/N 052-011-00062-1 

pbk. : $2.65 per 50 copies 

1. *Pressure cookery. I. Title. II. Series: United States. 
Consumer Product Safety Commission. Fact sheet - Con- 
sumer Product Safety Commission ; no. 64. 


OCLC 3758402 


78-11990 
Y 3.C 76/3:11/68/975 
United States. Consumer Product Safety Commission. 


Misuse of consumer products.— Rev. Sept. 1975. — 


Washington : Consumer Product Safety Commission : for sale 


by the Supt. of Docs., U.S. Govt. Print. Off., 1975. 

20402 

2 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 68) 

S/N 052-01 1-00065-5 

pbk. : $1.75 per 50 copies 

1. *Product safety — Law and legislation. 2. *Consumer 
protection. I. Title. Il. Series: United States. Consumer 
Product Safety Commission. Fact sheet - Consumer Product 
Safety Commission ; no. 68. 


OCLC 3759101 


78-11991 
Y 3.C 76/3:11/69/976 
United States. Consumer Product Safety Commission. 
Counter-top cooking appliances (portable) — Rev. Feb. 
1976. — Washington : Consumer Product Safety Commission 
: for sale by the Supt. of Docs., U.S. Govt. Print Off., 1976. 
20402 
5 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 69) 
Bibliography: p. 5S. 
S/N 052-01 1-00066-3 
pbk. : $3.65 per 50 copies 
1. *Household appliances, Electric — Safety measures. 2. 
*Electric cookery. I. Title. Il. Series: United States. Con- 
sumer Product Safety Commission. Fact sheet - Consumer 
Product Safety Commission ; no. 69. 


OCLC 3760432 


High chairs. — Rev. May 1977. — Washington : Consumer 
Product Safety Commission : for sale by the Supt. of Docs., 
U.S. Govt. Print Off., 1977. 

20402 

3 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 70) 

Bibliography: p. 3. 

S/N 052-01 1-00067-1 

pbk. : $2.65 per 50 copies 

1. *Chairs — Safety measures. 2. *Children’s furniture — 
Safety measures. I. Title. II. Series: United States. Con- 
sumer Product Safety Commission. Fact sheet - Consumer 
Product Safety Commission ; no. 70. 


OCLC 3758397 


78-11993 
Y 3.C 76/3:11/71/976 
United States. Consumer Product Safety Commission. 

Bunk beds. — Rev. May 1976. — Washington : Consumer 
Product Safety Commission : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1976. 

20402 

2 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 71) 

Bibliography: p. 2. 

S/N 052-01 1-00068-0 

pbk. : $1.75 per 50 copies 

1. *Beds and bedsteads — Safety measures. I. Title. II. 
Series: United States. Consumer Product Safety Commission. 
Fact sheet - Consumer Product Safety Commission ; no. 71. 


OCLC 3759079 


78-11994 
Y 3.C 76/3:11/72 
United States. Consumer Product Safety Commission. 

Drain cleaners. — Washington : Consumer Product Safety 
Commission : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1975. 

20402 

3 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 72) 

October 1975. 

Bibliography: p. 2-3. 

S/N 052-01 1-00069-8 

pbk. : $2.65 per 50 copies 

1. *Cleaning compounds — Safety measures. 2. 
*Chemicals — Safety measures. 3. *Corrosion and anti-cor- 
rosives. I. Title. Il. Series: United States. Consumer 
Product Safety Commission. Fact sheet - Consumer Product 
Safety Commission ; no. 72. 


OCLC 3759032 


78-11995 
Y 3.C 76/3:11/73/976 
United States. Consumer Product Safety Commission. 

Clothes dryers. — Rev. July 1976. — Washington : Con- 
sumer Product Safety Commission : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1976. 

20402 

3 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 73) 

Bibliography: p. 3. 
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S/N 052-01 1-00070-1 

pbk. : $2.65 per 50 copies 

1. *Clothes dryers — Safety measures. I. Title. II. Series: 
United States. Consumer Product Safety Commission. Fact 
sheet - Consumer Product Safety Commission ; no. 73. 


OCLC 3759143 


78-11996 
Y 3.C 76/3:11/74 
United States. Consumer Product Safety Commission. 

Toy boxes and toy chests. — Washington : Consumer 
Product Safety Commission : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1975. 

20402 

2 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 74) 

Bibliograohy: p. 2. 

S/N 052-01 1-00071-0 

pbk. : $1.75 per 50 copies 

1. *Toy  industry— Equipment and _— supplies. 2. 
*Children’s paraphernalia. I. Title. Il. Series: United 
States. Consumer Product Safety Commission. Fact sheet - 
Consumer Product Safety Commission ; no. 74. 


OCLC 3760405 


78-11997 
Y 3.C 76/3:11/76/975 
United States. Consumer Product Safety Commission. 

Electric irons. — Rev. Nov. 1975. — Washington : Con- 
sumer Product Safety Commission : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1975. 

20402 

3 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 76) 

Bibliography: p. 3. 

S/N 052-01 1-00073-6 

pbk. : $2.65 per 50 copies 

1. *Electric irons — Accidents. I. Title. II. Series: United 
States. Consumer Product Safety Commission. Fact sheet - 
Consumer Product Safety Commission ; no. 76. 


OCLC 3758546 


78-11998 
Y 3.C 76/3:11/77 
United States. Consumer Product Safety Commission. 
Christmas lights. — Washington : Consumer Product Safety 
Commission : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1976 [published 1977] 
20402 
3 p. : ill. ; 27 cm.— (Fact sheet - Consumer Product 
Safety Commission ; no. 77) 
July 1976. 
S/N 052-011-00124-4 
pbk. : $1.90 per 50 copies 
1. *Christmas decorations — Safety measures. 2. *Electric 
lighting — Safety measures. I. Title. II. Series: United 
States. Consumer Product Safety Commission. Fact sheet - 
Consumer Product Safety Commission ; no. 77. 


OCLC 3758381 
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78-11999 


Y 3.C 76/3:11/79 


United States. Consumer Product Safety Commission. 


Furnaces. — Washington : Consumer Product Safety Com- 
mission : for sale by the Supt. of Docs., U.S. Govt. Print Off., 
1975. 

20402 

3 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 79) 

June 1975. 

Bibliography: p. 2. 

S/N 052-01 1-00075-2 

pbk. : $2.65 per 50 copies 

1. *Furnaces — Safety measures. 2. *Furnaces — Main- 
tenance and repair. I. Title. II. Series: United States. Con- 
sumer Product Safety Commission. Fact sheet - Consumer 
Product Safety Commission ; no. 79. 


OCLC 3758330 


78-12000 


Y 3.C 76/3:11/83 


United States. Consumer Product Safety Commission. 


Kitchen knives. — Washington : Consumer Product Safety 
Commission : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1975. 

20402 

3 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 83) 

September 1975. 

Bibliography: p. 3. 

S/N 052-01 1-00078-7 

pbk. : $2.65 per 50 copies 

1. *Knives — Accidents. 2. *Kitchens — Safety measures. 
I. Title. Il. Series: United States. Consumer Product Safety 
Commission. Fact sheet - Consumer Product Safety Commis- 
sion ; no. 83. 


OCLC 3758511 


78-12001 


Y¥ 3.C 76/3:11/85 


United States. Consumer Product Safety Commission. 


Trampolines. — Washington : Consumer Product Safety 
Commission : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1976. 

20402 

3 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 85) 

February 1976. 

Bibliograohy: p. 3. 

S/N 052-01 1-00080-9 

pbk. : $2.65 per 50 copies 

1. *Trampoline — Safety regulations. 2. *Trampoline — 
Safety measures. I. Title. II. Series: United States. Con- 
sumer Product Safety Commission. Fact sheet - Consumer 
Product Safety Commission ; no. 85. 


OCLC 3760428 


78-12002 


Y 3.C 76/3:11/87 


United States. Consumer Product Safety Commission. 


Airless paint spray guns. — Washington : Consumer 
Product Safety Commission : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1976. 

20402 

2 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission : no. 87) 





November 1976. 

Bibliography: p. 2. 

S/N 052-011-0008 1-7 

pbk. : $1.75 per 50 copies 

1. *Spraying equipment — Safety measures. 2. *Spray 
painting — Safety measures. I. Title. II. Series: United 
States. Consumer Product Safety Commission. Fact sheet - 
Consumer Product Safety Commission ; no. 87. 


OCLC 3753159 


78-12003 


Y 3.C 76/3:11/88 
United States. Consumer Product Safety Commission. 

Antenna _ electrocutions. — Washington Consumer 
Product Safety Commission : for sale by the Supt. of Docs., 
U.S. Govt. Print Off., 1976. 

20402 

2 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 88) 

January 1976. 

S/N 052-01 1-00082-5 

pbk. : $1.75 per 50 copies 

1. *Antennas (Electronics) — Safety measures. 2. 
*Electric shock. 3. *Electrocution. I. Title. II. Series: 
United States. Consumer Product Safety Commission. Fact 
sheet - Consumer Product Safety Commission ; no. 88. 


OCLC 3756857 


78-12004 


Y 3.C 76/3:11/89 
United States. Consumer Product Safety Commission. 

Home Canning safety. — Washington : Consumer Product 
Safety Commission : for sale by the Supt. of Docs., U.S. 
Govt. Print Off., 1976. 

20402 

2 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 89) 

September 1976. 

S/N 052-01 1-00083-3 

pbk. : $1.75 per 50 copies 

1. *Canning and preserving — Safety measures. 2. *Home 
accidents — Prevention. I. Title. II. Series: United States. 
Consumer Product Safety Commission. Fact sheet - Con- 
sumer Product Safety Commission ; no. 89. 


OCLC 3760461 


78-12005 


Y 3.Ed 8/6:2 St 9/976 


Howe, Florence 


Seven years later, women’s studies programs in 1976 : a re- 
port of the National Advisory Council on Women's Educa- 
tional Program / Florence Howe. — [Washington] : National 
Advisory Council on Women’s Educational Programs, 1977. 

1832 M. St. N.W., 20036 

104 p. ; 23 cm. 

June 1977. 

Includes appendices. 

@ltem 1063-E-1 

pbk. 

1. *Women’s studies — United States. 2. *Women — 
Study and teaching — United States. I. United States. Na- 
tional Advisory Council on Women’s Educational Programs. 
Il. Title. 


OCLC 3527700 
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78-12006 


Y 3.F 31/8:18/976 


Operating banking offices. [Washington], Federal Deposit In- 


surance Corporation. 

550 17th St., N.W., 20429 

28 cm. 

Includes list of symbols indicating class of bank. 

1976. 

Annual. 

1. Banks and banking — United States — Registers. 2. 
Banks and banking — Registers. I. Federal Deposit In- 
surance Corporation. 


OCLC 2390665 


78-12007 


Y 3.In 8/21:2 Eq 2/5 


United States. Citizens’ Advisory Council on the Status of 


Women. 

The equal rights amendment and alimony and child sup- 
port laws. — Washington : Citizens’ Advisory Council on the 
Status of Women, 1972. 

20210 

[1], ll p. ; 26cm. 

CACSW Item No. 23-N 

January 1972. 

pbk. 

1. *Alimony — United States. 2. *Sex discrimination 
against women — United States. 3. *Support (Domestic 
relations) — United States. I. Title. 


OCLC 2383147 


78-12008 


Y 3.N 88:10/0366 


United States. Nuclear Regulatory Commission. Office of 


Management Information and Program Control. 

Nuclear power plant operating experience, 1976. — 
Washington Nuclear Regulatory Commission, Office of 
Management Information and Program Control ; Springfield, 
Va. : for sale by the National Technical Information Service, 
1977. 

356 p. in various pagings : ill. ; 27 cm.— (NUREG ; 
0366) 

Issued December 1977. 

@ltem 1051-H-2 

pbk. 

1. *Atomic power plants — United States. I. Title. IL. 
Series: United States. Nuclear Regulatory Commission. 
NUREG ; 0366. 


OCLC 3796655 


78-12009 


Y 3.N 88:10/0410 


United States. Office of Nuclear Reactor Regulation. 


NRC program for the resolution of generic issues related 
to nuclear power plants : (includes plans for the resolution of 
“Unresolved Safety Issues” pursuant to section 210 of the 
Energy reorganization act of 1974, as amended) : report to 
Congress January 1, 1978. — Washington : Nuclear Regulato- 
ry Commission, Office of Nuclear Reactor Regulation ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1978. 

22161 

500 p. in various pagings : ill. ; 27 cm.— (NUREG ; 
0410) 

Issued January 1978. 
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@ltem 1051-H-2 

pbk. 

1. United States. Nuclear Regulatory Commission. 2. 
*Atomic power-plants — United States. 3. *Atomic power- 
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*Architecture and the handicapped — United States. I. 
Title. 


OCLC 3687569 


78-12078 
Y 4.Ed 8/1:Se 9/3/pt.2 
United States. Congress. House. Committee on Education and 
Labor. Subcommittee on Employment Opportunities. 
Legislation to prohibit sex discrimination on the basis of 
pregnancy : hearing before the Subcommittee on Employ- 
ment Opportunities of the Committee on Education and 
Labor, House of Representatives, Ninety-fifth Congress, first 
session, on H.R. 5055 and H.R. 6075 ...— Washington : U.S. 
Govt. Print. Off., 1977- 
v.: ill. ; 24 cm. 
Hearing held: pt. 2, June 29, 1977. 
Includes bibliographical references. 
@ltem 1015 
pbk. 
1. *Sex discrimination against women — Law and legisla- 
tion — United States. 2. *Women — Employment — United 
States. I. Title. 


OCLC 3172373 


Government Publications — June 1978 


ENERGY AND NATURAL RESOURCES, 
Committee on, 
Senate 
Washington, DC 20510 


78-12079 


Y 4.En 2:95-15/v.1 
Y 4.En 2:95/15/maps 


United States. Library of Congress. Congressional Research 


Service. 

National energy transportation : report / prepared by the 
Congressional Research Service, accompanied by maps 
jointly prepared by the U.S. Geological Survey and the Con- 
gressional Research Service, at the request of Henry M. 
Jackson, chairman, Committee on Energy and Natural 
Resources and Warren G. Magnuson, chairman, Committee 
on Commerce, Science, and Transportation, United States 
Senate. — Washington : U.S. Govt. Print. Off., 1977- 

v.: ill. ; 26 cm. & atlas (19 fold. col. maps) in envelope. — 

(Serial - Senate, Committee on Energy and Natural 
Resources ; no. 95-15) 

At head of title: 95th Congress, Ist session. Committee 
print. 

Issued May 1977. 

Includes bibliographies. 

Contents: v. 1. Jimison, J. W. Current Systems and move- 
ments. 

@ltem 1040 

S/N 052-070-03674-5 (v.1 & maps) 

pbk. : $9.50 (v.1 & maps) 

1. *Power resources — United States — Transportation. 2. 
Transportation and state — United States. I. Jimison, John. 
Il. United States. Geological Survey. III. United States. Con- 
gress. Senate. Committee on Energy and Natural Resources. 
IV. United States. Congress. Senate. Committee on Com- 
merce, Science, and Transportation. V. Title. VI. Series: 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. Serial, 95th Congress ; no. 95-15. 
HE199.5.F8U54 1976 
380.5/2 
OCLC 3444526 


78-12080 
Y 4.En 2:95-42/pt.2 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. Subcommittee on Parks and Recreation. 

Oregon omnibus wilderness act : hearing before the Sub- 
committee on Parks and Recreation of the Committee on 
Energy and Natural Resources, United States Senate, Ninety- 
fifth Congress, first session, on S. 658 ... — Washington : U.S. 
Govt. Print. Off., 1977- 

v.: ill. ; 24 cm. — (Serial - Senate, Committee on Energy 
and Natural Resources ; no. 95-42) 

Pt. 1 of these hearings, held before the Subcommittee on 
the Environment and Land Resources of the Committee on 
Interior and Insular Affairs in 1976, is classed Y 4.In 8/13:Or 
3/5. 

Hearing held: pt. 2. Apr. 21, 1977. 

Bibliography: pt. 2, p. 61-62. 

@ltem 1040 

pbk. 

1. *Wilderness areas—Law and _ legislation — United 
States. 2. “Wilderness areas—Law and _ legislation — 
Oregon. I. Title. II. Series: United States. Congress. 
Senate. Committee on Energy and Natural Resources. Serial, 
95th Congress ; no. 95-42. 


OCLC 3738294 
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Energy and Natural Resources — Committee on, Senate 


78-12081 
Y 4.En 2:95-62/pt.6 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. Subcommittee on Public Lands and 
Resources. 

Status report on law of the sea conference : Hearing before 
the Subcommittee on Public Lands and Resources of the 
Committee on Energy and Natural Resources, United States 
Senate, Ninety-fifth Congress, first session ...— Washington, 
U.S. Govt. Print. Off., 1977- 

v. ; 24 cm. — (Serial - Senate, Committee on Energy and 
Natural Resources ; no. 95-62) 

Pts. 1-5 of these hearings held before the Subcommittee on 
Minerals, Materials, and Fuels of the Committee on Interior 
and Insular Affairs are classed under Y 4.In 8/13:Se 1/5. 

@litem 1040 

pbk. 

1. United Nations Conference on the Law of the Sea, 3d, 
New York, N.Y., 1973-1975. I. United States. Congress. 
House. Committee on Interior and Insular Affairs. Subcom- 
mittee on Minerals, Materials, and Fucls. Il. Title. Ill. Se- 
ries: United States. Congress. House. Committee on Energy 
and Natural Resources. Serial, 95th Congress ; no. 95-62. 


OCLC 3767265 


FINANCE, Committee on, 
Senate 
Washington, DC 20510 


78-12082 
Y 4.F 49:En 2/19/no0.2-4 
United States. Congress. Joint Committee on Taxation. 

Energy tax provisions / prepared for the Committee on 
Finance, United States Senate ; by the staff of the Joint Com- 
mittee on Taxation. — Washington : U.S. Govt. Print. Off., 
1977- 

v. ; 24 cm. 

At head of title: Committee print. 

Issued: [no.] 2, Sept. 15, 1977; [no.] 3, Sept. 16, 1977; 
[no.] 4, Sept. 19, 1977. 

Includes bibliographical references. 

Contents: [no.] 2. Residential tax credits.—[no.] 3. Trans- 
portation.—[no.] 4. Crude oil equalization tax and rebate. 

pbk. 

1. *Power resources — Taxation— United States. 2. 
*Energy policy — United States. I. United States. Congress. 
Senate. Committee on Finance. II. Title. 


OCLC 3736360 


78-12083 
Y 4.F 49:H 79/4 
United States. Congress. Senate. Committee on Finance. Sub- 
committee on Health. 

Hospital cost containment and end stage renal disease pro- 
gram : hearings before the Subcommittee on Health of the 
Committee on Finance, United States Senate, Ninety-fifth 
Congress, first session, on S. 1391 ... S. 1470 ... H.R. 8423 ... 
October 12, 13, and 21, 1977. — Washington : U.S. Govt. 
Print. Off., 1977. 

20402 

v, 389 p. : ill. ; 23 cm. 

Includes bibliographical references. 

@ltem 1038 

S/N 052-070-04378-4 

pbk. : $4.50 
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control. 
States. 


1. *Hospitals — United States — Cost 
*Medicare— Law and legislation — United 
*Kidneys — Diseases — United States. I. Title. 


OCLC 3686883 


78-12084 


Y 4.F 49:R 32/19 


United States. Congress. Joint Committee on Internal Revenue 


Taxation. 

Extension and revision of general revenue sharing : areas 
for Committee consideration / prepared for the use of the 
Committee on Finance by the staff of the Joint Committee 
on Internal Revenue Taxation. — Washington : U.S. Govt. 
Print. Off., 1976. 

iv, 47 p. ; 24 cm. 

Issued Aug. 25, 1976. 

Includes bibliographical references. 

pbk. 

1. *Revenue sharing — United States. I. United States. 
Congress. Senate. Committee on Finance. II. Title. 
HJ275.US26 1976 
336.1/85 
OCLC 2506806 


78-12085 


Y 4.F 49:T 19/49/976-2 
United States. Congress. Senate. Committee on Finance. 

Tax reform act of 1976 : H.R. 10612 : testimony to be 
received Tuesday, July 20, 1976 and administration position 
on certain provisions of H.R. 10612 / Committee on Finance, 
United States Senate, Russell B. Long, chairman. — Washing- 
ton : U.S. Govt. Print. Off., 1976. 

iii, 391 p. : ill. ; 24 cm. 

At head of title: 94th Congress, 2d session. Committee 
print. 

Issued July 1976. 

pbk. 

1. *Taxation — United States — Law. I. Title. 


OCLC 3410100 


78-12086 
Y 4.F 49:Un 2/17 
United States. Congress. Senate. Committee on Finance. 

Staff data and materials on the Emergency unemployment 
compensation act of 1974 / Committee on Finance, United 
States Senate, Russell B. Long, chairman. — Washington : 
U.S. Govt. Print. Off., 1977. 

20402 

iii, 46 p. : graphs ; 24 cm. 

At head of title: 95th Congress, Ist session. Committee 
print. 

Issued Feb. 1977. 

Chiefly tables. 

S/N 052-070-03950-7 

pbk. : $0.70 

1. Insurance, Unemployment — United States. 2. In- 
surance, Unemployment — United States — Statistics. I. 
United States. Laws, statutes, etc. Emergency unemployment 
compensation act of 1974. 1977. Il. Title. 
KF3671.AS5F536 
344/.73/024 
OCLC 2812508 





FOREIGN RELATIONS, Committee on, 
Senate 
Washington, DC 20510 


78-12087 
Y 4.F 76/2:Eg 9/2 
United States. Congress. Senate. Committee on Foreign Rela- 
tions. Subcommittee on Foreign Assistance. 

Sale of C-130 aircraft to Egypt : hearing before the Sub- 
committee on Foreign Assistance and the Subcommittee on 
Near Eastern and South Asian Affairs of the Committee on 
Foreign Relations, United States Senate, Ninety-fifth Con- 
gress, first session ... September 21, 1977. — Washington : 
U.S. Govt. Print. Off., 1977. 

iii, 20 p. ; 24 cm. 

Information incorrect in publication as to sale by Supt. of 
Docs. 

@ltem 1039 

pbk. 

1. *Military assistance, American — Egypt. 2. *Airplanes, 
Military. 3. *Economic assistance, American — Egypt. I. 
United States. Congress. Senate. Committee on Foreign Rela- 
tions. Subcommittee on Near Eastern and South Asian Af- 
fairs. Il. Title. 


OCLC 3632861 


78-12088 
Y 4.F 76/2:Ex 3/2/v.6 
United States. Congress. Senate. Committee on Foreign Rela- 
tions. 
Executive sessions of the Senate Foreign Relations Com- 
mittee. — Washington : U.S. Govt. Print. Off., 1976- 
20402 
v. ; 24 cm. — (Historical series) 
Made public 1977. 
Contents: v. 6. Eight-third Congress, second session, 1954. 
@ltem 1039 
S/N 052-070-04157-9 (v.6) 
pbk. : $8.25 (v.6) 
1. United States — Foreign relations — 1945- I. Title. II. 
Series: Historical series (Washington, D.C.) 
KF26.F6 1947b 
327.73 
OCLC 2819295 


78-12089 
Y 4.F 76/2:M 34 
Connor, John M . 

Market power and profitability of multinational corpora- 
tions in Brazil and Mexico : report to the Subcommittee on 
Foreign Economic Policy of the Committee on Foreign Rela- 
tions, United States Senate / by John M. Connor and Willard 
F. Mueller. — Washington : U.S. Govt. Print. Off., 1977. 

iv, 136 p. ; 24 cm. 

Supplements Multinational corporations in Brazil and Mex- 
ico ... by R. S. Newfarmer and W. F. Mueller. 

At head of title: 95th Congress, Ist session. Committee 
print. 

Issued Apr. 1977. 

Bibliography: p. 129-136. 

@ltem 1039 

pbk. 


Government Publications — June 1978 


1. International business enterprises. 2. Corporations, 
Foreign — Brazil. 3. Corporations, Foreign — Mexico. I. 
Mueller, Willard Fritz, joint author. II. Newfarmer, Richard 
S . Multinational corporations in Brazil and Mexico. III. 
United States. Congress. Senate. Committee on Foreign Rela- 
tions. Subcommittee on Foreign Economic Policy. IV. Title. 
HD2834.C65 
338.8/8/098 1 
OCLC 3404031 


78-12090 
Y 4.F 76/2:T 41 
United States. Congress. Senate. Committee on Foreign Rela- 

tions. 

Threshold test ban and peaceful nuclear explosion treaties 
: hearings before the Committee on Foreign Relations and 
the Subcommittee on Arms Control, Oceans, and Interna- 
tional Environment of the Committee on Foreign Relations, 
United States Senate, Ninety-fifth Congress, first session, on 
Executive N, 94th Cong., 2d sess. ...— Washington : U.S. 
Govt. Print. Off., 1977. 

20402 

iv, 159 p.: ill. ; 24 cm. 

Hearings held July 28-Sept. 15, 1977. 

@ltem 1039 

S/N 052-070-04349-1 

pbk. : $2.75 

1. ‘*United States— Foreign relations — Russia. 2. 
*Russia — Foreign relations — United States. 3. 
*Underground nuclear explosions. I. United States. Con- 
gress. Senate. Committee on Foreign Relations. Subcommit- 
tee on Arms Control, Oceans, and International Environ- 
ment. II. Title. 


OCLC 3578493 


GOVERNMENT OPERATIONS, 
Committee on, 
House 
Washington, DC 20515 


78-12091 
Y 4.G 74/7:Ap 4 
United States. Congress. House. Committee on Government 
Operations. Environment, Energy, and Natural Resources 
Subcommittee. 

Strip mining and the flooding in Appalachia : hearing be- 
fore a subcommittee of the Committee on Government 
Operations, House of Representatives, Ninety-fifth Congress, 
first session, July 26, 1977. — Washington : U.S. Govt. Print. 
Off., 1977. 

20402 

iii, 108 p. : ill. ; 23 cm. 

Includes bibliographical references. 

@ltem 1016 

S/N 052-070-04414-4 

pbk. : $2.30 

1. *Strip mining — Environmental aspects — Appalachian 
region. 2. *Floods — Appalachian region. I. Title. 


OCLC 3731542 
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Government Operations — Committee on, House 


78-12092 
Y 4.G 74/7:Ar 2/3 
United States. Congress. House. Committee on Government 
Operations. Subcommittee on Government Information and 
Individual Rights. 

National Archives, security classification problems involv- 
ing Warren Commission files and other records : hearing be- 
fore a subcommittee of the Committee on Government 
Operations, House of Representatives, Ninety-fourth Con- 
gress, first session, November 11, 1975. — Washington : U.S. 
Govt. Print. Off., 1975. 

iii, 98 p. ; 23 cm. 

pbk. 

1. United States. National Archives and Records Service. 
2. United States. Warren Commission. 3. Security classifica- 
tion (Government documents) — United States. I. Title. 
KF27.G6628 1975d 
344/.73/092 
OCLC 2338943 


78-12093 
Y 4.G 74/7:Au 2/2 
United States. Congress. House. Committee on Government 
Operations. Legislation and National Security Subcommittee. 
Internal auditing by the Department of the Army : hearing 
before a subcommittee of the Committee on Government 
Operations, House of Representatives, Ninety-fifth Congress, 
first session, July 27, 1977. — Washington : U.S. Govt. Print. 
Off., 1977. 
iii, 140 p. ; 24 cm. 
@ltcm 1016 
pbk. 
1. United States. Dept. of the Army — Management. I. 
Title. 


OCLC 3751500 


78-12094 
Y 4.G 74/7:C 16/pt.1-2 
United States. Congress. House. Committee on Government 

Operations. Intergovernmental Relations and Human 
Resources Subcommittee. 

The National cancer program : hearing before a subcom- 
mittee of the Committee on Government Operations, House 
of Representatives, Ninety-fifth Congress, first session. — 
Washington : U.S. Govt. Print. Off., 1977- 

v.: ill. ; 24 cm. 

Hearing held: pt. 1. June 14-23, 1977.—pt. 2. Sept. 21 and 
Oct. 12, 1977. 

Includes bibliographical references. 

Contents: pt. |. Overview of program administration.—pt. 
2. Fluoridation of public drinking water. 

@ltem 1016 

S/N 052-070-04264-8 (pt.1) 0 052-070-04389-0 (pt.2) 

pbk. : $6.00 (pt.1) : $5.00 (pt.2) 

1. Cancer research — United States. 2. Cancer — United 
States — Prevention. 3. *Public health — Research — 
United States. I. Title. 

KF27.G664 1977b 
362.1/9/699400973 
OCLC 3627197 
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78-12095 
Y 4.G 74/7:C 96 
United States. Congress. House. Committee on Government 
Operations. Government Information and Individual Rights 
Subcommittee. 

Customs Service mail opening : hearings before a subcom- 
mittee of the committee on Government Operations, House 
of Representatives, Ninety-fifth Congress, first session ... — 
Washington : U.S. Govt. Print. Off., 1977. 

vi, 979 p. ; 24 cm. 

Hearings held July 28-Sept. 19, 1977. 

Includes bibliographical references. 

@ltem 1016 

pbk. 

1. United States. Customs Service. 2. *Letter mail han- 
dling. 3. *Postal service — United States. I. Title. 


OCLC 3665794 


78-12096 
Y 4.G 74/7:J 98 
United States. Congress. House. Committee on Government 
Operations. Subcommittee on Government Information and 
Individual Rights. 

Justice Department internal investigation policies : hearings 
before a subcommittee of the Committee on Government 
Operations, House of Representatives, Ninety-fifth Congress, 
first session ... — Washington : U.S. Govt. Print. Off., 1977. 

iii, 236 p. : ill. ; 24 cm. 

Hearings held June 9-July 27, 1977. 

@ltem 1016 

pbk. 

1. United States. Dept. of Justice. I. Title. 


OCLC 3635631 


78-12097 


Y 4.G 74/7:N 81/pt.1 


United States. Congress. House. Committee on Government 


Operations. Legislation and National Security Subcommittee. 

Problems in the standardization and interoperability of 
NATO military equipment : hearing before a subcommittee 
of the Committee on Government Operations, House of 
Representatives, Ninety-fifth Congress, first session ....— 
Washington : U.S. Govt. Print. Off., 1977- 

v.; 24 cm. 

Hearing held: pt. 1, July 21, 1977. 

Includes bibliographical references. 

@ltem 1016 

pbk. 

1. North Atlantic Treaty Organization — Armed Forces — 
Equipment. I. Title. 
KF27.G6676 1977c 
355.8 
OCLC 3444483 


78-12098 


Y 4.G 74/7:N 88/2 


United States. Congress. House. Committee on Government 


Operations. Environment, Energy, and Natural Resources 
Subcommittee. 

High-level nuclear waste : hearing before a subcommittee 
of the Committee on Government Operations, House of 
Representatives, Ninety-fifth Congress, first session, June 18, 
1977. — Washington : U.S. Govt. Print. Off., 1977. 

iii, 333 p. : ill. ; 23 cm. 

“Bibliography of geology and hydrology”: p. 212-234. 

@item 1016 

pbk. 





1. *Radioactive waste disposal in the ground — Washington 
(State) — Hanford. I. Title. 


OCLC 3701763 


78-12099 
Y 4.G 74/7:R 29/3/977/no.1 
United States. Congress. House. Committee on Government 
Operations. Legislation and National Security Subcommittee. 
Reorganization plan no. | of 1977 (Executive Office of the 
President) : hearings before a subcommittee of the Commit- 
tee on Government Operations, House of Representatives, 
Ninety-fifth Congress, first session, August 3 and September 
8, 1977. — Washington : U.S. Govt. Print. Off., 1977. 
iii, 221 p. : ill. ; 24 cm. 
Includes bibliographical references. 
@ltem 1016 
pbk. 
1. United States. Executive Office of the President. I. 
Title. 


OCLC 3574022 


78-12100 
Y 4.G 74/7:Su 7/13 
United States. Congress. House. Committee on Government 
Operations. 

Distribution of Federal surplus property to State and local 
organizations : source book : amendments to the Federal pro- 
perty and administrative services act of 1949 made by Public 
Law 94-519 (with regulations and statutes) / Committee on 
Government Operations, U.S. House of Representatives. — 
Washington : U.S. Govt. Print. Off., 1976. 

20402 

v, 181 p. ; 24 cm. 

At head of title: Committee print. 94th Congress, 2d ses- 
sion. House of Representatives. 

Issued Dec. 1976. 

S/N 052-070-03855-1 

pbk. : $1.90 

1. *Surplus government property — Law and legislation — 
United States. 2. *Surplus military property — Law and 
legislation — United States. I. Title. 


OCLC 3768278 


78-12101 
Y 4.G 74/7:Su 7/14 
United States. Congress. House. Committee on Government 
Operations. Legislation and National Security Subcommittee. 
“Sunset” legislation : hearing before a subcommittee of the 
Committee on Government Operations, House of Represen- 
tative, Ninety-fifth Congress, first session, on H.R. 1756 and 
related bills... October 17, 1977. — Washington : U.S. Govt. 
Print. Off., 1977. 
iii, 69 p. ; 24 cm. 
@ltem 1016 
pbk. 
1. *Sunset reviews of government programs — Law and 
legislation — United States. I. Title. 


OCLC 3697382 


Government Publications — June 1978 


GOVERNMENTAL AFFAIRS, 
Committee on, 
Senate 
Washington, DC 20510 


78-12102 
Y 4.G 74/9: El 2 
United States. Congress. Senate. Committee on Governmental 
Affairs. Subcommittee on Energy, Nuclear Proliferation, and 
Federal Services. 

Electronic communications and the postal service 
hearings before the Subcommittee on Energy, Nuclear 
Proliferation, and Federal Services of the Committee on 
Governmental Affairs, United States Senate, Ninety-fifth 
Congress, first session, May 26 and June 29, 1977.— 
Washington : U.S. Govt. Print. Off., 1977. 

iii, 139 p. : ill. ; 23 cm. 

Includes bibliographical references. 

@ltem 1037-A 

pbk. 

1. *Postal service — United States. 2. 
paratus and appliances. I. Title. 


*Electronic ap- 


OCLC 3711514 


78-12103 
Y 4.G 74/9:Ac 7/pt.4 
United States. Congress. Senate. Committee on Governmental 
Affairs. Subcommittee on Federal Spending Practices and 
Open Government. 

Major systems acquisition reform : hearing before the Sub- 
committee on Federal Spending Practices and Open Govern- 
ment of the Committee on Governmental Affairs, United 
States Senate, Ninety-fifth Congress, first session ...— 
Washington : U.S. Govt. Print. Off., 1978- 

v.: ill. ; 24 cm. 

Pt. 1-3 of these hearings held before the Subcommittee on 
Federal Spending Practices, Efficiency, and Open Govern- 
ment, of the Committee on Government Operations are 
classes under Y 4.G 74/6:Ac 7/2. 

Hearings held: pt. 4. Feb. 25, 1977. 

pt. 4. CH-53-E helicopter program. 

@ltem 1037-A 

pbk. 

1. *United States — Armed Forces — Procurement. 2. 
*Helicopters. I. United States. Congress. Senate. Committee 
on Government Operations. Subcommittee on Federal 
Spending Practices, Efficiency, and Open Government. II. 
Title. 


OCLC 3738752 


78-12104 
Y 4.G 74/9:L 22/2/pt.3 
United States. Congress. Senate. Committee on Governmental 
Affairs. 

Matters relating to T. Bertram Lance : hearings before the 
Committee on Governmetal Affairs, United States Senate, 
Ninety-fifth Congress, first session ....— Washington : U.S. 
Govt. Print. Off., 1977- 

v. ; 24 cm. 

Contents: v. 3. Appendix, Sept. 1977. 

@ltem 1037-A 

pbk. 

1. Lance, Thomas Bertram, 1931- 2. *Conflict of in- 
terests (Public office) — United States. I. Title. 

KF26.G6 1977b 
353.007/1 
OCLC 3269985 
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Governmental Affairs — Committee on, Senate 


78-12105 
Y 4.G 74/9:Sci 2 
United States. Library of Congress. Science Policy Research 
Division. 

Reorganization of Federal science and technology activities 
: report / prepared by the Science Policy Research Division, 
Congressional Research Service, for the Committee on 
Governmental Affairs, United States Senate. — Washington : 
U.S. Govt. Print. Off., 1977. 

20402 

617 p. in various pagings ; 24 cm. 

At head of title: 95th Congress, Ist session. Committee 
print. 

“A compendium of significant reorganizations and 
proposed reorganizations for the conduct of scientific and 
technological activities within the executive branch and the 
Executive Office of the President in the period 1962-March 
31, 1977. 

Issued Aug. 1977. 

Bibliography: Appendix 2. 

@ltem 1037-A 

S/N 052-070-04170-6 

pbk. : $4.50 

1. *Science and state — United States. 2. *Technology 
and state — United States. 3. *United States — Executive 
departments. I. United States. Congress. Senate. Committee 
on Governmental Affairs. II. Title. 


OCLC 3220206 


HUMAN RESOURCES, 
Committee on, 
Senate 
Washington, DC 20510 


78-12106 
Y 4.H 88:Ad 7 
United States. Congress. Senate. Committee on Human 
Resources. Subcommittee on Child and Human Develop- 
ment. 

Opportunities for adoption act of 1977 : hearing before the 
Subcommittee on Child and Human Development of the 
Committee on Human Resources, United States Senate, 
Ninety-fifth Congress, first session, on S. 961 ... April 4, 
1977. — Washington : U.S. Govt. Print. Off., 1977. 

v, 490 p. : ill. ; 23 cm. 

Includes bibliographical references. 

@ltem 1043 

pbk. 

1. Adoption — United States. 2. 
United States. I. Title. 


*Children — Law — 


OCLC 3627200 


78-12107 
Y 4.H 88:D 63/977 
United States. Congress. Senate. Committee on Human 
Resources. Subcommittee on Employment, Poverty, and 
Migratory Labor. 

Displaced homemakers act, 1977 : hearings before the 
Subcommittee on Employment, Poverty, and Migratory 
Labor of the Committee on Human Resources, United States 
Senate, Ninety-fifth Congress, first session, on S. 418 ... Sep- 
tember 12 and 13, 1977. — Washington : U.S. Govt. Print. 
Off., 1977. 

iv, 150 p. ; 23 cm. 

@ltem 1043 

pbk. 
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1. *Displaced homemakers — Legal status, laws, etc. — 
United States. I. Title. 


OCLC 3735210 


78-12108 
Y 4.H 88:Ed 8/3/977 
United States. Congress. Senate. Committee on Human 
Resources. Subcommittee on the Handicapped. 

Education for all handicapped children act, 1977 : hearings 
before the Subcommittee on the Handicapped of the Com- 
mittee on Human Resources, United States Senate, Ninety- 
fifth Congress, first session, ... June 21 and 22, 1977.— 
Washington : U.S. Govt. Print. Off., 1977. 

vi, 584 p.: ill. ; 23 cm. 

@ltem 1043 

pbk. 

1. *Handicapped children — Education — Law and legisla- 
tion — United States. I. Title. 


OCLC 3686530 


78-12109 
Y 4.H 88:H 34 
United States. Congress. Senate. Committee on Human 
Resources. Subcommittee on Health and Scientific Research. 
Health care problems among the elderly, 1977 : hearing 
before the Subcommittee on Health and Scientific Research 
of the Committee on Human Resources, United States 
Senate, Ninety-fifth Congress, first session ... November 9, 
1977, Miami, Fla. — Washington : U.S. Govt. Print. Off., 
1978. 
iii, 101 p. ; 23 cm. 
@ltem 1043 
pbk. 
1. *Aged — Medical care — United States. I. Title. 


OCLC 3751449 


78-12110 
Y 4.H 88:L 52/3/977 
United States. Congress. Senate. Committee on Human 
Resources. Subcommittee on Health and Scientific Research. 
Legionnaires’ disease, 1977 : hearing before the Subcom- 
mittee on Health and Scientific Research of the Committee 
on Human Resources, United States Senate, Ninety-fifth 
Congress, first session ... November 9, 1977. — Washington : 
U.S. Govt. Print. Off., 1978. 
iii, 161 p.: ill. ; 23 cm. 
@ltem 1043 
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1. *Legionnaires’ disease — United States. I. Title. 


OCLC 3792276 


78-12111 

Y 4.H 88:M 79 
United States. Congress. Senate. Committee on Human 
Resources. 

Mora nomination : joint hearing before the Committee on 
Human Resources and Committee on Veterans’ Affairs, 
United States Senate, Ninety-fifth Congress, first session ... 
June 9, 1977. — Washington : U.S. Govt. Print. Off., 1977. 

iii, SO p. ; 24 cm. 

Hearing on nomination of R. R. Mora, to be Deputy 
Assistant Secretary of Labor for Veterans’ Employment. 
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1. Mora, Roland Ray, 1939- 2. United States. Dept. of 
Labor — Appointments, promotions, salaries, etc. I. United 
States. Congress. Senate. Committee on Veterans’ Affairs. 
Il. Title. 


OCLC 3646510 


78-12112 
Y 4.H 88:N 72/977-15 
United States. Congress. Senate. Committee on Human 
Resources. 

Nomination : hearing before the Committee on Human 
Resources, United States Senate, Ninety-fifth Congress, first 
session, on Charles J. Chamberlain, of Illinois, to be a 
member of the Railroad Retirement Board, October 6, 1977. 
— Washington : U.S. Govt. Print. Off., 1977. 

ii, 12 p. : 24 cm. 
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1. Chamberlain, Charles J , 1921-. 2. United States. Rail- 
road Retirement Board — Appointments, promotions, sala- 
ries, etc. I. Title. 


OCLC 3646535 


78-12113 
Y 4.H 88:N 72/977-19 
United States. Congress. Senate. Committee on Human 
Resources. 

Nominations : hearing before the Committee on Human 
Resources, United States Senate, Ninety-fifth Congress, first 
session ... September 27, 1977. — Washington : U.S. Govt. 
Print. Off., 1977. 

ii, 105 p. : ill. ; 24 cm. 

Hearing on nominations of G. C. Pimentel, to be Deputy 
Director; F. J. Rutherford, to be Assistant Director; and J. B. 
Slaughter, to be an Assistant Director of the National 
Science Foundation. 
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1. United States. National Science Foundation — Appoint- 
ments, promotions, salaries, etc. I. Title. 


OCLC 3782135 


78-12114 
Y 4.H 88:N 72/977-20 
United States. Congress. Senate. Committee on Human 
Resources. 
Nomination : 


hearing before the Committee on Human 
Resources, United States, Senate, Ninety-fifth Congress, first 


session, on Gerald L. Klerman ... to be Administrator, Al- 
cohol, Drug Abuse, and Mental Health Administration, Oc- 
tober 26, 1977. — Washington : U.S. Govt. Print. Off., 1977. 

ii, 178 p. ; 24 cm. 
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1. Klerman, Gerald L , 1928- 2. United States. Alcohol, 
Drug Abuse, and Mental Health Administration — Appoint- 
ments, promotions, salaries, etc. I. Title. 


OCLC 3735332 
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78-12115 


Y 4.H 88:N 72/977-23 


United States. Congress. Senate. Committee on Human 


Resources. 

Nomination : hearing before the Committee on Human 
Resources, United States Senate, Ninety-fifth Congress, first 
session ... September 9, 1977. — Washington : U.S. Govt. 
Print. Off., 1977. 

ii, 10 p. ; 24 cm. 

Hearing on nomination of Frank Jones, to be an Assistant 
Director, Community Services Administration. 
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1. Jones, Frank N 2. United States. Community Services 
Administration — Appointments, promotions, salaries, etc. 
I. Title. 


OCLC 3753216 


78-12116 


Y 4.H 88:N 72/977-24 
United States. Congress. Senate. Committee on Human 
Resources. 

Nomination : hearing before the Committee on Human 
Resources, United States Senate, Ninety-fifth Congress, first 
session, on John H. Fanning ... to be Chairman, National 
Labor Relations Board, October 26, 1977. — Washington : 
U.S. Govt. Print. Off., 1978. 

ii, 24 p. ; 23 cm. 
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1. Fanning John H , 1916- 2. United States. National 
Labor Relations Board — Appointments, promotions, salaries, 
etc. I. Title. 


OCLC 3753207 


78-12117 
Y 4.H 88:P 49/pt.4 
United States. Congress. Senate. Committee on Human 
Resources. Subcommittee on Health and Scientific Research, 

Preclinical and clinical testing by the pharmaceutical in- 
dustry, 1977 : hearing before the Subcommittee on Health 
and Scientific Research of the Committee on Human 
Resources, United States Senate, Ninety-fifth Congress, first 
session ... — Washington : U.S. Govt. Print. Off., 1977- 

v.; 24cm, 

Pt. 1-3 of these hearings held before the Subcommittee on 
Health of the Committee on Labor and Public Welfare, and 
the Subcommittee on Administrative Practice and Procedure 
of the Committee on the Judiciary in 1975-76, are classed 
under Y 4.L II/2:P 49/2. 

Hearings held: pt. 4. Mar. 10, 1977. 

@ltem 1043 
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1. *Pharmaceutical research — United States. I. United 
States. Congress. Senate. Committee on Labor and Public 
Welfare. Subcommittee on Health. II. United States. Con- 
gress. Senate. Committee on the Judiciary. Subcommittee on 
Administrative Practice and Procedure. Ill. Title. 


OCLC 3738517 
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78-12118 
Y 4.H 88:R 88 
United States. Congress. Senate. Committee on Human 
Resources. Subcommittee on Health and Scientific Research. 
Rural health care, problems and prospects, 1977 : hearing 
before the Subcommittee on Health and Scientific Research 
of the Committee on Human Resources, United States 
Senate, Nincty-fifth Congress, first session ... Bangor, Maine, 
August 30, 1977.— Washington : U.S. Govt. Print. Off., 
1978. 
iii, 120 p. : ill. 23 cm. 
Includes bibliographies. 
@ltcem 1043 
pbk. 
1. *Rural health services — Maine. I. Title. 


OCLC 3735294 


78-12119 
Y 4.H 88:Sa 1/977 
United States. Congress. Senate. Committee on Human 
Resources. Subcommittee on Health and Scientific Research. 
The banning of saccharin, 1977: hearing before the Sub- 
committee on Health and Scientific Research of the Commit- 
tec on Human Resources, United States Senate, Nincty-fifth 
Congress, first session ... June 7, 1977. — Washington : U.S. 
Govt. Print. Off., 1977. 
iv, 173 p. : ill; 24 cm. 
Includes bibliographical references. 
@ltem 1043 
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OCLC 3686459 


INDIAN AFFAIRS, 
Select Committee on, 
Senate 
Washington, DC 20510 


78-12120 
Y 4.In 2/11:D 71 
United States. Congress. Senate. Select Committee on Indian 
Affairs. 

Federal domestic assistance programs : hearings before the 
United States Senate, Select Committee on Indian Affairs, 
Ninety-fifth Congress, first session ... September 8, 1977. — 
Washington : U.S. Govt. Print. Off., 1977. 

iii, 49 p. ; 23 cm. 

Includes bibliographical references. 

@ltcm 1009 

pbk. 

1. *Indians of North America — Economic conditions. 2. 
*Economic assistance, Domestic — United States. I. Title. 


OCLC 3782155 


78-12121 
Y 4.In 2/11:In 2 
United States. Congress. Senate. Select Committee on Indian 
Affairs. 

Indian child welfare act of 1977 : hearing before the 
United States Senate, Select Committee on Indian Affairs, 
Ninety-fifth Congress, first session, on S. 1214 ... August 4, 
1977. — Washington : U.S. Govt. Print. Off., 1977. 

[iii], 603 p. ; 24 cm. 

Includes bibliographical references. 
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Congressional symposium 


1. *Indians of North America — Children — Legal status, 
laws, etc. IL. Title. 


OCLC 3692929 


INTERSTATE AND FOREIGN COMMERCE, 
Committee on, 
House 
Washington, DC 20515 


78-12122 


Y 4.In 8/4:B 85/2/978 
United States. Congress. House. Committee on Interstate and 
Foreign Commerce. 

Committee budget and justification statements / Commit- 
tee on Interstate and Foreign Commerce, House of Represen- 
tatives. — Washington : U.S. Govt. Print. Off., 1978. 

v, 39 p. ; 24. cm. 

At head of title: 95th Congress, 2d session. Committee 
print 95-36. 

Issued Jan. 1978. 

@ltem 1019 

pbk. 

1. United States. Congress. House. Committee on In- 
terstate and Foreign Commerce — Finance. 2. *Budget — 
United States. 3. *United States — Appropriations and ex- 
penditures. I. Title. 


OCLC 3758887 


78-12123 
Y 4.1n 8/4:C 73/21/978/v.1-4 
United States. Laws, statutes, etc. 

Compilation of selected acts within the jurisdiction of the 
Committee on Interstate and Foreign Commerce : prepared 
for the use of the House Committee on Interstate and 
Foreign Commerce. — Washington : U.S. Govt. Print. Off., 
1978. 

4v.; 24cm. 

At head of title: 95th Congress, 2d session. Committee 
print. Committee print 95-38-[95-41] 

Contents: v. 1. Health law.—v. 2. Food, drug, and related 
law.—v. 3. Environment law.—v. 4. Consumer protection 
law. 

@ltem 1019 

S/N 052-070-04449-7 (v.1) 0 052-070-04450-1 (v.2) 0 
052-070-0445 1-9 (v.3) 0 052-070-044 52-7 (v.4) 

pbk. : $5.00 (v.1) : $4.00 (v.2) : $5.00 (v.3) : $3.75 (v.4) 

1. *Public health laws — United States. 2. 
*Environmental law — United States. 3. “Consumer protec- 
tion— Law and _legislation— United States. I. United 
States. Congress. House. Committee on Interstate and 
Foreign Commerce. II. Title. 


OCLC 3763217 


78-12124 
Y 4.In 8/4:R 13/75 

railroads, 1977 and _ beyond, 
problems and promises : background material / prepared by 
the staff of the Subcommittee on Transportation and Com- 
merce ; for use by the Committee on Interstate and Foreign 
Commerce, House of Representatives, Ninety-fifth Congress, 
first session. — Washington : U.S. Govt. Print. Off., 1977. 

v, 275 p.: ill. ; 24 cm. 

At head of title: 95th Congress, Ist session. Committee 
print 95-32. 

Symposium held Dec. 14 and 15, 1977. 

Includes bibliographical references. 
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1. Railroads — United States— Congresses. I. United 
States. Congress. House. Committee on Interstate and 
Foreign Commerce. Subcommittee on Transportation and 
Commerce. Il. United States. Congress. House. Committee 
on Interstate and Foreign Commerce. 

HE2717.C65 
385/.0973 
OCLC 3656185 


78-12125 


Y 4.1n 8/4:95-32 

Y 4.In 8/4:95-63 

United States. Congress. House. Committee on Interstate and 
Foreign Commerce. Subcommittce on Oversight and In- 
vestigations. 

Quality of surgical care : hearings before the Subcommit- 
tee on Oversight and Investigations of the Committee on In- 
terstate and Foreign Commerce, House of Representatives, 
Ninety-fifth Congress, first session, on important cost and 
quality issues of health care ....— Washington : U.S. Govt. 
Print. Off., 1977- 

v. : ill. ; 23 cm.— (Serial - House, Committeee on In- 
terstate and Foreign Commerce ; no. 95-32, 95-63) 

Hearings held: v. 1. Apr. 25-May 9, 1977.—v. 2. Oct. 6, 
28, and Nov. 1, 1977. 

Includes bibliographical references. 
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pbk. 

1. Surgery — United States — Quality control. 2. Surgery, 
Elective — United States. I. Title. II. Series: United States. 
Congress. House. Committee on Interstate and Foreign Com- 
merce. Serial, 95th Congress ; no. 95-32, 95-63. 

KF27.1S5547 1977h 
362.1/97/0973 
OCLC 3486535 


78-12126 


Y 4.In 8/4:95-43 
United States. Congress. House. Committee on Interstate and 


Foreign Commerce. Subcommittee on Health and the En- 


vironment. 

Child health assessment act : hearings before the Subcom- 
mittee on Health and the Environment of the Committee on 
Interstate and Foreign Commerce, House of Representatives, 
Ninety-fifth Congress, first session ... August 8 and 9, 1977. 
— Washington : U.S. Govt. Print. Off., 1977. 

vii, 689 p. : ill. ; 24 cm. — (Serial - House, Committee on 
Interstate and Foreign Commerce ; no. 95-43) 

Hearings on H.R. 6706 and other bills. 

Includes bibliographies. 

@ltem 1019 

pbk. 

1. *Child health services — Law and legislation — United 
States. I. Title. II. Series: United States. Congress. House. 
Committee on Interstate and Foreign Commerce. Serial, 95th 
Congress ; no. 95-43. 


OCLC 3618773 
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78-12127 


Y 4.In 8/4:95-47 


United States. Congress. House. Committee on Interstate and 


Foreign Commerce. Subcommittee on Health and the En- 
vironment. ; 

Health manpower amendments of 1977 : hearing the Sub- 
committee on Health and the Environment of the Committee 
on Interstate and Foreign Commerce, House of Representa- 
tives, Ninety-fifth Congress, first session, on H.R. 9280 and 
H.R. 8519... September 29, 1977. — Washington : U.S. Govt. 
Print. Off., 1977. 

iii, 80 p. ; 23 cm.— (Serial - House, Committee on In- 
terstate and Foreign Commerce ; no. 95-47) 
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1. Medical personnel —Law and _ legislation — United 
States. I. Title. II. Series: United States. Congress. House. 
Committee on Interstate and Foreign Commerce. Serial, 95th 
Congress ; no. 95-47. 


OCLC 3615372 


78-12128 


Y 4.1In 8/4:95-52 


United States. Congress. House. Committee on Interstate and 


Foreign Commerce. Subcommittee on Oversight and In- 
vestigations. 

Consumer Product Safety Commission oversight 
hearings before the Subcommittee on Oversight and In- 
vestigations and the Subcommittee on Consumer Protection 
and Finance of the Committee on Interstate and Foreign 
Commerce, House of Representatives, Ninety-fifth Congress, 
first session ... — Washington : U.S. Govt. Print. Off., 1977. 

viii, 935 p. : ill. ; 24 cm. — (Serial - House, Committee on 
Interstate and Foreign Commerce ; no. 95-52) 

Hearings held Sept. 26-Oct. 3, 1977. 
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pbk. 

1. United States. Consumer Product Safety Commission. 

I. United States. Congress. House. Committee on Interstate 
and Foreign Commerce. Subcommittee on Consumer Protec- 
tion and Finance. II. Title. III. Series: United States. Con- 
gress. House. Committee on Interstate and Foreign Com- 
merce. Serial, 95th Congress ; no. 95-52. 


OCLC 3733546 


78-12129 


Y 4.In 8/4:95-55 


United States. Congress. House. Committee on Interstate and 


Foreign Commerce. Subcommittee on Consumer Protection 
and Finance. 

Federal standards for no-fault motor vehicle accident 
benefits act : hearings before the Subcommittee on Con- 
sumer Protection and Finance of the Committee on Interstate 
and Foreign Commerce, House of Representatives, Ninety- 
fifth Congress, first session ...— Washington : U.S. Govt. 
Print. Off., 1977. 

vii, 763 p.: ill. ; 24 cm. — (Serial - House, Committee on 
Interstate and Foreign Commerce ; no. 95-55) 

Hearings on H.R. 6601 and other bills, held June 14-July 
22, 1977. 

Bibliography: p. 662-666. 
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1. *Insurance, No-fault automobile — United States. I. 
Title. Il. Series: United States. Congress. House. Committee 
on Interstate and Foreign Commerce. Serial, 95th Congress ; 
no. 95-55. 


OCLC 3701913 


78-12130 
Y 4.1n 8/4:95-62 
United States. Congress. House. Committee on Interstate and 
Foreign Commerce. Subcommittee on Energy and Power. 

FEA compliance programs : hearing before the Subcom- 
mittee on Energy and Power of the Committce on Interstate 
and Foreign Commerce, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 2788 ... April 6, 1977. 
— Washington : U.S. Govt. Print. Off., 1978. 

iv, 154 p. ; 24 cm. — (Serial - House, Committee on In- 
terstate and Foreign Commerce ; no. 95-62) 

Includes bibliographical references. 
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1. United States. Federal Energy Administration. Office of 
Inspector General. I. Title. Il. Series: United States. Con- 
gress. House. Committee on Interstate and Foreign Com- 
merce. Serial, 95th Congress ; no. 95-62. 


OCLC 3792323 


INTERIOR AND INSULAR AFFAIRS, 
Committee on, 
House 
Washington, DC 20515 


78-12131 
Y 4.In 8/14:En 2/4 
United States. Library of Congress. Environment and Natural 
Resources Policy Division. 

Overview commentary on the President’s National energy 
plan : a report / prepared for the Committee on Interior and 
Insular Affairs and the Committee on Interstate and Foreign 
Commerce of the U.S. House of Representatives, ninety-fifth 
Congress, first session ; by the Environment and Natural 
Resources Policy Division, Congressional Research Service, 
Library of Congress. — Washington : U.S. Govt. Print. Off., 
1977. 

20402 

v, 16 p. ; 24 cm. 

At head of title: 95th Congress, Ist session. Committee 
print no. 7. 

Issued Nov. 1977. 

@ltem 1023 

S/N 052-070-04306-7 

pbk. : $1.00 

1. *Energy policy — United States. I. United States. Con- 
gress. House. Committee on Interior and Insular Affairs. II. 
United States. Congress. House. Committee on Interstate and 
Foreign Commerce. Ill. Title. 


OCLC 3693774 
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78-12132 


Y 4.In 8/14:R 22 
United States. Congress. House. Committee on Interior and In- 
sular Affairs. Subcommittee on Energy and the Environment. 

Observations on the reactor safety study : a report / 
prepared by the Subcommittee on Energy and the Environ- 
ment of the Committee on Interior and Insular Affairs of the 
U.S. House of Representatives, Ninety-fifth Congress, first 
session. — Washington : U.S. Govt. Print. Off., 1977. 

v, 45 p.: ill. ; 24 cm. 

At head of title: 95th Congress, Ist session. Committee 
print no. 1. 

Issued Jan. 1977. 

pbk. 

1. United States. Nuclear Regulatory Commission. Reactor 
safety study. 2. Nuclear reactors — Safety measures. I. 
Title. 

TK9152.U488 1977 
621.48/35 
OCLC 3272455 


78-12133 
Y 4.1In 8/14:95-1/pt.4 
United States. Congress. House. Committee on Interior and In- 
sular Affairs. Subcommittee on Energy and the Environment. 

Reclamation practices and environmental problems of sur- 
face mining : hearings before the Subcommittee on Energy 
and the Environment of the Committee on Interior and Insu- 
lar Affairs, House of Representatives, Ninety-fifth Congress, 
first session, on H.R. 2 ...— Washington : U.S. Govt. Print 
Off., 1977- 

v. : ill. ; 23 cm. — (Serial - House, Committee on Interior 
and Insular Affairs ; no. 95-1) 

Pt. 4 has title: Surface mining control and reclamation act 
of 1977. 

Hearings held: pt. 4, Feb. 28 and Mar. 4, 1977. 

Includes bibliographical references. 

@ltem 1023 

pbk. 

1. *Reclamation of land — Environmental aspects — 
United States. 2. *Strip mining — Law and legislation — 
United States. I. Title. Il. Title: Surface mining control 
and reclamation act of 1977. III. Series: United States. Con- 
gress. House. Committee on Interior and Insular Affairs. Seri- 
al, 95th Congress ; no. 95-1. 


OCLC 3319829 


78-12134 
Y 4.1n 8/14:95-19 
United States. Congress. House. Committee on Interior and In- 
sular Affairs. Subcommittee on Energy and the Environment. 
National crude oil supply and transportation act of 1977 : 
hearings before the Subcommittee on Energy and the En- 
vironment of the Committee on Interior and Insular Affairs, 
House of Representatives, Nineth-fifth Congress, first session, 
on H.R. 9203, H.R. 8627, and H.R. 8568 ... September 30 
and October 6, 1977. — Washington : U.S. Govt. Print. Off., 
1977. 
iv, 634 p. : ill. ; 24 cm. — (Serial - House, Committee on 
Interior and Insular Affairs ; no. 95-19) 
Includes bibliographical references. 
@ltem 1023 
pbk. 
1. *Petroleum — Alaska — Transportation. I. Title. II. 
Series: United States. Congress. House. Committee on Interi- 
or and Insular Affairs. Serial, 9Sth Congress ; no. 95-19. 


OCLC 3734648 





78-12135 
Y 4.In 8/14:95-20 
United States. Congress. House. Committee on Interior and In- 
sular Affairs. Subcommittee on Energy and the Environment. 

Oversight on Diablo Canyon Nuclear Generating Plant : 
oversight hearing before the Subcommittee on Energy and 
the Environment of the Committee on Interior and Insular 
Affairs, House of Representatives, Ninety-fifth Congress, first 
session ... June 30, 1977. — Washington : U.S. Govt. Print. 
Off., 1977. 

iii, 104 p. ; 24 cm. — (Serial - House, Committee on In- 
terior and Insular Affairs ; no. 95-20) 

Bibliography: p. 95. 
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1. Atomic power-plants — California — Diablo Canyon. 2. 
*Earthquakes and atomic power-plants. I. Title. II. Series: 
United States. Congress. House. Committee on Interior and 
Insular Affairs. Serial, 9Sth Congress ; no. 95-20. 

KF27.1518 1977d 
353.008/72 
OCLC 3650523 


INTERNATIONAL RELATIONS, 
Committee on, 
House 
Washington, DC 20515 


78-12136 
Y 4.In 8/16:Ec 7/2 
The Ascendancy of economic goals in the world order, 
Washington, 1975 : report on the eighth meeting of members 
of Congress and of the European Parliament, October 1975, 
pursuant to H. Res. 315 .... — Washington : U.S. Govt. Print. 
Off., 1976. 

x, 115 p.: ill. ; 23 cm. 

At head of title: 94th Congress, 2d session. Committee 
print. 

“Report ... submitted to the Committee on International 
Relations by the members of the committee who participated 
in the meetings.” 

Issued Jan. 1976. 

Includes bibliographical references. 

pbk. 

1. Economic history — 1945- I. United States. Congress. 
House. Committee on International Relations. 

HCS59.A8337 
330.9/04 
OCLC 2203346 


78-12137 
Y 4.In 8/16:Ex 7/6/pt.1 
United States. Congress. House. Committee on International 
Relations. Subcommittee on International Economic Policy 
and Trade. 

Export licensing : foreign availability of stretch forming 
presses : hearing before the Subcommittee on International 
Economic Policy and Trade and the Committee on Interna- 
tional Relations, House of Representatives, Ninety-fifth Con- 
gress, first session ...— Washington : U.S. Govt. Print. Off., 
1977- 

v.; 24 cm. 

Hearings held: pt. 1. Nov. 4, 1977. 
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1. *Export controls — United States. 2. *Technology and 
state — United States. 3. *Foreign licensing agreements. I. 
Title. 


OCLC 3738690 


78-12138 
Y 4.In 8/16:F 22/976 
Outlook on the Far East, November 1976 : report of a factfind- 
ing mission to the Far East, November 5-23, 1976. — 
Washington : U.S. Govt. Print. Off., 1976. 

v, 31 p. ; 24 cm. 

At head of title: 94th Congress, 2d session. Committee 
print. 

Report submitted to the Committee on International Rela- 
tions of the House of Representatives. 

Issued Dec. 1976. 

pbk. 

1. Asia. 2. Australia. 3. New Zealand. I. United States. 
Congress. House. Committee on International Relations. 
DS35.085 
309.1/5 
OCLC 2963600 


78-12139 
Y 4.In 8/16:In 2 
United States. Congress. House. Committee on International 
Relations. Subcommittee on International Organizations. 
Human rights in Indonesia : a review of the situation with 
respect to the long-term political detainees : hearing before 
the Subcommittee on International Organizations of the 
Committee on International Relations, House of Representa- 
tives, Ninety-fifth Congress, first session, October 18, 1977. 
— Washington : U.S. Govt. Print. Off., 1977. 
20402 
vi, 36 p. ; 24 cm. — (International human rights) 
@ltem 1017 
S/N 052-070-04327-0 
pbk. : $1.60 
1. *Civil rights — Indonesia. 2. *Political prisoners — In- 
donesia. I. Title. II. Series. 


OCLC 3501320 


78-12140 
Y 4.In 8/16:P 19/2 
United States. Congress. House. Committee on International 
Relations. 

Proposed Panama Canal treaties : hearings before the 
Committee on International Relations, House of Representa- 
tives, Ninety-fifth Congress, first session ...— Washington : 
U.S. Govt. Print. Off., 1978. 

v, 571 p.: ill. ; 24 cm. 

Hearings held Sept. 8-Oct. 20, 1977. 

Includes bibliographical references. 
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1. *United States — Foreign relations — Panama. 2. 
*Panama — Foreign relations — United States. 3. *Panama 
Canal. I. Title. 


OCLC 3632823 
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INTELLIGENCE, Select Committee on, 
Senate 
Washington, DC 20510 


78-12141 
Y 4.1In 8/16:T 22/4 
United States. Library of Congress. Congressional Research 
Service. 

International tranfer of technology : an agenda of of na- 
tional security issues / prepared for the Subcommittee on In- 
ternational Security and Scientific Affairs of the Committee 
on International Relations, U.S. House of Representatives, by 
the Congressional Research Service, Library of Congress. — 


78-12144 
Y 4.In 8/19:M 69 
United States. Congress. Senate. Select Committee on Intel- 
ligence. 
Project MKULTRA, the CIA's program of research in 
behavioral modification : joint hearing before the Select 


Washington : U.S. Govt. Print. Off., 1978. 

vii, 27 p. ; 24 cm. 

At head of title: 95th Congress, 2d session. Committee 
print. 

Issued Feb. 13, 1978. 

Bibliography: p. 25-26. 

@ltem 1017 

pbk. 

1. *United States — National security. 2. *Technology 
transfer. I. United States. Congress. House. Committee on 
International Relations. Subcommittee on _ International 
Security and Scientific Affairs. II. Title. 


OCLC 3733221 


78-12142 


Y 4.1n 8/16:T 22/977 
United States. Agency for International Development. 

Proposal for a program in appropriate technology : trans- 
mitted by the Agency for International Development, pur- 
suant to section 107 of the Foreign assistance act. — Rev. ed. 
— Washington : U.S. Govt. Print. Off., 1977. 

v, 382 p. ; 24 cm. 

At head of title: Committee print. 95th Congress, Ist ses- 
sion. 

“Printed for the use of the Committee on International 
Relations.” 

Issued Feb. 7, 1977. 

Includes bibliographies. 

pbk. 

1. Technical assistance, American. I. United States. Con- 
gress. House. Committee on International Relations. II. 
Title. 

HC60.U6148 1977 
338.91/172/4073 
OCLC 3033049 


78-12143 


Y 4.1In 8/16:Un 35/14/pt.1 

United States. Congress. House. Committee on International 
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improvement of ongoing computer services for the House of 
Representatives, for the investigation of additional computer 
services for the House of Representatives, and to provide 
computer support to the committees of the House of 
Representatives report to accompany H. Res. 977. — 
[Washington : U.S. Govt. Print. Off., 1978] 

28 p. : ill. : 24 cm. — (House report - 95th Congress, 2d 
session ; no. 95-878) 

Caption title. 

Issued Feb. 9, 1978. 

@ltem 1008-A 

pbk. 

1. United States. Congress. House. Committee on House 
Administration — Appropriations and expenditures. 2. 
United States. Congress. House — Information services. I. 
Title. Il. Series: United States. 95th Congress, 2d session, 
1978. House. Report ; no. 95-878. 


OCLC 2540485 


78-12261 


95-2:H.rp.879 


United States. Congress. House. Committee on Government 
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Approved Mar. 10, 1978. 
“92 STAT. 120.” 
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1. *Atomic power — Law and legislation — United States. 
2. *Atomic weapons — International cooperation. I. Title. 
Il. Series. 
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78-12308 
95-2:Pub.Law 244 
United States. Laws, statutes, etc. 

Grand Canyon National Park, Ariz. : [an act to authorize 
the Secretary of the Interior to make payments to school dis- 
tricts ... for persons living within or near the Grand Canyon 
National Park on _ nontaxable Federal lands _...] — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978] 
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S. 2076 enacted into Pub. Law 95-244. 

“92 STAT. 154.” 

@ltem 575 

pbk. : $0.50 

1. *Grand Canyon National Park. 2. *Federal aid to edu- 
cation — Arizona. I. Title. II. Series. 
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95-2:Pub.Law 245 
United States. Laws, statutes, etc. 

An act to amend the Federal aviation act of 1958 to im- 
prove cargo air service. — [Washington : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1978] 
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[1] p. ; 24 cm. — (Public Law ; 95-245) 

H.R. 9851 enacted into Pub. Law 95-245. 

Approved Mar. 14, 1978. 

“92 STAT. 156.” 

@ltem 575 

pbk. : $0.50 

1. *Aeronautics, Commercial — Law and legislation — 
United States. 2. *Acronautics, Commercial — Freight. I. 
Title. Il. Series. 
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78-12310 
95-2:Pub.Law 246 
United States. Laws, statutes, etc. 

Joint resolution making urgent power supplemental ap- 
propriations for the Department of Energy, Southwestern 
Power Administration for the fiscal year ending September 
30, 1978. — [Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978] 

[1] p. ; 24 cm. — (Public Law ; 95-246) 

H.J. Res. 746 enacted into Pub. Law 95-246. 

Approved Mar. 15, 1978. 
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95-2:S.doc.77 
Baker, Howard Henry, 1925- 

Year-end report, 1977 : the Republican report for the first 
session, Ninety-fifth Congress of Senator Howard H. Baker of 
Tennessee, Republican leader. — Washington : U.S. Govt. 
Print. Off., 1977. 

13 p. ; 24 cm. — (Senate document - 95th Congress, Ist 
session ; no. 95-77) 

Issued Dec. 15, 1977. 
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1. United States. 95th Congress, Ist session, 1977. 2. 
*United States — Politics and government — 1974- I. Title. 
Il. Title: Republican report for the first session, Ninety-fifth 
Congress of Senator Howard H. Baker of Tennessee, 
Republican leader. III. Series: United States. 95th Congress, 
Ist session, 1977. Senate. Document ; no. 95-77. 
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Report of delegation studying the Panama Canal treaties and 


other matters of interest to the U.S. in Latin America, Janua- 
ry 3-14, 1978. — Washington : U.S. Govt. Print. Off., 1978. 

vii, 40 p. ; 24 cm. — (Senate document - 95th Congress, 
2d session ; no. 95-80) 
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Document ; no. 95-80. 


OCLC 3743248 
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95-2:S.doc.91 


United States. Congress. Senate. Committee on Governmental 


Affairs. 

Study on Federal regulation : prepared pursuant to S. Res. 
71 , to authorize a study of the purpose and current effec- 
tiveness of certain Federal agencies / Committee on Govern- 
mental Affairs, United States Senate. — Washington : U.S. 
Govt. Print. Off., 1977. 

v. ; 24 cm. — (Senate document - 95th Congress, 2d ses- 
sion ; no. 95-91) 

Vols. 1-2 issued by the committee under its earlier name: 
Committee on Government Operations. 

Issued Dec. 1977. 

Includes bibliographical references. 

Contents: v. 5. Regulatory organization. 
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1. *Independent regulatory commissions — United States. 
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sion, 1978. Senate. Document ; no. 95-91. 
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United States. Congress. Senate. Committee on Armed Ser- 


vices. 

Defense, maintenance, and operation of the Panama Canal, 
including administration and government of the Canal Zone : 
report ... — [Washington : U.S. Govt. Print. Off., 1978]. 

$2 p. ; 24 cm. — (Senate report - 95th Congress, 2d Ses- 
sion ; no. 95-633) 
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1. *Panama Canal. 2. *Panama — Foreign relations — 
United States. 3. “United States — Foreign relations — 
Panama. I. Title. Il. Series: United States. 95th Congress, 
2d session, 1978. Senate. Report ; no. 95-633. 
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78-12315 
95-2:S.rp.635 
United States. Congress. Senate. Committee on Banking, Hous- 
ing, and Urban Affairs. 

Report on the New York City loan program from the 
Committee on Banking, Housing, and Urban Affairs, United 
States Senate. — Washington : U.S. Govt. Print. Off., 1978. 

v, 20 p. ; 24 cm.— (Senate report - 95th Congress, 2d 
session ; no. 95-635) 

Issued Feb. 10, 1978. 
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1. *New York (City) — Economic conditions. 2. *Grants- 
in-aid — United States. I. Title. II. Series: United States. 
95th Congress, 2d session, 1978. Senate. Report ; no. 95- 
635. 
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78-12316 
95-2:S.rp.636 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. 
Appalachian Trail bill : report to accompany H.R. 8803. — 
[Washington : U.S. Govt. Print. Off., 1978] 
13 p. ; 24 cm.— (Senate report - 95th Congress, 2d ses- 
sion ; no. 95-636) 
Caption title. 
Issued Feb. 10, 1978. 
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*Appalachian Trail. I. Title. Il. Series: United States. 95th 
Congress, 2d session, 1978. Senate. Report ; no. 95-636. 
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78-12317 
95-2:S.rp.637 
United States. Congress. Senate. Committee on Commerce, 
Science, and Transportation. 

Amending title V of the Federal aviation act of 1958 : re- 
port to accompany S. 2516.— [Washington : U.S. Govt. 
Print. Off., 1978] 

3 p. ; 24 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-637) 

Caption title. 

Issued Feb. 21, 1978. 
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1. *Airplanes — Registration and transfer — United States. 
I. Title. II. Series: United States. 95th Congress, 2d session, 
1978. Senate. Report ; no. 95-637. 
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78-12318 
95-2:S.rp.638 
United States. Congress. Senate. Committee on Commerce, 
Science, and Transportation. 

Amending title IV of the Federal aviation act of 1958 : re- 
port to accompany H.R. 9851. — [Washington : U.S. Govt. 
Print. Off., 1978] 

4 p. ; 24 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-638) 

Caption title. 

Issued Feb. 21, 1978. 
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Commercial — Law and legislation — United States. I. Title. 
II. Series: United States. 95th Congress, 2d session, 1978. 
Senate. Report ; no. 95-638. 
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78-12319 
95-2:S.rp.639 
United States. Congress. Senate. Committee on Governmental 
Affairs. 

Blind trusts : report of the Committee on Governmental 
Affairs, United States Senate, together with minority views / 
pursuant to section 311 of S. Res. 110. — Washington : U.S. 
Govt. Print. Off., 1978. 

iii, 47 p. ; 24 cm.— (Senate report - 95th Congress, 2d 
session ; no. 95-639) 

Issued Feb. 21, 1978. 

Includes bibliographical references. 
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1. United States. Congress. Senate — Officials and em- 
ployees. 2. *Conflict of interests (Public office) — United 
States. I. Title. II. Series: United States. 95th Congress, 2d 
session, 1978. Senate. Report ; no. 95-639. 


OCLC 3756963 


78-12320 
95-2:S.rp.640 
United States. Congress. Senate. Committee on the Judiciary. 

Authorizing additional expenditures by the Committee on 
the Judiciary for inquiries and investigations : report to ac- 
company S. Res. 398. — [Washington : U.S. Govt. Print. Off., 
1978] 

1 p. ; 24 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-640) 

Issued Feb. 21, 1978. 
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1. United States. Congress. Senate. Committee on the Ju- 
diciary — Appropriations and expenditures. I. Title. II. Se- 
ries: United States. 95th Congress, 2d session, 1978. Senate. 
Report ; no. 95-640. 
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78-12321 
95-2:S.rp.641 
United States. Congress. Senate. Committee on Agriculture, 
Nutrition, and Forestry. 

The importance of a strong and independent Department 
of Agriculture : report to accompany S. Res. 407. — 
{Washington : U.S. Govt. Print. Off., 1978] 

7 p. ; 24cm. — (Senate report - 95th Congress, 2d session 
; no. 95-641) 

Caption title. 

Issued Feb. 28, 1978. 
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1. United States. Dept. of Agriculture. I. Title. II. Series: 
United States. 95th Congress, 2d session, 1978. Senate. Re- 
port ; no. 95-641. 
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78-12322 
95-2:S.rp.642 
United States. Congress. Senate. Committee on Finance. 

Tuition tax relief act of 1978 : report to accompany H.R. 
3946. | Washington : U.S. Govt. Print. Off., 1978] 

9 p. ; 24 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-642) 

Caption title. 

Issued Feb. 28, 1978. 
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1. *Tax credits — United States. 2. *Education — United 
States — Finance. 3. *Tariff on wool — United States. I. 
Title. Ul. Series: United States. 95th Congress, 2d session, 
1978. Senate. Report ; no. 95-642. 


OCLC 3756915 


78-12323 
95-2:S.rp.643 
United States. Congress. Senate. Committee on Human 
Resources. 

College opportunity act of 1978 : report together with ad- 
ditional views to accompany S. 2539. — [Washington : U.S. 
Govt. Print. Off., 1978] 

32 p. ; 24 cm. — (Senate report - 95th Congress, 2d ses- 
sion ; no. 95-643) 

Caption title. 

Issued Feb. 28, 1978. 
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1. *Student aid — Law and legislation — United States. I. 
Title. Il. Series: United States. 95th Congress, 2d session, 
1978. Senate. Report ; no. 95-643. 


OCLC 3762041 


78-12324 
95-2:S.rp.645 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Authorizing additional expenditures by the Committee on 
Armed Services for inquiries and investigations : report to ac- 
company S. Res. 385. — [Washington : U.S. Govt. Print. Off., 
1978] 

7 p. ; 24 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-645) 

Caption title. 

Issued Mar. 1, 1978. 
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1. United States. Congress. Senate. Committee on Armed 
Services — Appropriations and expenditures. I. Title. Il. 
Series: United States. 95th Congress, 2d session, 1978. 
Senate. Report ; no. 95-645. 


OCLC 3208481 


78-12325 
95-2:S.rp.646 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Authorizing additional expenditures by the Committee on 
Banking, Housing, and Urban Affairs for inquiries and in- 
vestigations : report to accompany S. Res. 371.— 
[Washington : U.S. Govt. Print. Off., 1978] 

3 p. ; 24 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-646) 

Caption title. 


Page 332 


Issued Mar. 1, 1978. 

@item 1008-A 

pbk. 

1. United States. Congress. Senate. Committee on Banking, 
Housing, and Urban Affairs — Appropriations and expendi- 
tures. I. Title. Il. Series: United States. 95th Congress, 2d 
session, 1978. Senate. Report ; no. 95-646. 


OCLC 3208294 


78-12326 


95-2:S.rp.647 


United States. Congress. Senate. Committee on Rules and Ad- 


ministration. 

Authorizing additional expenditures by the Committee on 
the Budget for inquiries and investigations : report to accom- 
pany S. Res. 387. — [Washington : U.S. Govt. Print. Off., 
1978] 

4 p. ; 24 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-647) 

Caption title. 

Issued Mar. 1, 1978. 
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1. United States. Congress. Senate. Committee on the 
Budget — Appropriations and expenditures. I. Title. II. Se- 
ries: United States. 95th Congress, 2d session, 1978. Senate. 
Report ; no. 95-647. 


OCLC 3208444 


78-12327 


95-2:S.rp.648 


United States. Congress. Senate. Committee on Rules and Ad- 


ministration. 

Authorizing additional expenditures by the Committee on 
Commerce, Science, and Transportation for inquiries and in- 
vestigations : report to accompany S. Res. 374.— 
[Washington : U.S. Govt. Print. Off., 1978] 

4 p. ; 24 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-648) 

Caption title. 

Issued Mar. 1, 1978. 
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1. United States. Congress. Senate. Committee on Com- 
merce, Science, and Transportation — Appropriations and 
expenditures. I. Title. Il. Series: United States. 95th Con- 
gress, 2d session, 1978. Senate. Report ; no. 95-648. 


OCLC 3208285 


78-12328 


95-2:S.rp.649 


United States. Congress. Senate. Committee on Rules and Ad- 


ministration. 

Authorizing additional expenditures by the Committee on 
Energy and Natural Resources for inquiries and investigations 
: report to accompany S. Res. 367. — [Washington : U.S. 
Govt. Print. Off., 1978] 

3 p. ; 24 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-649) s 

Caption title. 

Issued Mar. 1, 1978. 
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1. United States. Congress. Senate. Committee on Energy 
and Natural Resources — Appropriations and expenditures. 
I. Title. Il. Series: United States. 95th Congress, 2d session, 
1978. Senate. Report ; no. 95-649. 
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78-12329 
95-2:S.rp.650 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Authorizing additional expenditures by the Committee on 
Environment and Public Works for inquiries and investiga- 
tions : report to accompany S. Res. 379. — [Washington : 
U.S. Govt. Print. Off., 1978] 

5 p. ; 24 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-650) 

Caption title. 
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1. United States. Congress. Senate. Committee on Environ- 
ment and Public Works — Appropriations and expenditures. 
I. Title. Il. Series: United States. 95th Congress, 2d session, 
1978. Senate. Report ; no. 95-650. 


OCLC 3208132 
78-12330 


95-2:S.rp.651 
United States. Congress. Senate. Committee on Rules and Ad- 


ministration. 

Authorizing additional expenditures by the Committee on 
Finance for inquiries and investigations : report to accom- 
pany S. Res. 392. — [Washington : U.S. Govt. Print. Off., 
1978] 

3 p. ; 23 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-651) 

Caption title. 

Issued Mar. 1, 1978. 

@ltem 1008-A 

pbk. 

1. United States. Congress. Senate. Committee on Finance 
— Appropriations and expenditures. I. Title. II. Series: 
United States. 95th Congress, 2d session, 1978. Senate. Re- 
port ; no. 95-651. 


OCLC 3215437 


78-12331 
95-2:S.rp.652 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Authorizing additional expenditures by the Committee on 
Foreign Relations for a study of matters pertaining to the 
foreign policy of the United States : report to accompany S. 
Res. 377. — [Washington : U.S. Govt. Print. Off., 1978] 

3 p. ; 24 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-652) 

Caption title. 

Issued Mar. 1, 1978. 
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1. United States. Congress. Senate. Committee on Foreign 
Relations — Appropriations and expenditures. 2. *United 
States — Foreign relations administration. I. Title. II. Se- 
ries: United States. 95th Congress, 2d session, 1978. Senate. 
Report ; no. 95-652. 


OCLC 3176096 


78-12332 
95-2:S.rp.653 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Authorizing additional expenditures by the Committee on 
Governmental Affairs for inquiries and investigations : report 
to accompany S. Res. 370. — [Washington : U.S. Govt. Print. 
Off., 1978] 

46 p. ; 24 cm. — (Senate report - 95th Congress, 2d ses- 
sion ; no. 95-653) 

Caption title. 
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1. United States. Congress. Senate. Committee on Govern- 
mental Affairs — Appropriations and expenditures. I. Title. 
II. Series: United States. 95th Congress, 2d session, 1978. 
Senate. Report ; no. 95-653. 


OCLC 3760451 


78-12333 
95-2:S.rp.655 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Authorizing additional expenditures by the Committee on 
the Judiciary for inquiries and investigations : report to ac- 
company S. Res. 398. — [Washington : U.S. Govt. Print. Off., 
1978] 

58 p. ; 24 cm. — (Senate report - 95th Congress, 2d ses- 
sion ; no. 95-655) 

Caption title. 
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1. United States. Congress. Senate. Committee on the Ju- 
diciary — Appropriations and expenditures. I. Title. II. Se- 
ries: United States. 95th Congress, 2d session, 1978. Senate. 
Report ; no. 95-655. 


OCLC 2861359 


78-12334 


95-2:S.rp.656 


United States. Congress. Senate. Committee on Rules and Ad- 


ministration. 

Authorizing additional expenditures by the Committee on 
Veterans’ Affairs for inquiries and investigations : report to 
accompany S. Res. 382. — [Washington : U.S. Govt. Print. 
Off., 1978] 

8 p. ; 24 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-656) 

Caption title. 
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1. United States. Congress. Senate. Committee on 
Veterans’ Affairs — Appropriations and expenditures. I. 
litle. Ul. Series: United States. 95th Congress, 2d session, 
1978. Senate. Report ; no. 95-656. 
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78-12335 
95-2:S.rp.657 
United States. Congress. Senate. Committce on Rules and Ad- 
ministration. 

Authorizing additional expenditures by the Select Commit- 
tee on Small Business for inquirics and investigations : report 
to accompany S. Res. 378. — | Washington : U.S. Govt. Print. 
Off., 1978] 

4 p.; 24cm 
; no. 95-657) 

Caption title. 
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1. United States. Congress. Senate. Select Committee on 
Small Business — Appropriations and expenditures. I. Title. 
Il. Series: United States. 95th Congress, 2d session, 1978. 
Senate. Report ; no. 95-657. 


(Senate report - 95th Congress, 2d session 


OCLC 3208506 


78-12336 
95-2:S.rp.658 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration 

Authorizing additional expenditures by the Select Commit- 
tee on Intelligence : report to accompany S. Res. 383. — 
| Washington : U.S. Govt. Print. Off., 1978] 

5 p. ; 24 cm. (Senate report - 95th Congress, 2d session 
; no. 95-658) 

Caption title. 
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1. United States. Congress. Senate. Select Committee on 
Intelligence — Appropriations and expenditures. I. Title. 
Il. Series: United States. 95th Congress, 2d session, 1978. 
Senate. Report ; no. 95-658. 


OCLC 3208454 


78-12337 
95-2:S.rp.660 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Authorizing expenditures by the Select Committee on Indi- 
an Affairs : report to accompany S. Res. 368. — [Washington 

U.S. Govt. Print. Off., 1978] 

7 p. ; 24 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-660) 

Caption title. 

Issued Mar. 1, 1978. 
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1. United States. Congress. Senate. Select Committee on 
Indian Affairs — Appropriations and expenditures. I. Title. 
Il. Series: United States. 95th Congress, 2d session, 1978. 
Senate. Report ; no. 95-660. 


OCLC 3760468 
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95-2:S.rp.665 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Authorizing the printing of the committee print entitled 
“Study on Federal regulation, volume V, regulatory organiza- 
tion” as a Senate document : report to accompany S. Res. 
359. — | Washington : U.S. Govt. Print. Off., 1978] 

2 p. ; 24. cm. — (Senate report - 95th Congress, 2d session 
; no. 95-665) 

Caption title. 
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1. *Documents, Printing of. I. Title. Ul. Series: United 
States. 95th Congress, 2d session, 1978. Senate. Report ; no. 
95-665. 
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78-12339 
95-2:S.rp.666 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Providing the Special Committee on Aging regular per- 
manent staff, six professional and six clerical : report to ac- 
company S. Res. 376. — [Washington : U.S. Govt. Print. Off., 
1978] 

4 p. ; 24cm. — (Senate report - 95th Congress, 2d session 
; no. 95-666) 

Caption title. 
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1. United States. Congress. Senate. Special Committee on 
Aging. I. Title. II. Series: United States. 95th Congress, 2d 
session, 1978. Senate. Report ; no. 95-666. 


OCLC 3733454 


78-12340 
95-2:S.rp.667 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Authorizing the printing of additional copies of the com- 
mittee print entitled ““The Panama Canal—a reexamination” : 
report to accompany S. Res. 400. — [Washington : U.S. 
Govt. Print. Off., 1978] 

2 p. ; 24 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-667) 

Caption title. 
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1. *Documents, Printing of. IL. Title. Il. Series: United 
States. 95th Congress, 2d session, 1978. Senate. Report ; no. 
95-667. 
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78-12341 
95-2:S.rp.668 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Authorizing the printing of a compilation entitled 
“Majority and minority leaders of the Senate’ (S. Doc. 95- 
24) : report to accompany S. Res. 408. — | Washington : U.S. 
Govt. Print. Off., 1978] 

1 p. ; 24 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-668) 
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1. *Documents, Printing of. I. Title. Il. Series: United 
States. 95th Congress, 2d session, 1978. Senate. Report ; no. 
95-668. 
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78-12342 
95-2:S.rp.669 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Authorizing the printing of a revised edition of the 
“Election law guidebook” as a Senate document : report to 
accompany S. Res. 409. — [Washington : U.S. Govt. Print. 
Off., 1978] 

1 p. ; 24 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-669) 
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1. *Documents, Printing of. I. Title. II. Series: United 
States. 95th Congress, 2d session, 1978. Senate. Report ; no. 
95-669. 
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78-12343 
95-2:S.rp.671 
United States. Congress. Senate. Committee on Agriculture, 
Nutrition, and Forestry. 

Expansion of the Forest Service’s volunteer program : re- 
port to accompany S. 2370.— [Washington : U.S. Govt. 
Print. Off., 1978] 

5 p. ; 23 cm. — (Senate report - 95th Congress, 2d session 
; no. 95-671) 
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mospheric Administration : hearings be- 
fore the Subcommittee on the Environ- 
ment and the Atmosphere of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, first session, May 17, 18, 
1977., 78-12180 

Broadcasting the proceedings of the House 
: a report of the Committee on Rules on 
its study of alternative methods of 
providing complete and unedited audio 
and visual broadcasting of the 
proceedings of the House of Representa- 
tives /, 78-12262 

Bromine., 78-11566 

Budgetary strategies for fiscal years 1979- 
1983 : a report to the Senate and House 
Committee on the Budget., 78-12198 

Buffalo, New York, metropolitan area, 
78-11648 

Building design for radiation shielding and 
thermal efficiency., 78-10675 

Bulletin index-digest system, 78-11825 

Bunk beds., 78-11993 

Bureau of Mines damage-resistant brattice 
/, 78-11461 

Business use of your home., 


County, 


Jersey, 


78-11828 
Cc 


Cadmium., 78-11473, 78-11552 

Calcium and calcium compounds., 78- 
11474 

Calculating a yearly limit depth to the ac- 
tive beach profile /, 78-10773 

Cannon fire direction specialist skill level 
3., 78-10686 

Cannon fire direction specialist skill level 
4., 78-10687 

Canton, Ohio, 
11621 


metropolitan area, 78- 
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Carbon oxidation catalyst mechanism study 
for fuel cells /, 78-10929 

Carbonated soft drink bottles., 78-10561 

Career education incentive act., 78-12235 

Carpet certification program procedural 
handbook., 78-11348 

Cast-in-place 2-foot concrete trapezoidal 
flow-measuring flumes /, 78-10306 

Catalog and quick index to taxpayer infor- 
mation publications., 78-11830 

A catalog of guides to outdoor recreation 
areas and facilities., 78-11593 

Catalog of solar radiation measuring equip- 
ment /, 78-11081 

Catalog. Supplement - Food and Nutrition 
Information and Educational Materials 
Center., 78-10413 

Catalytic activity of coal mineral matter /, 
78-11046 

Cattle., 78-10477, 78-10478 

Cattle, sheep and goat inventory, 78- 
10477, 78-10478, 78-10479 

Cement., 78-11467, 78-11475 

Cement (Washington), 78-11467 

Census surveys : measuring America., 78- 
10532 

Central receiver solar thermal power 
system : phase 1, Preliminary design re- 
port., 78-10884 

Central water 
(ownership 
11329 

Centrifuges for coal conversion and related 
processes : phase 1, feasibility study /, 
78-10883 

Certification, 


and 
and 


sewage systems 
organization)., 78- 


airmen other than _ flight 
crewmembers, 78-11885 

Cesium and rubidium., 78-11576 

Changes in Farmers Home Administration 
loan programs : hearings before the Sub- 
committee on Agricultural Credit and 
Rural Electrification of the Committee 
on Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 312 ... S. 2126 
.. S. 2146...,  78-12024 

Changes in stratigraphic nomenclature by 
the U.S. Geological Survey, 1976 /, 78- 
11444 

Channel erosion surveys along TAPS route, 
Alaska, 1975 /, 78-11442 

Characterization of the chemical comminu- 
tion of coal... /, 78-11063 

Characterization of Washington, D.C. car- 
bon monoxide problem /, 78-10914 

Charaterization of the Washington, D.C. 
oxidant problem : final report /, 78- 
10915 

Charity disclosure legislation : 


hearings be- 
fore the Subcommittee on Postal Person- 
nel and Modernization of the Committee 
on Post Office and Civil Service, House 
of Representatives, Ninety-fifth Congress, 
first session, on H.R. 41 ... March 24, 29, 


and 30, 1977., 
Chattanooga, 
metropolitan area, 


78-12159 
Tennessee-Georgia, 
78-11636 
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Cheese varieties and descriptions., 78- 
10311 

Chemical properties of chaparral fuels 
change during preheating before flaming 
/, 78-10385 

Chemical vapor deposition growth /, 78- 
11021 

Chemicals from coal /, 78-11036 

Chicago, Illinois, metropolitan area, 78- 
11633 

Child health assessment act : hearings be- 
fore the Subcommittee on Health and 
the Environment of the Committee on 
Interstate and Forcign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session ... August 8 and 9, 1977., 
78-12126 

Children, nature, and the urban environ- 
ment : proceedings of a symposium-fair., 
78-10404 

China : an analytical survey of literaturc., 
78-10737 

The Chinese cconomy and foreign trade 
perspective., 78-10610 

Christmas lights., 78-11998 

Chromium., 78-11546 

Chute spillways., 78-10417 

CID special agent soldicr’s manual., 78- 
10726 

Cincinnati, Ohio-Kentucky-Indiana, 
metropolitan area, 78-11637 

Citizen participation, experience and trends 


in community development block grant 


entitlement communities., 78-11363 

City of Atchison, Kansas, Atchison Coun- 
ty., 78-11370 

City of Bedford, Virginia, 
city., 78-11371 

City of Belle Glade, Florida, Palm Beach 
County., 78-11372 

City of Benton Harbor, Michigan, Berrien 
County., 78-11373 

City of Bettendorf, lowa, Scott County., 
78-11374 

City of Bragg City, 
County., 78-11375 

City of Buffalo, Wyoming, Johnson Coun- 
ty., 78-11377 

City of Burlington, 
County., 78-11378 

City of Commerce, Missouri, Scott Coun- 
ty., 78-11387 

City of Coon Rapids, Minnesota, Anoka 
County., 78-11388 

City of Corona, California, Riverside Coun- 
ty., 78-11389 

City of Glendale, Wisconsin, Milwaukee 
County., 78-11392 

City of Greenfield, Wisconsin, Milwaukee 
County., 78-11394 

City of Hailey, Idaho, Blaine County., 78- 
11397 

City of Holland, Missouri, Pemiscot Coun- 
ty., 78-11399 

City of Jameston, New York, Chautauqua 
County., 78-11403 

City of Merriam, Kansas, Johnson County., 
78-11405 


independent 


Missouri, Pemiscot 


Wisconsin, Racine 


Page 1-440 





Title Index 


City of Mission, Kansas, Johnson County., 
78-11406 

City of New Bern, North Carolina, Craven 
County., 78-11409 

City of Niles, Ohio, Trumbull Couty., 78- 
11411 

City of Pagedale, Missouri, St. Louis Coun- 
ty., 78-11414 

City of Pineville, Kentucky, Bell County., 
78-11418 

City of Plymouth, Minnesota, Hennepin 
County., 78-11419 

City of Port Jervis, New York, Orange 
County., 78-11420 

City of University City, Missouri, St. Louis 
County., 78-11430 

City of Warrenton, Oregon, Clatsop Coun- 
ty., 78-11433 

City of West Helena, Arkansas, Phillips 
County., 78-11435 

Civil service annuities in the case of 
Federal judges report to accompany 
H.R. 4320., 78-12285 

Civil service classification and salary laws : 
vol. Il, 87th through 94th Congress, 78- 
11948 

Civil service preference retirement, and sa- 
lary classification laws /, 78-11947, 
78-11948 

Civil service reform : message from the 
President of the United States ..., 78- 
12256 

Clarinet player., 78-10718 

Clay construction products., 

Clays., 78-11577, 78-11578 

Clean water act of 1977., 78-12238 

Cleveland, Ohio, metropolitan area, 78- 
11645 

The clients of EPSDT and their ex- 
periences with medical services /, 78- 
11275 

Closed loop system for the treatment of 
water pickle liquor /, 78-10938 

Closing the fiscal policy loop : a long-run 
analysis., 78-12207 

Closures for containers, 78-10541 

Clothes dryers., 78-11995 

Coal development in the northern Great 
Plains : the impact on revenues of state 
and local governments /, 78-10323 

Coal mine fire and explosion prevention : 
proceedings, Bureau of Mines Technolo- 
gy Transfer Seminars, Pittsburgh, Pa., 
March 2, 1978, and Denver, Colo., 
March 14, 1978 /, 78-11465 

Coal preparation plants., 78-10919 

Coal surface mining reclamation costs in 
the Western United States /, 78-11463 

Cobalt., 78-11539 

The CODASYL data description language : 
status and activities, April 1976 /, 78- 
10837 

Code of Federal regulations. [Title] 28. Ju- 
dicial administration., 78-11144 

Code of Federal regulations. [Title] 32. 
National defense., 78-11145, 78- 
11146 


78-10539 


Do not order from index; see indicated entry 





Code of Federal regulations. [Title] 38. 
Pensions, bonuses, and veterans’ relief., 
78-11147 

Code of Federal regulations. [Title] 41. 
Public contracts and property manage- 
ment., 78-11148 

Code of Federal regulations. [Title] 43. 
Public lands:Interior., 78-11149 

Code of Federal regulations. [Title] 45. 
Public welfare., 78-11150 

Code of Federal regulations. [Title] 46. 
Shipping., 78-11151, 78-11152, 78- 
11154 

Code of Federal regulations. [Title] 49. 
Transportation., 78-11153 

Coke and coal chemicals., 78-11468 

Cold-air investigation of 3 1/2-stage fan- 
drive turbine with a stage loading factor 
of 4 designed for an integral lift engine : 
ll, Performance of 2-, 3-, and 3 1/2-stage 
configurations /, 78-11779 

Cold-air investigation of 4 1/2-stage turbine 
with stage loading factor of 4.66 and 
high specific work output : I, Overall 
performance /, 78-11783 

Cold-air performance of a tip turbine 
designed to drive a lift fan : I, baseline 
performance /, 78-11766 

Cold-air performance of a tip turbine 
designed to drive a lift fan : Il, partical 
admission /, 78-11778 

College opportunity act of 1978 : report 
together with additional views to accom- 
pany S. 2539., 78-12323 

Columbium and tantalum., 78-11579 

Combat communications within the divi- 
sion., 78-10714 

Combat engineer : 
soldier's manual., 

Combat engineer : MOS 12B skill levels 1 
and 2, soldier’s manual., 78-10678 

Combat engineer : MOS 12B, skill level 4, 
soldier's manual., 78-10680 

Combined statement of receipts, expendi- 
tures and balances of the United States 
government., 78-11831 

Commander's manual : CID special agent 
soldier's manual, skill levels 1, 2, 3, 4., 
78-10726 

Commander's manual : graves registration 
specialist, MOS 57F ., 78-10707 

Commander's manual : intelligence analyst 
(MOS 96B), 78-10728 

Commander's manual 
specialist, MOS 15J., 

Commander's manual : laundry and bath 
specialist, MOS 57E., 78-10704 

Commander's manual : MOS 12C, bridge 
specialist., 78-10681 

Con 1: MOS 12E, atomic 
demolitions munitions specialist., 78- 
10684 

Commander's manual 
helicopter repairer 
10733 

Commander's manual 
repairman, MOS 41J., 


MOS 128B, skill level 3, 
78-10679 


lance OPNS/FD 
78-10688 


der’s 





: observation/scout 
MOS 67V., 78- 


office machine 
78-10697 





Commander's manual : parachute rigger, 
MOS 43E., 78-10700 

Commercial apples; production by varie- 
ties., 78-10473 

Committee budget and justification state- 
ments /, 78-12122 

Commodity Credit 
10458 

Commodity Credit Corporation charts., 
78-10464 

Commodity program provisions under the 
Food and Agriculture Act of 1977.,  78- 
10322 

Commodity programs and related legisla- 
tion through the years., 78-10460 

The common plants of the hemlock-spruce 
forests of Alaska /, 78-10342 

Communications-electronics fundamentals : 
digital computers., 78-10715 

Community development block grant pro- 
gram : staff report /, 78-12042 

Community planning and development 
evaluation citizen participation, ex- 
perience and trends in community 
development block grant entitlement 
communities., 78-11363 

Community program statistics 
1975., 78-10465 

Community service and continuing educa- 
tion, 78-11177 

A comparative analysis of urban transpor- 
tation requirements /, 78-11856 


Corporation., 78- 


1940- 


Comparative evaluation of technical and 


economic indices for MHD and _ ther- 
mionic toppers for steam turbine facili- 
ties /, 78-10978 

Comparison of remotely sensed continen- 
tal-shelf wave spectra with spectra com- 
puted by using a wave refraction com- 
puter model /, 78-11716 

Comparison of silvicultural methods at 
Coyote Creek watersheds in 
southwestern Oregon : a case history /, 
78-10379 

Comparison of the Health Care Financing 
Administration’s Medicare bureau Clains 
processing costs for 1973 and fiscal year 
1975 : House of Representatives report 
to the Committee on Ways and Means /, 
78-11118 

Comparison of wood preservatives in stake 
tests : 1977 progress report /, 78-10364 

Compassion and common sense : selected 
speeches of Secretary David Mathews, 
1975-1977 [i.e. 1976].,  78-11157 

Compilation of selected acts within the ju- 
risdiction of the Committee on Interstate 
and Foreign Commerce : prepared for 
the use of the House Committee on In- 
terstate and Foreign Commerce., 78- 
12123 

Composer/librettist fellowships., 78-11797 

Comprehensive tax guide to U.S. civil ser- 
vice retirement benefits., 78-11824 

Computation of the percentage points of 
the Chi-square distribution /, 78-10820 

Computer mode for life cycle costing : 
user's guide /, 78-10821 
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A computer model of municipal snow 
removal /, 78-10769 

A computer simulation of the afterburning 
processes occurring within solid rocket 
motor plumes in the troposphere /, 78- 
11691 

Conceptual design and analysis of the 
tracked magnetically levitated vehicle 
technology program (TMLYV) : repulsion 
scheme., 78-11872 

Conceptual studies of toroidal field mag- 
nets for the Tokamak Experimental 
Power Reactor : final report, large coil 
project /, 78-11080 

Cone maturation in ponderosa pine foliage 
scorched by wildfire /, 78-10384 

Confectionery manufacturers’ sales & dis- 
tribution., 78-10608 

Congressional budget reform : Public law 
93-344, enacted July 12, 1974 /, 78- 
12053 

Congressional globe, 
11944, 78-11945 

Congressional record, 78-11942, 78- 
11943, 78-11944, 78-11945 

Congressional record. Daily digest of the 
Congress., 78-11942 

Congressional record; 
debates of the Congress., 
78-11944, 78-11945 

Congressional serial set., 
12217 

Congressional symposium : railroads, 1977 
and beyond, problems and promises : 
background material /, 78-12124 

Conseils de sante a la famille Africaine : 
manuel d’education sanitaire a l'usage du 
personnel educateur /, 78-10523 

Conserving North Dakota resources., 78- 
10414 

Constitutive parameters of coal at radio 
frequencies using a _ two-path _inter- 
ferometer /, 78-11077 

Constructing an effective anticoyote elec- 
tric fence /, 78-10303 

The construction complaints and section 
518(a) and (b) handbook., 78-11328 

Construction machinery., 78-10547 

Construction of driven-rod ground beds., 
78-11464 

Consumer complaint handling system., 
78-11349 

Consumer electronics industry., 78-10614 

Consumer Product Safety Commission 
oversight : hearings before the Subcom- 
mittee on Oversight and Investigations 
and the Subcommittee on Consumer Pro- 
tection and Finance of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
first session ..., 78-12128 

Consumer's guide to travel information : 
State & territorial tourism offices., 78- 
10573 

Consumption on the cotton system., 78- 
10537 

Contabilidad para 
manual de ensenanza /, 


78-11943, 78- 


proceedings and 
78-11943, 


78-12215, 78- 


la micro empresa 
78-10524 
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Continuous recorder to monitor mine roof 
displacement /, 78-11462 

Contract compliance handbook, executive 
order 11246., 78-11361 

Contracting out of jobs and _ services 
hearings before the Subcommittee on 
Employee Ethics and Utilization of the 
Committee on Post Office and Civil Ser- 
vice, House of Representatives, Ninety- 
fifth Congress, first session ..., 78- 
12157 

Contractor employment compliance 
orientation guide., 78-10670 

Control characteristics of carbon beds for 
gasoline vapor emissions /, 78-10935 

Control of hydrogen sulfide emission from 
geothermal power plants ... /, 78-10994 

Control schemes for the activated-sludge / 
by Robert Smith, Richard G. Eilers., 
78-10945 

Controlling the brown recluse spider /, 
78-10302 

Controlling wasps /, 78-10316 

Cooperative education, 78-11181 

Cooperative radiation effects simulation 
program : semiannual progress report for 
the period 1 September 1976 to 28 
February 1977 /, 78-10847 

Copper., 78-11532 

Copper-base mill and foundry products., 
78-10536 

Corpus Christi, Texas, metropolitan area., 
78-11627 

Correlation of full-scale helicopter rotor 
performance in air with model-scale 
freon data /, 78-11700 

Correlation of self-contamination experi- 
ments in orbit and scattering return flux 
calculations /, 78-11749 

Correlation of total, diffuse, and direct 
solar radiation /, 78-11753 

Corrosion inhibitors for solar heating and 
cooling systems /, 78-11742 

Cost-benefit analysis of space technology /, 
78-11767 

Cost estimation for project mortgage in- 
surance., 78-11339 

Costs of cargo preferences : 
Comptroller General of the 
States., 78-11135 

Cotton, manmade fiber staple, and linters, 
78-10537 

Cottonwood response to nitrogen related to 
plantation age and site /, 78-10393 

The Council on Wage and Price Stability’s 
steel industry report : hearing before the 
Subcommittee on Economic Stabilization 
of the Committee on Banking, Finance, 
and Urban Affairs, House of Representa- 
tives, Ninety-fifth Congress, first session, 
October 18, 1977., 78-12048 

Counsuler services abroad can be improved 
: process of evaluating need for posts 
questioned : report to the Congress /, 
78-11124 

Counter-top cooking appliances (portable), 
78-11991 


report of the 
United 
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Counterforce issues for the U.S. strategic 
nuclear forces /, 78-12202 

County of Doniphan, Kansas 
(unincorporated areas)., 78-11391 

Crashworthy troop seat testing program 
final report for period May 1974- 
December 1976 /, 78-10810 

Creating jobs through construction of 
public works projects in areas of high 
unemployment., 78-10570 

Creating jobs through public works projects 
in areas of high unemployment., 78- 
10571 

Creep degradation in  oxide-dispersion- 
strengthened alloys /, 78-11744 

The crew size dispute in the railroad indus- 
try /, 78-11882 

Criminal courts : 
tive : executive summary /, 

Criminal justice audiovisual 
directory., 78-11599 

Critical path processing terminal operating 
procedures., 78-11319 

A critique of the performance of the 
Defense Systems Acquisition Review 
Council billions in public funds in- 
volved : report to the Congress /, 78- 
11138 

Crop production, prospective plantings, 
78-10482, 78-10501 


the defendant's perspec- 
78-11604 
matcrials 


Crop values; season average prices received 
by farmers and value of production., 


78-10483 

Cryobiology /, 78-11671 

Cultivation of neglected tropical fruits with 
promise /, 78-10438 

Cultivation on sewage of microalgae har- 
vestable by microstrainers : progress re- 
port /, 78-10887 

Cumulated abridged index medicus., 78- 
11224 

Cumulated index medicus., 78-11225 

Cumulative bulletin, 78-11825 

Current cancer research on etiology, 
biochemistry, and pathology of hepatic 
neoplasms /, 78-11215 

Current cancer research on etiology, 
epidemilogy [sic] and related biology of 
gastrointestinal, oral, esophageal and 
pancreatic cancers., 78-11214 

Current cancer research on murine tumor 
viruses., 78-11213 

Current developments and trends in the 
Andean common market /, 78-10607 

Current developments in the farm real 
estate market, 78-10487 

Customs Service mail opening : hearings 
before a subcommittee of the committee 
on Government Operations, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-12095 


D 


Daily digest of the Congress, 78-11942 
Dairy products annual summary., 78- 
10472 


Dance touring program., 78-11795 
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touring program: guideline for 
78-11795 
guidelines for 


Dance 
dance companies, 

Dance touring program: 
sponsors, 78-11795 

Dance touring program: guidelines for 
State arts agencies, 78-11795 

Data on distribution of wealth in the 
United States : hearings before the Task 
Force on Distributive Impacts of Budget 
and Economic Policies of the Committee 
on the Budget, House of Representatives, 
Ninety-fifth Congress, first session, Sep- 
tember 26 and 29, 1977., 78-12057 

Davenport-Rock Island-Moline, lowa-ll- 
linois, metropolitan area, 78-11619 

Daytona Beach, Florida, metropolitan area, 
78-11635 

Decay of grand fir in the Blue Mountains 
of Oregon and Washington /, 78-10354 

Decomposition characteristics of phenol 
under synthane gasifier conditons /, 78- 
11084 

Deep sea acoustic release 
model 096R, 78-10588 

Defense Department-Deputy and Under 
Secretaries of Defense, position changes : 
[an act to amend title 10, United States 
Code, to abolish one of the two positions 
of Deputy Secretary of Defense and 
establish the position of Under Secretary 
of Defense for Policy and to change the 
title of the Director of Defense Research 
and Enginecring to the Under Secretary 
of Defense for Research and Engineer- 
ing].,  78-12225 

Defense inactive item program could be 
more effective : Defense Supply Agency., 
78-11128 

Defense, maintenance, and operation of the 
Panama Canal, including administration 
and government of the Canal Zone : re- 
port ..., 78-12314 

Deferrals : message from the President of 
the United States ..., 78-12219, 78- 
12252 

Definitions, policy statements, and general 
rulings., 78-11326 

Defoliation by the gypsy moth : how it 
hurts your tree : gypsy moth handbook /, 
78-10319 

The Delphi method and its application : a 
bibliography /, 78-10639 

The demand and price situation for forest 
products, 1976-77 /, 78-10307 

Demonstration of an inductor 
motor/alternator/flywheel energy storage 
system .../, 78-11009 

Denial of import relief for the U.S. bolt, 
nut, and large screw industry : communi- 
cation from the President of the United 
States .... 78-12249 

Denial of import relief for the U.S. high 
carbon ferrochromium industry : commu- 
nication from the President of the United 
States .... 78-12247 

Dental prepayment : a method of financing 
the cost of dental services., 78-11247 


transponder, 
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Department of Defense considerations of 
West Germany's Leopard as the Army’s 
new main battle tank : report to the Con- 
gress /, 78-11137 

Department of Housing and Urban 
Development—independent agencies ap- 
propriations for 1979 : hearings before a 
subcommittee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-fifth Congress, second session /, 
78-12027 

Department of Naval petroleum reserves : 
hearing before the Subcommittee on 
Military Construction and Stockpiles of 
the Committee on Armed Services, 
United States Senate, Ninety-fifth Con- 
gress, first session, November 18, 1977., 
78-12039 

Department of the Interior and related 
agencies appropriations for 1979 
hearings before a subcommittee of the 
Committee on Appropriations, House of 
Representatives, Ninety-fifth Congress, 
second session /, 78-12028 

Departments of State, Justice, and Com- 
merce, the Juciciary, and related agen- 
cies appropriations undocumented 
aliens : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session /, 78-12025 

Departments of State, Justice, and Com- 
merce, the Juciciary, and related agen- 
cies appropriations for fiscal year 1979 : 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second session., 78-12034 

The depressed condition of the U.S.-flag 
tanker industry hearing before the 
Committee on Commerce, United States 
Senate, Ninety-fourth Congress, first ses- 
sion ... February 7, 1975., 78-12058 

Description and expected performance of 
flight-model, 12-gigahertz, output stage 
tube for the communications technology 
satellite /, 78-11760 

Design and implementation of an environ- 
mental monitoring program for ERDA 
fossil fuel facilities /, 78-11062 

Design, fabrication, and structural testing 
of a lightweight shadow shield for deep- 
space application /, 78-11698 

Design features and operational charac- 
teristics of the Langley 0.3-meter 
transonic cryogenic tunnel /, 78-11692 

Design of open channels., 78-10428 

Design study of steady-state 30-tesla liquid- 
neon-cooled magnet /, 78-11709 

Design wave information the Great Lakes : 
report /, 78-10748 

Detection of gust fronts using surface sen- 
sors /, 78-10579 

Detection of moisture in 
materials /, 78-10765 

Development of a collapsing ring bridge 
railing system /, 78-11858 
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Development of a modular software system 
for the dynamic simulation of coal con- 
version plants., 78-11056 

Development of a screening methodology 
for entry into medical technical training 
courses : final report for period October 
1975 - April 1977 /, 78-10856 

Development of a thin film polycrystalline 
solar cell for large scale terrestrial use /, 
78-1L!1017 

The ATCRBS 
monopulse measurement capability at the 
Transportation Systems Center 
year 1974/, 78-11909 

Development of cementitious grouts for the 
incorporation of radioactive wastes: part 
2, continuation of cesium and strontium 
leach studies /, 78-11076 

Development of coal-feeding systems at the 
Morgantown Energy Research Center / 
by John Mark Hobday., 78-11067 

Development of combustion data to utilize 
low-Btu gases as industrial process fuels., 
78-11061 

Development of criteria and test methods 


development of an 


fiscal 


for eye and face protective devices /, 
78-11260 

Development of performance 
specifications for drums and pails used 


oriented 


for packaging of hazardous materials for 

transportation /, 78-11846 
Development of plastic honeycomb flat- 
78-1 1086 
vortex 


plate solar collectors ... /, 

Development of 
transport model for terminal area wake 
vortex aviodance /, 78-11912 

Development of procedures for nondestruc- 
tive testing of concrete structures : re- 
port /, 78-10754 

Development of the steam-iron process for 
hydrogen production ... /, 78-11058 

Diatomite., 78-11567 

Dictionary of 
11657 

Diesel fuel and gasoline conservation act of 
1977 : report to accompany S. 1699., 
78-12346 

Diffusion analysis for two-phase 
matrix composite /, 78-11689 

Digital computers., 78-10715 

Directionally solidified iron-base cutectic 
alloys /, 78-11717 

A directionally solidified iron-chromium- 
aluminum-tantalum carbide eutectic alloy 
/, 78-11758 

Directory of community health centers., 
78-11232 

Directory of Federal drought assistance., 
78-10290 

Directory of officials of the 
Republic of China., 78-11805 

Disaster temporary housing program; phase 
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Dispersive effects of nonlinear 
wave propagation in ducts /, 78-11836 
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: final-training program for 24 June 1974 
- 23 September 1975 /, 78-10868 
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U.S. House of Representatives, Ninety- 
fifth Congress, first session, June 21, 22, 
23, 1977., 78-12169 
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11179, 78-11180, 
11182, 78-11183, 
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propagation in austenitic stainless steels 
/, 78-10849 
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tion act : hearings before the Subcom- 
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industry .../, 78-11078 

Energy demand, conservation potential and 
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Energy Technologies and Energy Conser- 
vation Research, Development, and 
Demonstration of the Committee on 
Science, and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
first session, April 4, 5, 1977., 78- 
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Energy in the global marketplace : grades 
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ministration statutes and legislative 
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and Drug Administration for period 
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Equations for the determination of humidi- 
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/, 78-11738 
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European waste-to-energy systems : case 
study of Geneva-Cheneniers, Switzerland 
/, 78-10982 

Evaluating community mental health ser- 
vices : principles and practice /, 78- 
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Evaluation of foam scrubbing as a method 
for collecting fine particulate /, 78- 
10941 

Evaluation of laboratory suction tests for 
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final report /, 78-10752 

Evaluation of pesticide supplies and de- 
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Evaluation of process pumps for Cresap 
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Evaluation of quasi-square wave inverter as 
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tal effects of wind energy system 
development : interim final report /, 78- 
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Ever heard of retrofit? : a guide for the 
home remodeler., 78-10882 

Examination of Army plans for construct- 
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facility at the Lone Star Army Ammuni- 
tion Plant, Texarkana, Texas : Depart- 
ment of Defense and the Army : report 
of the Comptroller General of the United 
States, 78-11131 
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pliance handbook, 78-11361 

Executive sessions of the Senate Foreign 
Relations Committee., 78-12088 
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Experimental and theoretical low-speed 
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Explosive confinement vessel., 78-11602 

Export licensing : foreign availability of 
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Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-12137 

Export reorganization act of 1976., 78- 
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Extending and amending FIFRA : hearings 
before the Subcommittee on Department 
Investigations, Oversight, and Research 
of the Committee on Agriculture, House 
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first session ..., 78-12020 

Extension and revision of general revenue 
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tion /, 78-12084 
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program : hearings before the Subcom- 
mittee on Immigration, Citizenship, and 
International Law of the Committee on 
the Judiciary, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 9133, and H.R. 9134, and H.R. 
9110 ... September 23 and 27, 1977., 
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President of the United States ..., 78- 
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Factfinder for the Nation : foreigh trade 
statistics., 78-10559 

Factfinder for the nation : 
Statistics., 78-10558 
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Ninety-fifth Congress, first session 
September 16 and 19, 1977., 78-12051 

Federal disaster assistance program, cligi- 
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Fisheries miscellancous : hearings before 
the Subcommittee on Fisheries and Wil- 


78-11556, 


composers & 


an assecss- 


ministrative 





dlife Conservation and the Environménat 
and the Subcommittee on Merchant 
Marine of the Committee on Merchant 
Marine and Fisheries, 
Representatives, Ninety-fifth 
first session ...,. 78-12154 
Fisheries off the United States coasts 


Congress, 


agreement between the United States of 


America and Cuba signed at Havana 
April 27, 1977, with agreed minutes., 
78-11815 

Five-year budget projections : fiscal years 
1979-83 hearing before the Joint 
Economic Committee, Congress of the 
United States, Ninety-fifth Congress, first 
session, December 5, 1977., 78-12068 

Flash pyrolysis coal liquefaction process 
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Floating substrate process : large area sil- 
icon shect task, low-cost silicon solar 
array project /, 78-11020 

Flood hazard analyses Browns River, 
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ford, and Fairfax, Chittenden and 
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brook, Maine /, 78-10432 
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78-11415 
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78-11421 
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78-11422 
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Flood insurance study : city of Belle Glade, 
Florida, Palm Beach County., 78-11372 
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Flood insurance study city of Buffalo, 
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Flood insurance study : city of Burlington, 
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11388 
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Flood insurance study : city of Glendale, 
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Flood insurance study town of Briny 
Breezes, Florida, Palm Beach County., 
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11410 

Flood insurance _ study town of 
Northmoor, Missouri, Platte County., 
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Flood insurance study township of 
Wisner, Michigan, Tuscola County., 78- 
11436 

Flood insurance study : village of Butler, 
Wisconsin, Waukesha County., 78- 
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Flood insurance study : village of Camp- 
bellsport, Wisconsin, Fond du Lac Coun- 
ty., 78-11380 

Flood insurance study : village of Cleve- 
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78-11384 

Flood insurance study : village of Hacien- 
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Lake, Michigan, Ottawa County., 78- 
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Flood insurance study Wright County, 
Minnesota, unincorporated areas., 78- 
11438 
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Onondaga County, New York., 78- 
10799 

Floods : Bens Branch, Montgomery county, 
Texas., 78-10797 

Floods : Boggy Creek, Orange and Osceola 
Counties, Florida., 78-10800 

Floods : northwest stream group, Stockton, 
California., 78-10805 
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County, New York., 78-10798 
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Floods : White Oak Creek, Montgomery 
County, Texas., 78-10796 
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Rivers., 78-10783 
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and tributaries., 78-10784 

Floods in Danville, Arkansas., 

Floods in Ripley, Mississippi : South Tip- 
pah Creek and tributaries., 78-10802 

Floods in Riverton-Cinnaminson vicinity, 
New Jersey ; how to avoid damage., 78- 
10803 

Floods in Thayer, Missouri., 78-10806 

Floods in vicinity of Pueblo, Colorado., 
78-10801 

Floods on Colorado River-Onion Creek to 
Montopolis Bridge, Austin Texas: how to 
aviod damages., 78-10782 

Floods on Crump Creek, Hanover County, 
Virginia., 78-10792 

Floods on Little River, Hanover County, 
Virginia., 78-10789 

Floods on Mechumps Creck, 
County, Virginia., 78-10793 
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Floods on Meramec River, Bourbeuse 
River, and tributaries : Franklin County, 
Missouri. no. 1., 78-10786 

Floods on Merrimack and Piscataquog 
Rivers, Manchester, New Hampshire., 
78-10794 

Floods on Mineral Creek, Valdez, Alaska., 
78-10807 

Floods on North Anna River, 
County, Virginia., 78-10791 

Floods on Rio San Jose : Acoma Pueblo, 
Valencia County, New Mexico., 78- 
10781 

Floods on Silver Creek and tributaries., 
78-10804 

Floods on South Anna River, 
County, Virginia., 78-10788 

Floods on Stony Run Creek, 
County, Virginia., 78-10790 

Floods on the Meramec River : Franklin 
County, Missouri, no. 2., 78-10787 

Floors., 78-11974 

Flue gas desulfurization using fly ash alkali 
derived from Western coals /, 78-10948 

Fluke 803 differential voltmeter training : 
final-training program for 24 June 1974 - 
23 September 1975 /, 78-10863 

Fluorescent lamp ballasts., 78-10555 

Fluorspar., 78-11476, 78-11537 

FM repeater systems., 78-11603 

FNIC catalog. Supplement, 78-10413 
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Food and Drug Administration affirmative 


action plan., 78-11227 

Food information systems : hearings before 
the Technology Assessment Board of the 
Office of Technology Assessment, Con- 
gress of the United States, Ninety-fourth 
Congress, first and second sessions ..., 
78-12014 

Food quality in Federal food programs : 
hearings before the Select Committee on 
Nutrition and Human Needs of the 
United States Senate, Ninety-fifth Con- 
ress, Ist session., 78-12156 

Food science : past present, and future /, 
78-10436 

Foot care for the diabetic patient., 78- 
11219 

Forces exerted by waves on a pipeline at or 
near the ocean bottom /, 78-10775 

A forebody design technique for highly in- 
tegrated botton-mounted scramjets with 
application to a hypersonic research air- 
plane /, 78-11725 

Forecast of landside airport access traffic 
at major U.S. airports to 1990 /, 78- 
11903 

Foreign agricultural trade of the United 
States, 78-10491 

Foreign agricultural trade of the United 
States, statistical report for calendar 
year, 78-10491 

Foreign crops and markets; world summa- 
ries, 78-10433 

Foreign food assistance and agricultural 
development : hearing before the Sub- 
committee on Foreign Agricultural Pol- 


Do not order from index; see indicated entry 





icy of the Committee on Agriculture and 
Forestry, United States Senate, Ninety- 
fourth Congress, first session, April 17, 
1975., 78-12023 

Foreign intelligence surveillance act of 
1978 : report together with additional 
views to accompany S. 1566., 78-12347 

Foreign trade statistics., 78-10559 

Forest and windbarrier planting and seed- 
ing in the United States, 78-10335 

Forest insect and disease conditions in the 
United States., 78-10336 

Forest insect conditions in 
Northwest, 78-10337 

Forest insect conditions in 
States, 78-10336 

Forest pest conditions in the Northeast., 
78-10338 

Forest pest conditions in the 
Northwest., 78-10337 

Forest planting, seeding, and silvical treat- 
ments in the United States., 78-10335 

Forestry Sciences Laboratory, Carbondale, 
Illinois., 78-10398 

Forests and water effects of forest 
management on floods, sedimentation, 
and water supply /, 78-10408 

Formaldehyde problem in  wood-based 
products : an annotated bibliography /, 
78-10400 

Formerly utilized MED/AEC sites remedial 
action programs : radiological survey of 
the Hooker Chemical Company, Niagara 
Falls, N.Y., 78-10875 

FORMS operation handbook., 78-11318 

Fracture analysis of surface and through 
cracks in cylindrical pressure vessels /, 
78-11702 

Franchise company data for equal opportu- 
nity in business, 78-10609 

Franchise opportunities handbook., 78- 
10609 

Freeze-thaw tests of liquid deicing chemi- 
cals on selected pavement materials /, 
78-10767 

Freight car truck design optimization., 78- 
11881 

Freight car truck design optimization : 
vey and appraisal of type II trucks /, 
78-11874 

Fresh fruit and vegetable shipments by 
states, commodities, counties and sta- 
tions., 78-10469 

Fresh fruit and vegetable shipments by 
states, commodities, counties, stations., 
78-10469 

Fresh fruit and vegetable unload totals for 
41 cities., 78-10468 

Freshwater fisheries : program planning /, 
78-10508 

Fuel cells : 
78-1088 1 

Fucl gas production from animal residuc., 
78-11007 

Fucl gas production from animal waste ... /, 
78-11007 
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Full employment and balanced growth act 
of 1978 : report together with minority, 
supplemental, and additional views to ac- 
company H.R. 50.,  78-12271 

Fundamentals of nitric oxide formation in 
fossil fuel combustion ... /, 78-11042 

Furnaces., 78-11999 

Fusion energy applied to synthetic fuel 
production : a report to the DOE Divi- 
sion of Magnetic Fusion Energy based on 
a preliminary study by an AD-Hoc Ad- 
visory Group /, 78-10874 

Future needs and opportunities in the air 
traffic control system : hearings before 
the Subcommittee on Transportation, 
Aviation, and Weather of the Committee 
on Science and Technology, U.S. House 
of Representatives, Nincty-fifth Congress, 
first session ..., 78-12176 
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Gainesville, Florida, metropolitan area, 
78-11638 

Gallium., 78-11478 

Gamma heating in LMFBR media /, 78- 
10987 

Gardening for food and fun, 78-10295 

Gas generator research and development : 
BI-GAS process., 78-11033 

Gas generator research and development, 
TRI-GAS process., 78-11035 

Gas pipeline distribution systems in Bar- 
row, Alaska., 78-11460 

Gas-solids intenaction in the zone of a 
fluidized-bed : phase I... /, 78-11059 

Gasification of residual materials from coal 
liquefaction., 78-11051 

Gasoline from coal extract ... /, 78-11041 

General considerations for the clinical 
evaluation of drugs., 78-11231 

General Management Training Center 
course catalogue : for executives, attor- 
neys, managers, supervisors., 78-10630 

General safety criteria., 78-11142 

Generalization and refinement of an auto- 
matic landing system capable of curved 
trajectories /, 78-11708 

Generic hazards., 78-11966 

Geohydrology of North Eastern Province, 
Kenya /, 78-11446 

Geology and mineral deposits of the Nee- 
dle Mountains district, southwestern 
Colorado /, 78-11443 

A glossary of agricultural terms : English- 
Spanish, Spanish-English /, 78-10516 

Glossary of environmental terms : Spanish- 
English, English-Spanish /, 78-10520 

Gold and silver., 78-11533 

Goodhue County, Minnesota 
(unincorporated areas)., 78-11393 

Governmental finances and employment at 
a glance., 78-10556 

Grand Canyon National Park, Ariz. : [an 
act to authorize the Secretary of the In- 
terior to make payments to school dis- 
tricts ... for persons living within or near 
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the Grand Canyon National Park on non- 
taxable Federal lands ...], 78-12308 

Grants administration manual., 78-10917 

Graphite and ablative material response to 
CO,-laser, carbon-arc, and xenon-arc 
radiation /, 78-11677 

Graves registration specialist., 
78-10709 

Graves registration specialist, 
skill level 1 and 2.,  78-10708 

Graves rcgistration specialist, 
skill level 4., 78-10710 

Green Bay, Wisconsin, metropolitan area, 
78-11628 

Greensboro-Winston-Salem-High Point, 
North Carolina, metropolitan area, 78- 
11634 

Greenville-Spartanburg, South Carolina, 
metropolitan area, 78-11625 

Grid-connected integrated 
energy system., 78-11013 

Ground surveillance radar crewman for 
skill levels 4/5., 78-10727 

Ground-water levels and soil characteristics 
in a forested typic glossaqualf /, 78- 
10391 

Group practice facilities., 78-11345 

Grouting in soils /, 78-11857 

Growth and development of thinned versus 
unthinned ycllow-poplar sprount clumps 
/, 78-10355 

GSA architect-engineer 
process : hearings before the Subcommit- 
tee on Public Buildings and Grounds of 
the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-fifth Congress, first session, 
September 19 and 20, 1977., 78-12166 

Guide for developing nutrition services in 
community health programs., 78-11235 

A guide for crosion & sediment control in 
urbanizing areas of Colorado ; interim 
guide., 78-10418 

Guide for the construction of driven-rod 
ground beds /, 78-11464 

A guide to consumer action /, 78-11170 

A guide to evaluating your firm's injury 
and illness experience, 1976 : transporta- 
tion and public utilities industries., 78- 
11651 

A guide to reducing energy use budget 
costs /, 78-10870 

Guide to the collection and use of health 
expenditures and utilization data for 
health planning agencies., 78-11238 

Guide to the Service contract act., 78- 
11652 

A guide to the Walsh-Healey public con- 
tracts act., 78-11653 

Guidelines for development of a home in- 
dustry /, 78-10518 

Guidelines for industrial boiler _ per- 
formance improvement boiler adjust- 
ment procedures to minimize air pollu- 
tion and to achieve efficient use of fuel /, 
78-10916 
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Guidelines for monitoring and reporting 
demonstration projects : section 32 pro- 
gram Streambank erosion control evalua- 
tion and demonstration act of 1974, final 
report /, 78-10756 

Guidelines for submission of applications 
for institutional grants (IG) under the 
Comprehensive employment and training 
act of 1973, as amended (CETA), 78- 
11655 

Guidelines on pregnancy and work., 78- 
11261 

Guides to outdoor recreation areas and 
facilities., 78-11593 

Gypsum., 78-11469 
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H.R. 3981 and H.R 3984, the small busi- 
ness energy conservation and commer- 


cialization amendments : hearing before 
the Subcommittee on Energy, Environ- 
ment, Safety, and Research of the Com- 
mittee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-12181 

Hair dryers and stylers., 78-11978 

Handbook for aerial radiological monitors : 
supplement to Handbook for radiological 
monitors., 78-10674 

Handbook for veterans 
selors., 78-11933 

Handbook of agricultural 
10313 

Handling, treatment and disposal of waste- 
water sludge., 78-10911 

The hazard hunt : a transparency presenta- 
tion., 78-11964 

Hazard testing of organic peroxides : gas 
evolution /, 78-11842 

Hazards of rotating propeller 
helicopter rotor blades., 78-11894 

Headquarters building parking plan., 78- 
11314 

Headquarters monthly 
system., 78-11313 

Health and safety guide for metal coating 
and allied services., 78-11258 

Health and safety guide for pesticide for- 
mulators., 78-11259 

Health care problems among the elderly, 
1977 : hearing before the Subcommittee 
on Health and Scientific Research of the 
Committee on Human Resources, United 
States Senate, Ninety-fifth Congress, first 
session November 9, 1977, Miami, 
Fla., 78-12109 

Health education : 
borne diseases 
10510 

Health information for international travel., 
78-11257 

Health manpower amendments of 1977 : 
hearing the Subcommittee on Health and 
the Environment of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Nincty-fifth Congress, 


benefits coun- 


charts., 78- 
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a study unit on fecal- 
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first session, on H.R. 9280 and H.R. 
8519... September 29, 1977.,  78-12127 
Health manpower issues : a presentation at 
the White House, November 13, 1975., 

78-11249 

Health training resources 
Peace Corps volunteers., 

Hearing loss : 
11220 

Hearing on the Panama Canal treaties be- 
fore the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, first session October 20, 1977., 
78-12035 

Hearings before the Commission on Revi- 
sion of the Federal Court Appellate 
system : first phasc, pursuant to Public 
Law 92-489, Act of October 13, 1972., 
78-11962 

Hearings to reccive testimony on the exten- 
sion of the Veterans’ Administration pay 
comparability act of 1975 : hearing be- 
fore the Subcommittee on Medical 
Facilitics and Benefits of the Committee 
on Veterans’ Affairs, House of Represen- 
tatives, Nincty-fifth Congress, first ses- 
sion, [on] H.R. 8175, H.R. 8176, July 
27, 1977., 78-12184 

Heat conduction in three dimensions /, 
78-10841 

Heat exhanger-ingot casting/slicing process 
: silicon sheet growth development for 


material for 
78-10511 


hope through research., 78- 


the large area silicon shect task of the 
low cost silicon solar array project /, 
78-11022 

Heat-transfer distributions on a 0.013-scale 
shuttle solid rocket booster at Mach 3.70 
and angles of attack from 0 to 180 /, 
78-11752 

Heat treatment of refuse 
anacrobic biodegradability /, 

Heating oils, 1977 /, 78-10966 

A heavy ion beam probe system for in- 
vestigation of a modified penning 
discharge /, 78-11780 

Helicopter freewheel unit design guide 
final report /, 78-10811 

Helium., 78-11479 

Helium research in support of supercon- 
ducting power transmission : annual re- 
port for the period, July 1975-September 
1976 /, 78-10984 

High chairs., 78-11992 

High-level nuclear waste : hearing before a 
subcommittee of the Committee on 
Government Operations, House’ of 

Ninety-fifth Congress, 

78-12098 

flakeboards 

pine 


for increasing 
78-11029 


Representatives, 
first session, June 18, 1977., 

High-performance _ structural 
from Douglas-fir and lodgepole 
forest residues /, 78-10347 

High-temperature and high-pressure par- 
ticulate control requirements /, 78- 
10946 

Highlights from Drug use among American 
high school students, 1975-1977 /, 78- 
11267 
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Highway and transit programs : message 

from the President of the United States 
78-12245 

Highway statistics, 78-11855 

Highway statistics charts., 78-11855 

Highway traffic kinematics and the charac- 
teristic relation /, 78-11839 

Hiring the handicapped., 78-11802 

The history of the Beach Erosion Board, 
U.S. Army, Corps of Engineers, 1930 -63 
/, 78-10771 

Hollywood-Burbank Airport : briefing of 
the Subcommittee on Aviation of the 
Committee on Public Works and Trans- 
portation., 78-12165 

Home Canning safety., 78-12004 

Home health : the need for a national pol- 
icy to better provide for the elderly : re- 
port to the Congress /, 78-11120 

Home production of beer and wine : report 
to accompany H.R. 2028., 78-12286 

Home rule charter amendment providing 
for initiative and referendum : report to 
accompany H. Con. Res. 464., 78- 
12267 

Home rule charter amendment providing 
for recall of elected officials : report to 
accompany H. Con. Res. 471. 78- 
12268 

Homemaker and home health services fo, 
the elderly /, 78-11280 

Honolua watershed work plan., 78-10429 

Hospital cost containment and end stage 
renal disease program : hearings before 
the Subcommittee on Health of the Com- 
mittee on Finance, United States Senate, 
Ninety-fifth Congress, first session, on S. 
1391 ... S. 1470 ... H.R. 8423 ... October 
12, 13, and 21, 1977., 78-12083 

Hospital handbook on birth registration 
and fetal death reporting., 78-11240 

Hot forming of silicon sheet, silicon sheet 
growth development for the large area 
silicon sheet task of the low cost silicon 
solar array project /, 78-11023 

Hot hardness of nickel-rich nickel-chromi- 
um-aluminum alloys /, 78-11755 

Hours of duty, absence and leave., 78- 
11298 

Housing and urban development in Iran., 
78-11362 

Housing assistance payments program. Ad- 
ditional assistance program for projects 
with HUD-insured — or HUD-held 
mortgages, 78-11336 

Housing assistance payments program. Ex- 
isting housing., 78-11354 

Housing assistance payments program. New 
construction processing handbook., 78- 
11353 

Housing for the 
mortgage insurance., 

Housing program statistics : 
78-10466 

Housing technician program., 78-11296 

Houston, metropolitan area, 78- 
11640 


elderly for 
78-11343 
1950-1975., 


project 


Texas, 
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How fiber acidity affected functional pro- 
perties of dry-formed hardboards /, 78- 
10344 

How to buy canned and frozen vegetables 
/, 78-10318 

How to estimate defect in white fir in 
south-central Oregon /, 78-10341 

How to improve the efficiency of your oil- 
fired furnace., 78-10879 

How trees help clean the air., 

HP-4108 VTVM_ training final-training 
program for 24 June 1974 -23 Sep- 
tember 1975 /, 78-10864 

HUD solar status : a builder asks ..., 78- 
11367 

HUD solar status : energy systems betting 
on solar., 78-11366 

HUD solar status : HUD van on the road., 
78-11364 

HUD solar status : second round award 
news! $4 million in solar grants for 
1411 residential units., 78-11365 

HUD solar status : solar standards : laying 
the groundwork for a solid industry., 
78-11368 

HUD van on the road., 78-11364 

Human rights in Indonesia : a review of the 
situation with respect to the long-term 
political detainees : hearing before the 
Subcommittee on International Organiza- 
tions of the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, first session, Oc- 
tober 18, 1977., 78-12139 

Huntington's disease : hearing before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, first session : spe- 
cial oversight hearing., 78-12031 

Hydraulic geometry of river cross-sections : 
theory of minimum variance /, 78- 
11450 

Hydrofluidic stability augmentation system 
(HYSAS): operational suitability demon- 
stration : final report for period March 
1973-March 1977 /, 78-10817 

Hydrogen-enrichment-concept | preliminary 
evaluation /, 78-11092 

Hydrogen gencration process ... /, 78- 
11053 

Hydrologic processes and radionuclide dis- 
tribution in a_ cavity and chimney 
produced by the Cannikin nuclear explo- 

Amchitka Island, Alaska /, 78- 
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Ice accumulation on ocean structures /, 
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The Iditarod Trail (Seward-Nome route) 
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Committee on Human Resources and 
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Motor vehicles safety standards, with 
amendments and _ interpretations, 78- 
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Multipurpose senior centers /, 78-11284 
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Committee on Commerce, Science, and 
Transportation, United States Senate, 
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Subcommittee on Energy and the En- 
vironment of the Committee on Interior 
and Insular Affairs, House of Representa- 
tives, Nineth-fifth Congress, first session, 





June 1978 
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National electric rate book; rate schedules 
for electric services in communities of 
2,500 population or more, residential, 
commercial and industrial services., 78- 
10888, 78-10889, 78-10891, 78- 
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Natural gas liquids., 78-11477 
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dimensional free-mixing flows using the 
parabolic cllipit Navier-Stokes equations 
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78-10732, 78-10733 
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13.6 kHz : area 06, Greenland, station H 
(Japan)., 78-10652 

Omega propagation correction tables for 
13.6 kHz : area 12, North Atlantic, sta- 
tion B (Liberia)., 78-10654 
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States Senate, Ninety-fifth Congress, first 
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10636, 78-10637 

Personnel management project., 78-11804 
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Personnel policy, labor-management rela- 
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Pinedale Unit MHF experiments : final re- 
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Placing minority women 
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Plan of work for water and related land 
resources study Chowan-Pasquotank 
river basins, North Carolina and Virginia 
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mands in St. Louis, Missouri : report of 
the Comptroller General of the United 
States., 78-11130 

Planting guidelines for dune creation and 
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Ninety-fifth Congress, first session ..., 
78-12117 

Predicting fire behavior in palmetto-gall- 
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1IS1O, 78-LISIT1, 78-11512, 
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al.], 78-11014 

Projects, women., 78-11167 
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act., 78-12142 

Proposal to resolve longstanding problems 
in investigations of Federal employces : 
Civil Service Commission : report to the 
Congress /, 78-11110 

Proposed bus noise emission regulation /, 
78-10957 

Proposed guidance on dose limits for per- 
sons exposed to transuranium clements 
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Proposed trade regulation rule concerning 
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the United States for such tribes : 
to accompany S. 1509., 78-12257 
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company H. Res. 984., 78-12259 
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for other purposes : report to accompany 
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Public welfare, 78-11150 
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Publications and patents with abstracts., 
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first session, on important cost and quali- 
ty issues of health care 78-12125 

Quarterly cumulative index medicus, 78- 
11225 


Quarterly progress report for system analy- 
sis design and proof-of-concept experi- 
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of a Burlington Northern freight train 
with a bus, Stratton, Nebraska, August 8, 
1976., 78-11851 
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Records control handbook., 78-11327 
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Reducing speculation in excess lands 
purchased under the Federal reclamation 
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mission, before the United States Inde- 
pendent Telephone Association’s 80th 
annual convention, Las Vegas, Nevada, 
December 5, 1977., 78-10613 

Remote sensing of un- 
derground coal burns ... /, 78-11057 
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Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, first session, August 3 and 
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message from the President of the United 
States ..... 78-12253 
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Repairs and alterations prospectuses 
hearings before the Subcommittee on 
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Report of delegation studying the Panama 
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U.S. Army recruiting practices before the 
Investigations Subcommittee of the Com- 
mittee on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
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Report of the presiding officer on proposed 
trade regulation rule concerning funcral 
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groups., 78-10454 

Report on the New York City loan pro- 
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Housing, and Urban Affairs, United 
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Report to Congress., 78-11158 
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Report to the Congress, 78-11158 
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Research issues facing agriculture and rural 
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11001 
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low-poplar saplings in a 9-year-old stand 
/, 78-10352 

Results from the IMP-J violet solar cell ex- 
periment and violet cell balloon flights /, 
78-11735 

Results of AEROSAT channel simulation 
tests Q-M/PSK voice/data modem, TSC 
ranging modem /, 78-11916 

Results of marketing quota referendums., 
78-10459 

Rethinking United States foreign policy 
toward the developing world : Nicaragua 
: hearing before the Subcommittee on In- 
ternational Development of the Commit- 


tee on International Relations, House of 


Representatives, Ninety-fifth Congress, 
first session ..., 78-12143 

Retirement age policies and housing for the 
elderly in Cleveland, Ohio : hearings be- 
fore the Sclect Committee on Aging, 
House of Representatives, Ninety-fifth 
Congress, first session, Cleveland, Ohio, 
August 8, 9, and 10, 1977.,  78-12016 

Review and analysis of State legislation and 
reimbursement practices of physician's 
assistants and nurse practitioners : an- 
notated bibliography /, 78-11246 

Review of deferrals : communication from 
the Acting Comptroller General of the 
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Review of Medicare payments to renal 
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of reimbursement /, 78-12190 
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U.S. Postal Service., 78-11111 
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tional transport of goods under cover of 


TIR Carnets message from the Pre- 
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78-11616 
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vibration analysis /,  78-11710 
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portation /,  78-11841 
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The role of the national 
energy R. & D. hearings before the 
Subcommittee on Fossil and Nuclear 
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Energy Research, Development, and 
Demonstration of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-12178 

The role of the shareholder in the cor- 
porate world : hearings before the Sub- 
committee on Citizens and Shareholders 
Rights and Remedies of the Committee 
on the Judiciary, United States Senate, 
Ninety-fifth Congress, first session ..., 
78-12150 

Role of the wolf in a deer decline in the 
Superior National Forest /, 78-10348 

Rural health care, problems and prospects, 
1977 : hearing before the Subcommittee 
on Health and Scientific Research of the 
Committee on Human Resources, United 
States Senate, Nincty-fifth Congress, first 
session Bangor, Maine, August 30, 
1977., 78-12118 

Rural highway planning system : computer 
program user’s manual., 78-11854 
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Saginaw, Michigan, metropolitan area, 
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Sailing directions for the Philippine 
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Salt Creek : floods in vicinity of Pueblo, 
Colorado., 78-10801 
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Texas., 78-10795 
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Sand and gravel., 78-11584 
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School desegregation in the 1970's 
problems and prospects., 78-11187 

Science policy implications of DNA recom- 
binant molecular research : hearings be- 
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mittee on Science and Technology, U.S. 
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Congress, first session .... 78-12172 
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Section 236 rental housing : an evaluation 
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report to 
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rotors .../, 78-10992 
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78-10550 

Selected trade and economic data of the 
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Selected U.S.S.R. and Eastern European 
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/, 78-10509 
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12012 
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Sheep and goats., 78-10479 
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78-11654 

Sheridan M551 turret mechanic MOS 45P., 
78-10724 

Ship operations report., 78-10601 

Shipbuilding, ship maintenance, and claims 
: hearings before the Task Force on Na- 
tional Security and International Affairs 
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of Representatives, Ninety-fifth Congress, 
first session, October 4 and 5, 1977., 
78-12056 

Shipping, 
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Short-run measures to simulate the econo- 
my /, 78-12199 

Silicon., 78-11489 

Silicon ribbon growth by a capillary action 
shaping technique .../, 78-11018 

A simple computer model for evaluating 
coastal inlet hydraulics /, 78-10776 

A simple method of height determination 
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Skiing and skiing equipment., 78-11975 
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ment act with amendments : 1953-76 /, 
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Smoke detectors., 78-11986 

Sodium compounds., 78-11574 
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Solar and magnetospheric science /, 78- 
11759 

Solar Energy Environmental and Resource 
Assessment Program : summary report., 
78-11030 

Solar energy for heating and cooling., 78- 
10878 

Solar heating & cooling of mobile homes, 
phase Il /, 78-10993 

Solar pilot plant, phase 1.,  78-11087 

Solar silicon via improved and expanded 
metallurgical silicon technology /, 78- 
11024 

Solar space heating systems using annual 
heat storage ... /, 78-11003 


78-111S1, 78-11152, 78- 


and 
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Soldicr’s manual aircraft powerplant 
repairer, MOS 68B, skill levels 1/2/3., 
78-10734 

Soldier’s manual aircraft powertrain 
repairer/ nondestructive inspector, MOS 
68B, skill levels 1/2/3., 78-10735 

Soldicr’s manual automatic data 
processing NCO, MOS 74Z., 78-10722 

Soldier's manual : brass group leader [MOS 
O2P, skill level 4], 78-10719 

Soldier's manual clarinet player, skill 
levels 1 - 2 -3., 78-10718 

Soldier’s manual : fabric repairman., 78- 
10703 

Soldicr’s manual : graves registration spe- 
cialist, MOS 57F skill level 1 and 2., 
78-10708, 78-10709, 78-10710 

Soldicr’s manual ground | surveillance 
radar crewman for skill levels 4/5., 78- 
10727 

Soldier's manual 
(MOS 96B) for skill level 3., 
78-10730, 78-10731 

Soldier’s manual : laundry and bath spe- 
cialist, MOS 57E skill levels 1, 2, and 3., 
78-10705, 78-10706 

Soldier’s manual : MOS 13E, cannon fire 
direction specialist skill level 3., 78- 
10686, 78-10687 

Soldier’s manual MOS _ 15J, lance 
OPNS/FD specialist skill level 4., 78- 
10689 

Soldier’s manual : MOS 4IC, fire control 
instrument repariman, skill level three,, 
78-10690 

Soldier's manual : MOS 45K, tank turret 
repariman, skill level one/two., 78- 
10691 

Soldicr’s manual : MOS 63J quartermaster 
equipment repariman, skill level 
one/two., 78-10695 

Soldier's manual : oboe player, skill levels 
1-2-3.,  78-10717 

Soldier's manual observation/scout 
helicopter repairer, MOS 67V, skill 
levels 1/2/3.,  78-10732 

Soldier's manual : office machine repair- 
man, MOS 419 skill levels 1 and 2.,  78- 
10698, 78-10699 

Soldier’s manual : parachute rigger, MOS 
43E skill level 3., 78-10701 

Soldier’s manual : petroleum supply spe- 
cialist, MOS 76W skill Ievel 5., 78- 
10711 

Soldier's manual : senior supply sergeant, 
MOS 76Z skill level 5.,  78-10713 

Soldier's manual : Sheridan M551 turret 
mechanic MOS 45P,_ Skill levels 
one/two., 78-10724 

Soldier's manual : subsistence supplyman, 
MOS 76X skill levels 3 and 4., 78- 
10712 

Soldier's manual 
MOS 45N, skill 
10723 

Soldicr’s manual : trombone playcr, skill 
levels 1-2-3.,  78-10716 


intelligence analyst 
78-10729, 


tank turret mechanic 
levels one/two., 78- 





Soldicr’s manual : woodwind group leader 
{MOS O2Q, skill level 4], 78-10720 

Soldier’s manual 12-74F10/20-pro- 
grammer/analyst, skill levels 1 and 2 /, 
78-10721 

Solider’s manual : fabric repairman, MOS 
43M skill levels 1 and 2., 78-10702 

Solvent refined coal (SRC) process : opera- 
tion of solvent refined coal pilot plant at 
Wilsonville, Alabama .../, 78-11054 

Source assessment /, 78-10928 

Source assessment overview and _ pri- 
oritization of cmmissions from textile 
manufacturing /, 78-10936 

Source assessment pressed and blown 
glass manufacturing plants /, 78-10932 

Source assessment : urca manufacture /, 
78-10937 

South Bend, Indiana, metropolitan area, 
78-11643 

South Tippah Creck and Tributaries., 78- 
10802 

Southern pine beetle survival in trees felled 
by the cut and top-cut and leave method 
/, 78-10387 

Southern — pulpwood 
10397 

Sovict and East European media themes re- 
garding the Conference on Security and 
Cooperation in Europe : (August 1975- 
December 1976) /, 78-11595 


production., 78- 


Sovict and East European media themes re- 
garding the Conference on Sccurity and 


Cooperation in Europe updatc Il, 
February 1977 /, 78-11596 

Sovict cconomic problems and prospects : 
a study /, 78-12073 

Soy protein use can increase by 71% by 
1985., 78-10470 

Space heaters and wood and coal burning 
heating stoves., 78-11977 

Space industrialization : hearing before the 
Subcommittce on Space Science and Ap- 
plications of the Committee on Science 
and Technology, U.S. Congress, first ses- 
sion, September 29, 1977.,  78-12174 

Space transportation system hearings 
(including report) before the Subcom- 
mittee on Space Science and Applica- 
tions of the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-fifth Congress, first session, 
May 17, 18, 1977., 78-12170 

Special economic development and adjust- 
ment assistance : title IX in brief., 78- 
10572 

Special health career opportunity grants., 
78-11236 

Special pesticide registration by the En- 
vironmental Protection Agency should be 
improved : report to the Congress /,  78- 
11102 

A special reflectance estimation technique 
using multispectral data from the Viking 
lander camera /, 78-11686 

Special supplemental food program for 
women, infants, & children., 78-10495 

Special use airspace, 78-11886 
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Spencer County, Indiana (unincorporated 
areas), 78-11427 

Spin-out of veneer blocks during rotary 
cutting of veneer /, 78-10343 

Spring burn aids longleaf pine seedling 
height growth /, 78-10392 

Spun yarn production., 78-10543 

St. Louis, Missouri-Illinois, metropolitan 
area, 78-11609 

Staff data and materials on the Emergency 
uncmployment compensation act of 1974 
/, 78-12086 

Staff publications - Pacific Southwest 
Forest and Range Experiment Station, 
78-10339 

Standards for No-fault motor vehicle ac- 
cident benefits act : hearings before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, first session, on S. 
1381 ..., 78-12062 

State and regional data, federally funded 
community mental health centers., 78- 
11262 

State & territorial 
10573 

State decision-makers guide for hazardous 
waste management /, 78-10921 

State, Justice, and Commerce, and the Ju- 
diciary, and related agencies appropria- 
tions, fiscal year 1979., 78-12034 

The state of compctition in the coal indus- 
try : report to the Congress /, 78-11103 

State of the Union : message from the Pre- 
sident of the United States ...,  78-12240 

Statistical inference from band recovery 
data : a handbook /, 78-11587 

Statistical notes for health planners., 78- 
11243, 78-11244, 78-11245 

Statistics for States and metropolitan areas 

preprint from County and city data 

book, 1977 : regions, divisions, states, 
metropolitan areas., 78-10535 

Statistics needed for national policies re- 
lated to fertility : a report of the United 
States National Committee on Vital and 
Health Statistics., 78-11241 

Status report on law of the sea conference : 
Hearing before the Subcommittee on 
Public Lands and Resources of the Com- 
mittee on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session ..., 78-12081 

Statutes and legislative historics., 78- 
12167 

Steady-state evaporator models of solar sea 
power plants ... /, 78-10999 

Steaming chips facilitates bark removal /, 
78-10371 

Steel power boilers., 78-10545 

Stocks of grains, oilseeds, and hay : final 
estimates by states, 1969-75., 78-10298 

Stone., 78-11559 

Storage-gage data for 
States, 78-10594 

Storage-gage precipitation data for western 
United States., 78-10594 


tourism offices., 78- 


western United 
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Storing vegetables and fruits in basements, 
cellars, outbuildings, and pits /, 78- 
10315 

The story of the Army National Guard., 
78-10672 

Strawberry diseases /, 78-10293 

Strict isolation., 78-11252 

Strings 'n things : a teaching manual for the 
blind /, 78-10525 

Strip mining and the flooding in Ap- 
palachia : hearing before a subcommittee 
of the Committee on Government Opera- 
tions, House of Representatives, Nincty- 
fifth Congress, first session, July 26, 
1977., 78-12091 

Structural analyses for the modification and 
verification of the Viking aeroshell /, 
78-11690 

Structural integrity of water reactor pres- 
sure boundary components : progress re- 
port ending 29 February 1976 /, 78- 
10834 

Studies of the pressurized fluidized-bed 
coal combustion process /, 78-10953 

Studies on the time course of salinity and 
temperature adaptation in the commer- 
cial brown shrimp penacus aztecus ives : 
final report /, 78-10757 

Studies related to the Charleston, South 
Carolina, earthquake of 1886 : a prelimi- 
nary report /, 78-11449 

Study of corrosion and its control in alu- 
minum solar collectors ... /, 78-11002 

Study of heat transfer through refractory 
lined gasifier vassel walls /, 78-11044, 
78-11045 

A study of the reaction of uranium and 
plutonium with bone char /, 78-11070 

Study on Federal regulation : prepared pur- 
suant to S. Res. 71 , to authorize a study 
of the purpose and current effectiveness 
of certain Federal agencies /, 78-12313 

Subject areca bibliography on alcohol and 
the fetus., 78-11274 

Subsistence supplyman., 78-10712 

Substantial hazards : section 15 of the Con- 
sumer product safety act., 78-11976 

Subversion Uruguayan Armed Forces 
summary of subversive movement in 
Latin America., 78-12212 

Sudden unexplained infant death 1970 
through 1975, an evolution in un- 
derstanding /, 78-11233 

Sugarcane varicty tests in Florida, 1976-77 
harvest scason /, 78-10440 

Sulfur., 78-11534 

Summaries of conclusions and recommen- 
dations on the operations of civil depart- 
ments and agencies : report to the House 
and Senate committees on appropriations 
/, 78-11121 

Summaries of FY 1977 research in high 
energy physics., 78-10877 

Summary of Administration's 
stimulus program and summary of tax 
reductions in 1975 and 1976 /, 78- 
12189 


economic 


Page 1-463 





Summary of benefits for veterans with mili- 
February 1, 1955, 
78-11937, 78- 


tary service before 
and their dependents., 
11938 

Summary, Utah study site, and 
potential reclamation evaluation, Alton 
study site, Alton Coal Ficld., 78-11590 

Summer food and fun., 78-10494 

“Sunsct”™ legislation : hearing before a sub- 
committee of the Committee on Govern- 
ment Operations, House of Representa- 
tive, Ninety-fifth Congress, first session, 
on H.R. 1756 and related bills... October 
17, 1977., 78-12101 

Supplement to compilation of veterans 
laws, 94th Congress /, 78-11950 

Supplemental appropriation : communica- 
tion President of the United 
States transmitting a proposed supple- 
mental appropriation for the Department 

1978., 78- 


resource 


from the 


of Energy for fiscal 
12248 

Supplementary list’ of 
10560 


year 
publications, 78- 


Support testing and design study evaluation 
78-11052 
Surface mining control and reclamation act 
of 1977., 78-12133 
Surface records of 
11452 
Surface 


of regenerative air heaters/, 


water Colorado, 78- 


records of 
78-11453 


records of 


water Maryland and 
Delaware, 

Surface water Michigan, 78- 
11454 

Surface water 
78-11455 

Surface water records of Oklahoma, 78- 
11456 

Surface water records of Pennsylvania, 
78-11457 


Surface water records of Utah, 


records of New Mexico, 


78-11458 

Surface water records of Wisconsin, 78- 
11459 

\ survey of compiler development aids /, 
78-11781 

Survival and growth of cottonwood clones 
after angle planting and base angle treat- 
ments 78-10388 

Suspended vehicle systems (SVS) /, 78- 
11871 


Synopses of the Indo-West-Pacific species 
(Crustacea: 
/, 78- 


of Lysiosquilla Dana, 1852 
Stomatopoda: — Lysiosquillidae ) 
11822 
Synthesis of silane and silicon in a non- 
equalibrium plasma jet 78-11025, 
78-11026 
Synthetic organic chemicals. United States 
78-1 1832 
Synthetic organic chemicals. United States 
78-1 1832 
final report 


production and sales., 


production and sales, 
Synthoil hydrodynamics 
78-1L0986 
System analysis and engineering studies for 
ocean thermal energy conversion : period 
covered January 1, 1976 to September 
30, 1976 78-1 1000 
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Title Index 
SO,abatement for stationary sources in 
Japan /, 78-10951 


T 


Tabulation of hybrid theory calculated e- 
N, vibrational and rotational cross sec- 
tions /, 78-11713 

Take command., 78-10671 

Tale, soapstone and pyrophyllite., 78- 
11491 

Tales of widson in folly : 
trolled composition / by Joan Kayeum., 
78-10517 

Tank turret mechanic., 78-10723 

Tank turret repairman., 78-10691 

Tax information on investment credit., 
78-11827 

Tax proposals : 


a course in con- 


message from the President 
of the United States ..... 78-12244 

Tax reform act of 1976 : H.R. 10612 
testimony to be received Tuesday, July 
20, 1976 and administration position on 
certain provisions of H.R. 10612 /, 78- 
12085 

Tax treaties between the United States and 
other countries., 78-11829 

Tax treatment of certain crop payments 
and State Icgislators’ travel expenses : re- 
port to accompany H.R. 11055., 78- 
12292 

Taxiway centerline 
11897 

Teaching reading and creative writing : a 

approach /, 78- 


lighting system., 78- 


language expericnce 
10522 

Technical aspects of biological defense., 
78-10676 

Technical assistance in Customs improve- 
ment : agreement between the United 
States of America and Abu Dhabi signed 
at Abu Dhabi and Washington January 
18 and April 26, 1976., 78-11816 

Technical background information : report 
on carcinogenesis bioassay of 
isophosphamide., 78-11199 

Technical description and user’s guide for 
the enhanced total objective plan for of- 
ficer procurement (TOPOPS) : final re- 
port for period February 1975 - April 
1977 /, 78-10855 

Technical opportunities for energy conser- 
vation in appliances., 78-10980 

Technical opportunities for energy conser- 
vation in buildings through improved 
controls., 78-10979 

Technological innovation and economic 
development : has the U.S. lost the initia- 
tive? : proceedings on a Symposium on 
Technological Innovation, Washington, 
D.C., April 19-20, 1976 /, 78-10973 

FECTRONIX 5458 oscilloscope training 
final-training program for 24 June 1974 - 
23 September 1975 /, 78-10858 

Telecommunications : coding and modula- 
tion requirements for 4800 bit/second 
modems., 78-11143 

Fent flammuability., 78-11968 
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Test and evaluation of a prototype VHF 
low-intermodulation amplifier /, 78- 
11920 

Test and evaluation of ATCRBS electronic 
scan antenna : ( system test) /, 78- 
11914 

Test and evaluation of the beacon 
processing subsystem of the automated 
radar terminal system (ARTS Ill) all- 
digital tracking level system /, 78-11915 

Test and evaluation of the Dallas/Fort 
Worth terminal communications 
switching system /, 78-11918 

Test and evaluation of the performance of 
solar radiation sensors at inclination from 
the horizontal under Laboratory and 
ficld conditions /, 78-11015 

Test program for transmitter experiment 
package and heat pipe system for the 
communications technology satellite /, 
78-11769 

Tests with Wilcox slotted-cylinder VOR an- 
tenna /, 78-11905 

Theoretical and subjective bit assignments 
in transform picture processing /, 78- 
11750 

Theory of two-point correlations of jet 
noise /, 78-11705 

Thermal conductive properties of wood, 
green or dry, from -40 to 100 C:a 
literature review /, 78-10401 

The thermal decomposition of thirty com- 
mercially available materials at 300 C /, 
78-11844 

Thermodynamic properties of gascous 
fluorocarbons and isentropic equilibrium 
expansions of two binary mixtures of 
fluorocarbons and argon /, 78-11741 

Thin films of gallium arsenide on low-cost 
substrates /, 78-11089 

This side up making decisions about 
drugs., 78-11268 

Thoughts on the FCC and the consumer 
electronics industry : remarks of /, 78- 
10614 

Three-bedroom framehouse., 78-10308 

Threshold test ban and peaceful nuclear 
explosion treaties : hearings before the 
Committee on Forcign Relations and the 
Subcommittee on Arms Control, Oceans, 
and International Environment of the 
Committee on Foreign Relations, United 
States Senate, Ninety-fifth Congress, first 
session, on Executive N, 94th Cong., 2d 

78- 12090 

Tide tables, high and low water predictions, 
West coast of North and South America, 
including the Hawaiian Islands., 78- 
10600 

Tide tables, West coast, North and South 
America, including Hawaiian Islands, 
78-10600 

Timber, browse, and herbage on sclected 
loblolly-shortleaft pine-hardwood — forest 
stands /, 78-10390 

Timber resources of the Sacramento area, 
California, 1972 /, 78-10395 

Tin., 78-11490, 78-11550 





The Tionesta Scenic and Research Natural 
Areas /, 78-10405 

Titanium., 78-11543 

Title IX, 78-11186 

Title I migrant education program, 78- 
11183 

To the Army spouse., 78-10739 

Tobacco allotted, by counties and kinds., 
78-10455 

Toledo, Ohio-Michigan, metropolitan area, 
78-11612 

Tonga, 78-11812 

Toward economic progress, 

Town of Briny Breezes, 
Beach County., 78-11376 

Town of Cloud Lake, Florida, Palm Beach 
County., 78-11385 

Town of Columbia, 
Parish., 78-11386 

Town of Hadley, Massachusetts, Hampshire 
County., 78-11396 

Town of Henderson, West Virginia, Mason 
County., 78-11398 

Town of Hypoluxo, Florida, Palm Beach 
County., 78-11400 

Town of Inverness, Mississippi, Sunflower 
County., 78-11402 

Town of Marshall, North Carolina, Madis- 
on County., 78-11404 

Town of Moretown, Vermont, Washington 
County., 78-11407 

Town of Newport, North Carolina, Carteret 
County., 78-11410 

Town of Northmoor, 
County., 78-11412 

Town of Palm Beach, Florida, Palm Beach 
County., 78-11416 

Town of Sorrento, Louisiana, 
Parish., 78-11425 

Town of South Palm Beach, Florida, Palm 
Beach County., 78-11426 

Town of Stratford, Connecticut, Fairfield 
County., 78-11429 

Town of/village of Northfield, Vermont, 
Washington County., 78-11413 

Town of Waitsticld, Vermont, Washington 
County., 78-11431 

Town of Wendell, North Carolina, Wake 
County., 78-11434 

Township of Chikaming, Michigan, Berricn 
County., 78-11381 

Township) of Cinnaminson, — Burlington 
County, New Jersey., 78-11382 

Township of Clay, Michigan, St. 
County., 78-11383 

Township of Derry, Pennsylvania, West- 
moreland County., 78-11390 

Township of Park, Michigan, Ottawa Co., 
78-11417 

Township) of Sewickley, Pennsylvania, 
Westmoreland and County., 78-11423 

Township of Sims, Michigan, Arenac Coun- 
ty., 78-11424 

Township of Wisner, 
County., 78-11436 

Toy boxes and toy chests., 


78-10527 
Florida, Palm 


Louisiana, Caldwell 


Missouri, Platte 


Ascension 


Clair 


Michigan, Tuscola 


78-11996 
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levitated vehicle 
(TMLV), 78- 


Tracked 
technology 
11872 

Tractor light kit., 78-10333 

Trade in cotton, wool and man-made fiber 

agreement between the United 


magnctically 
program 


textiles : 
States of America and Mexico amending 
the agreement of May 12, 1975, as 
amended, effected by exchange of notes 
signed at Washington May 24, 1977., 
78-1L1814 

Trampolines., 78-12001 

Transportation, 78-11153 

Transportation for clderly and handicapped 
persons /, 78-11833 

Transportation statistics., 

Travel expenses of government officials 
paid by private foundations : report to 
accompany H.R. 810.,  78-12291 


78-10558 


Treaty concerning the permanent neutrality 


and operation of the Panama Canal., 
78-11954 


Treaty with Mexico on the execution of 


penal sentences and Treaty with Canada 

the execution of penal sentences : report 
together with individual views to accom- 
pany Ex. D, 95-1 and Ex. H., 95-1.,  78- 
11955 

Tree sizes harvested in different thinnings : 
another look /, 78-10362 

Trends in metropolitan America : 
mation report., 78-11960 

Trenton, New Jersey, metropolitan area, 
78-11639 

Tritium waste control project 
1976-March 1977 /, 78-11074 

Tritium waste control project progress re- 

July-September, 1976 /, 78- 


an infor- 


October 


port 
11071 

Trombone player, skill levels 1-2-3., 78- 
10716 

Trophic equilibrium of Lake Washington /, 
78-10924 

Trunkline carrier domestic passenger en- 
planements., 78-10568 

Truth in leasing., 78-11893 

TS-148 radar test set training : final-train- 
ing program for 24 June 1974 -23 Sep- 
tember 1975 /, 78-10854 

TS-1100/U transistor tester training : final- 
training program for 24 June 1974 - 23 
September 1975 /, 78-10859 

Tuberculosis, TB., 78-11190 

Tuition tax relief act of 1978 : report to ac- 
company H.R. 3946., 78-12322 

Tungsten., 78-11538 

Tunnel component of the tunnel and reser- 
voir plan proposed by the metropolitan 
sanitary district of Greater Chicago 
lower Des Plaines system., 78-10956 

TV fire and shock hazards., 78-11971 

TV-2A/U tube tester training : 
ing program for 24 June 1974 -23 Sep- 
tember 1975 /, 78-10860 

Twenty years after Sputnik : imperatives in 

78-11173 


final-train- 


American education today /, 
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Two-dimensional cold-air cascade study of 
a film-cooled turbine stator blade : III, 
Effect of hole size on single-row and 
multirow ejection /, 78-11761 

The type-material of Central and South 
American clearwing moths (Lepidoptera, 
Sesiidac) /, 78-11823 


U 


U.S. Coast Guard radio frequency plan, 
78-11925 

U.S. directory of environmental sources /, 
78-10913 

U.S. foreign agricultural trade statistical re- 
port. Calendar year., 78-10491 

U.S. participation in international agricul- 
tural research : report to the Congress /, 
78-11125 

The U.S. sea control mission : 
bilities, and requirements /, 

Uncompahgre basin resource 
11591 

Underplanting trials in Ohia rain forests /, 
78-10382 

Uneven-ages silviculture and management 
in the United States combined 
proceedings of two in service workshops 
held in Morgantown, West Virginia, July 
15-17, 1975, and in Redding, California, 
October 19-21, 1976., 78-10327 

Uniform system of accounts and reports for 
certificated air carriers in accordance 
with section 407 of the Federal aviation 
act., 78-10564 

Unit price standards 
10818, 78-10819 

United Kingdom, 78-11813 

The United States Senate a_ historical 
bibliography / prepared under the 
direction of Francis R. Valeo, Secretary 
of the Senate, by Richard A. Baker, 
Senate Historian, United States Senate., 
78-11951 

United States 
canned ripe olives : 
1977., 78-10500 

United States standards for grades of 
dehydrated (low moisture) apples : 
tive July 31, 1977., 78-10499 

Upholstered furniture., 78-11983 

Uranium., 78-11492, 78-11585 

Urban riot reinsurance : hearing before the 
Subcommittee on Housing and Commu- 
nity Development of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, November 2, 
1977.,  78-12047 

Urban transportation and 
potential savings of different modes., 
78-12206 

Urban transportation and energy, the 
potential savings of different modes 
hearing before the Subcommittee on 
Transportation of the Committee on En- 

and Public Works, United 


forces, capa- 
78-12205 
area., 78- 


handbook /, 78- 


standards for grades of 
effective Septmber |, 


effec- 


energy : the 


vironment 
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States Senate, Ninety-fifth Congress, first 

session on the Congressional Budget Ot 

fice report October 5, 1977., 78 
12163 

Urea manufacture., 78-10937 

URM-25D signal generator training : final 
training program for 24 June 1974 -23 
September 1975 78-1L0861 

Uruguayan Armed Forces summary of sub 
versive movement in Latin America., 
78-12212 

The US Air Defense School apprenticeship 

trade of electronic 

78-10741 

The US Army Engineer School apprentice 
ship program for the trade of clectrician 

78-10745 

The US Army Engineer School apprentice- 


program for the 


technician (radio/TV )., 


repairer . 


ship program for the trade of firefighter., 
78-10744 


The US Army Engineer School apprentice- 


ship program for the trade of power 


78-10746 
The US Army Engineer School apprentice- 


house clectrician/repairer., 


ship program for the trade of Refrigera- 
tion/Air conditioning repairer-servicer., 
78-10743 
The US Army Engineer School apprentice 
ship program for the trade of surveyor 
78-10742 


Transportation School ap- 


(engineering )., 
Ihe US Army 
prenticeship 


for the trade of 


(aircraft)., 78- 


program 

electrical mechanic 
10740 

USA/USSR Symposium 
ment and Disposal of Wastewater Sludge, 
Moscow, USSR, May 13-16, 1975 /, 
78-1091 1 


The use of family therapy in drug abuse 


Handling, Treat- 


treatment wu national 


11272 


survey., 78- 


se of nondestructive testing devices in the 
evaluation of 
LI8S89Y 


airport: pavements., 78&- 


UTPS : an in- 
travel 


ser-oriented materials for 


troduction to urban demand 
forecasting : a self-instructional 


78-1L1865 


text., 


tah timber production and mill residues, 
1974 78-10367 

tica-Rome, New York, metropolitan area, 
7&-11629 

tilization of seismic exploration technolo- 
gy for high resolution mapping of a 
78-LLOSS 
thzation and construction of pit silos., 


78-10519 


geothermal reservoir 


V 


Vaccination certificate requirements for in- 
ternational travel, 78-11257 

The valuation analysis handbook for pro- 
ject Mortgage insurance., 78-11340 

Vanadium., 78-1L1541 

Vanpool implementation manual . 
10871 
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Variants and extensions of a fast direct nu- 
merical Cauchy-Riemann solver, with il- 


lustrative applications 78-11673 


Velocity and temperature distributions of 


coal-slag layers on magnetohydrodynam- 
ic generator wall /, 78-11737 

Veterans Administration prosthetic and 
sensory aids program since World War Il 

78-11940 

Veterans disability compensation and sur- 
vivor benefits act of 1977 : hearing be- 
fore the Subcommittee on Compensation 
and Pension of the Committee on 
Veterans’ Affairs, United States Senate, 
Ninety-fifth Congress, first session, on S. 
1703 and related bills, June 21, 1977., 
78-12188 

Veterans Services 
78-11935 

Village of Butler, Wisconsin, 
County., 78-11379 

Village of Campbellsport, Wisconsin, Fond 
du Lac County., 78-11380 

Village of Cleveland, Wisconsin, 
Manitowoc County., 78-11384 

Village of Hacienda, Florida, 
County., 78-11395 

Village of Morrisville, 
County., 78-11408 

Village of Spring Lake, Michigan, Ottawa 
County., 78-11428 

Virginia landings, annual summary., 78- 
10598 

VOA audience estimate for urban Indone- 

Sumatra), 1975.,  78- 


Division operations., 


Waukesha 


Broward 


Vermont, Lamoille 


sia (Java and 
11594 

Vocational rehabilitation., 78-11939 

Volume reduction of tritiated liquid wastes 


with super slurper /, 78-11075 


Ww 


Waiver authority under title I of the Ele- 
mentary and secondary education act 
report to accompany H.R. 10551.,  78- 
12287 

Warm Fork Spring River, floods in Thayer, 

78-10806 

D.C.-Maryland-Virginia, 
metropolitan area, 78-11610 

Water resources data for Colorado., 78- 
11452 

Water resources data for Maryland and 
Delaware., 78-11453 

Water resources data for Michigan., 78- 
11454 

Water resources data for New Mexico., 
78-11455 

Water resources data for Oklahoma.,  78- 
11456 

Water resources data for Pennsylvania., 
78-11457 

Water resources data for Utah., 78-11458 

Water resources data for Wisconsin., 78- 
11459 

Water 
private-cooperative 


10427 


Missouri., 
Washington, 


Federal-State- 
surveys., 78- 


supply outlook 


snow 
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Watershed progress in the Peace Garden 
States., 78-10415 

Watershed work plan Honolua 
Watershed, Maui County, Hawaii., 78- 
10429 

WATS accidents reported from January 
1976 to July 1977 : a descriptive analysis 
of the accident alert reports /, 78- 
11929 

Wave setup on a sloping beach /, 78- 
10780 

Weldability of high-toughness iron-12-per- 
cent-nickel alloys with reactive metal ad- 
ditions of titanium, aluminum, or niobi- 
um/, 78-11740 

Welfare reform and the elderly poor : hear- 
ing before the Select Committee on 
Aging, House of Representatives, Ninety- 
fitth, first session, November 21, 1977, 
Miami, Fla., 78-12017 

West Virginia watershed progress report., 
78-10416 

Wet Walnut Creek watershed : Scott, Lane, 
Ness, Pawnee, Ruch, and Barton Coun- 
tics, Kansas : environmental impact state- 
ment /, 78-10430 

White Oak Creck, Montgomery County, 
Texas., 78-10796 

Why the Army should strengthen its inter- 
nal audit function : report to the Con- 
gress /, 78-11106 

Wind energy mission analysis., 78-10989 

Wind-tunnel investigation of internally 
blown jet-flap STOL airplane model /, 
78-11696 

A winter hazard for the old 
hypothermia., 78-11226 

Winter snow-cover maps of North America 
and Eurasia from satellite records, 1966- 
1976 /, 78-10581 

Winter survival : a consumer's guide to 
winter preparedness., 78-1O880 

Women and estrogens., 78-11230 

Women on patrol : a pilot study of police 
performance in New York City /, 78- 
11607 

Wood County, Wisconsin (unincorporated 

78-11437 

: mildew on house paints /, 


accidental 


ares)., 

Wood finishing 
78-10365 

Woodwind group leader, MOS 02Q, skill 
level 4.,  78-10720 

Wool and mohair., 78-10484 

Wool production and valuc, 78-10484 

Work adjustment assistance under the 
Trade act of 1974 : problems in assisting 
auto workers : Department of Labor : re- 
port to the Congress /, 78-1 1119 

Work measurement manual., 78-11869 

World agricultural production and trade; 
Statistical report., 78-10433 

Worldwide solid waste literature 
tion/retricval services available 
EPA /, 78-10922 

Wound & skin precautions., 78-11255 

Wright County, Minnesota, unincorporated 

78-11438 


collec- 
from 


areas., 





Writing for consumers; guidelines on style 
and content for preparing HUD publica- 
tions., 78-11350 

Writing objectives : second assessment., 
78-11189 

WYLBUR reference manual., 78-11197 


Y 


Year-end report, 1977 : the Republican re- 
port for the first session, Ninety-fifth 


Congress of Senator Howard H. Baker of 


Tennessee, Republican leader., 78- 
12311 

Yearbook of agriculture., 78-10295 

Yield of southern pine veneer suitable for 
composite lumber and pancls /, 78- 
10357 

Yield tables and stand structure’ for 
unthinned longleaf pine plantations in 
Louisiana and Texas /, 78-10363 


Youth Conservation Corps : source book of 


environmental awareness : people and 
natural resources., 78-11440 


Z 


Zinc., 78-11536 

Zinc halide hydrocracking process for 
distillate fucls from coal ... /, 78-11039 

Zirconium and hafnium., 78-11493, 78- 
11544, 78-11545 


0-9 


VISTA volunteer handbook., 78-10505 
21-year growth and development of bald- 
cypress planted on a flood-prone site /, 

78-10386 

200 CD wide range oscillator training 
final-training program for 24 June 1974 - 
23 September 1975 /, 78-10862 

1978 FAA R. & D. authorization : hearings 
before the Subcommittee on Aviation 
and Transportation R. & D. of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-fourth 
Congress, second session., 78-12168 

1979 FAA R. & D. authorization : hearings 
before the Subcommittee on Transporta- 
tion, Aviation, and Weather of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-12179 








June 1978 





Do not order from index; see indicated entry Page 1-467 
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*Ability — Testing. 

Development of a screening methodology 
for entry into medical technical train- 
ing courses : final report for period 
October 1975 - April 1977 /, 78- 
10856 

* Ability — Testing — Bibliography. 

Audio-visual proficiency testing : an- 
notated bibliography ; interim report 
for period October 1976 - June 1977 /, 
78-10857 


*Ablation (Aerothermodynamics) 

Graphite and ablative material response 
to CO,-laser, carbon-arc, and xenon- 
arc radiation /, 78-11677 

Abrasives industry — United States. 

Abrasive matcrials., 78-11558 


*Access to airports. 
Forecast of landside airport access traffic 
at major U.S. airports to 1990 /, 78- 
11903 


*Accountants — United States — Directories. 
American association of spanish-speaking 
and national association of minority 
certified public accounting firms., 78- 
10528 
*Accounting — Study and teaching. 
Contabilidad para la micro empresa : 
manual de ensenanza /, 78-10524 


Accounting machines — Statistics — 
Periodicals. 
Office, computing, and 
machines., 78-10549 


*Accreditation (Education) 

The Federal government's relationship to 
the nationally recognized accrediting 
agencies : proceedings of an invita- 
tional conference ... June 14-15, 1977, 
in Arlington, Va., 78-11169 

*Acid rain — United States. 

Particle emission reactivity /, 

*Acoma Pueblo, N.M. — Floods. 

Floods on Rio San Jose : Acoma Pueblo, 
Valencia County, New Mexico., 78- 
10781 


*Acoustic surface waves. 
Dispersive effects of liners on nonlinear 
wave propagation in ducts /, 78- 
11836 
ACTION (Service Corps) 
The six goals of ACTION., 


accounting 


78-10931 


78-10504 
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*Adaptive control systems — Mathematical 
models. 

An improved algorithm for 
processing /, 78-10843 

* Adhesion. 

Adhesion and friction of iron and gold in 
contact with elemental semiconductors 
/, 78-11736 

*Adhesives — Bibliography. 

Formaldehyde problem in wood-based 
products : an annotated bibliography /, 
78-10400 

* Adhesives — Handbooks, manuals, etc. 

Adhesives in building construction /, 

78-10312 


Administrative agencies — United States — 
Auditing and inspection. 
Audits of public housing agencies., 78- 
11356 
Administrative agencies — United States — 
Finance. 
Off-budget agencies and Government- 
sponsored corporations : factsheets /, 
78-12054 


*Administrative law — United States. 

Study on Federal regulation : prepared 
pursuant to S. Res. 71 , to authorize a 
study of the purpose and current effec- 
tiveness of certain Federal agencies /, 
78-12313 


*Administrative procedure — United States. 
The Regulatory flexibility act, S. 1974 : 
hearing before the Subcommittee on 
Administrative Practice and Procedure 
of the Committee on the Judiciary, 
United States Senate, Ninety-fifth Con- 
gress, first session ..., 78-12149 
Adoption — United States. 

Opportunities for adoption act of 1977 : 
hearing before the Subcommittee on 
Child and Human Development of the 
Committee on Human_ Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 961 ... April 
4, 1977., 78-12106 


Adult education — United States. 
Adult education, 78-11175 


adaptive 


Education briefing paper., 78-11175 


Educational opportunities for older per- 
sons., 78-11285 
*Advertising — Drug trade — United States. 
Advertising of proprietary medicines 
hearings before the Subcommittee on 
Monopoly and Anticompetitive Activi- 
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tics of the Select Committee on Small 
Business, United States Senate, Nincty- 
fourth and Ninety-fifth Conresses, first 
sessions ..., 78-12183 

* Aerodynamics. 

Acoustic and aerodymanics performance 
of a variable-pitch 1.83-meter- (6-ft.) 
diameter 1.20-pressure-ratio fan stage 
(QF-9) /, 78-11739 

Acrodynamic design guidelines and com- 
puter program for estimation of sub- 
sonic wind tunnel performance /, 78- 
11676 

Low-speed wind-tunnel investigation of 
flight spoilers as trailing-vortex-allevia- 
tion devices on an_ extended-range 
wide-body tri-jet airplane model /, 
78-11727 


*Aerofoils. 

Experimental and theoretical low-speed 
aerodynamic characterisitics of a 
Wortmann airfoil as manufactured on 
a fiberglass sailplane /, 78-11701 


Aeronautical research — United States. 

1978 FAA R. & D. authorization 
hearings before the Subcommittee on 
Aviation and Transportation R. & D. 
of the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fourth Congress, second 
session., 78-12168 


1979 FAA R. & D. authorization 
hearings before the Subcommittee on 
Transportation, Aviation, and Weather 
of the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ..., 78-12179 


*Aeronautics — Georgia — New Hope — 

Accidents. 

Aircraft accident report : 
ways, Inc., DC-9-31, 
Hope, Georgia, April 4, 
11850 

Aeronautics — Laws and regulations — 

United States. 

Agricultural 
11887 


Aircraft registration, 


Southern Air- 
N1335U, New 
1977., 78- 


aircraft operations, 


78-11883 

Certification, airmen other than flight 
crewmembers, 78-11885 

Federal aviation act of 1958, amend- 
ments : [an act to amend title XIII of 
the Federal aviation act of 1958 to ex- 
pand the types of risks which the 
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Secretary of Transportation may insure 
or reinsure, and for other purposes ]., 
78-12228 

Federal aviation regulations., 78-11883, 
78-11884, 78-11885, 78-11886, 
78-11887 

Recording of aircraft titles and security 

78-11884 

78-11886 


documents, 
Special use airspace, 
*Aeronautics — Pennsylvania — Bressler — 
Accidents. 
Aircraft accident report : Commonwealth 
Piper PA-31T, 
Pennsylvania, 
78-11848 


of Pennsylvania, 

N631PT, Bressler, 

February 24, 1977., 
* Aeronautics — Pennsylvania — 

Philadelphia — Accidents. 

Aircraft accident report : Allegheny Air- 
lines, Inc., Douglas DC-9, N994VJ, 
Philadelphia, Pennsylvania, June 23, 
1976., 78-11849 

*Aeronautics — United States — Accidents. 
data, cor- 
operations U.S. 

1971-1975., 78- 


Aircraft accident 
porate/executive 
general aviation, 
11847 


Aeronautics — United States — Statistics — 
Periodicals. 
Flight standards information manual., 


78-11902 


* Aeronautics, Commercial — Chartering. 


Truth in leasing., 78-11893 


*Aeronautics, Commercial — Freight. 

An act to amend the Federal aviation act 
of 1958 to improve cargo air service., 
78-12309 

Amending title IV of the Federal aviation 
act of 1958 report to accompany 
H.R. 9851., 78-12318 

*Aeronautics, Commercial — Law and 
legislation — United States. 

An act to amend the Federal aviation act 
of 1958 to improve cargo air service., 
78-12309 

Amending title IV of the Federal aviation 
act of 1958 report to accompany 
H.R. 9851., 78-12318 


Federal aviation act of 1958., 78-10563 


Regulations of the Civil Aeronautics 


Board., 78-10565 


Aeronautics, Commercial — United States — 
Finance — Statistics. 
Local service air carriers’ unit costs., 
78-10567 
Aeronautics, Commercial — United States — 
Finance — Statistics — Periodicals. 
Local service air carriers’ unit costs., 
78-10566 
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Aeronautics, Commercial — United States — 
Passenger traffic — Statistics — 
Periodicals. 

Trunkline carrier domestic passenger en- 
planements., 78-10568 

Aeronautics, Commercial — United States — 
Periodicals. 

Report to Congress - Civil Aeronautics 
Board., 78-10562 

Aeronautics in agriculture — United States. 

Agricultural aircraft operations, 78- 
11887 


Federal aviation regulations., 78-11887 


*Aeroplanes, Military — Maintenance and 
repair. 
Aircraft 
repairer/nondestructive 
78-10735 


powertrain 
inspector., 


aircraft powertrain 
inspector, 
1/2/3.,  78- 


Soldicr’s manual 
repairer/ nondestructive 
MOS 68B, skill levels 
10735 


*AEROS (Computer program) 
AEROS manual series /, 78-10918 


* Affirmative action programs — Law and 
legislation — United States. 
Contractor employment compliance 
orientation guide., 78-10670 


Orientation guide for contractor employ- 
ment compliance., 78-10670 


*Affirmative action programs — Ohio — 
Cleveland. 
Affirmative action or inaction? : the pur- 
suit of equal employment opportunity 
in Cleveland : a report /, 78-10616 


*Affirmative action programs — United 

States. 

Affirmative action for disabled people : a 
pocket guide on sections 503 and 504 
of the Rehabilitation act of 1973 and 
the Vietnam era veterans readjustment 
assistance act of 1974., 78-11803 


Contract compliance handbook, execu- 
tive order 11246., 78-11361 


Equal employment opportunity plan 
Food and Drug Administration : for 
period September 30, 1976 to Sep- 
tember 30, 1978., 78-11227 

Executive order 11246 contract com- 
pliance handbook, 78-11361 

Food and Drug Administration affirma- 
tive action plan., 78-11227 

Afforestation — United States — Statistics — 

Periodicals. 

Forest planting, seeding, and _silvical 
treatments in the United States., 78- 
10335 

*Africa — Foreign relations — United 

States. 

Report of the Delegation to the Middle 
East and Africa of the Committee on 
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Armed Services, House of Representa- 
tives, Ninety-fifth Congress., 78- 
12037 

African Development Bank. 

Regional onchocerciasis area _ satellite 
(LANDSAT) related study : agreement 
between the United States of America 
and the African Development Bank 
signed at Abidjan June 30, 1976., 78- 
11820 

* Afro-Americans — Economics conditions. 

Income disparities between black and 

white Americans., 78-12204 


* Afro-Americans — Education — United 
States. 
Inequalities in the educational ex- 
periences of black and white Amer- 
icans., 78-12203 


*Age and employment. 
Employment services for the elderly /, 
78-11279 


Age and employment — United States. 

Opportunities to work : hearings before 
the Subcommittee on Retirement In- 
come and Employment of the Select 
Committee on Aging, House of 
Representatives, Ninety-fourth Con- 
gress, first session, June 17 and 24, 
1975., 78-12018 


*Aged — Care and hygiene. 
A winter hazard for the old 
hypothermia., 78-11226 


*Aged — Care and hygiene — Information 
services. 
Information and referral services for the 
elderly /, 78-11198 


*Aged — Dwellings — Maintenance and 
repair. 
Residential repair and renovation for the 
elderly /, 78-11283 


Aged — Employment. 
Employment services for the elderly /, 
78-11279 


*Aged — Medical care — United States. 

Health care problems among the elderly, 
1977 : hearing before the Subcommit- 
tee on Health and Scientific Research 
of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, first session ... 
November 9, 1977, Miami, Fla., 78- 
12109 


Home health : the need for a national 
policy to better provide for the elderly 
: report to the Congress /, 78-11120 


*Aged — Ohio — Cleveland — Dwellings. 
Retirement age policies and housing for 
the elderly in Cleveland, Ohio 
hearings before the Select Committee 
on Aging, House of Representatives, 
Ninety-fifth Congress, first session, 
Cleveland, Ohio, August 8, 9, and 10, 
1977., 78-12016 


: accidental 





*Aged — Societies and clubs. 

Multipurpose senior centers 
11284 

Aged — United States — Dwellings. 

Housing for the elderly for 

mortgage insurance., 78-11343 
*Aged — United States — Economic 
conditions. 

Welfare reform and the elderly poor : 
hearing before the Select Committee 
on Aging, House of Representatives, 
Ninety-fifth, first session, November 
21, 1977, Miami, Fla., 78-12017 

*Aged — United States — Social conditions. 

Aging in the world of tomorrow : hearing 
before the Subcommittee on Federal, 
State, and Community Services of the 
Select Committee on Aging, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-12015 

Aged — United States — Statistics — 

Periodicals. 

Facts & figures on older Americans., 
78-11159, 78-11160, 78-11161, 
78-11162, 78-11163 


*Aged — United States — Transportation. 
Transportation for elderly and han- 
dicapped persons /, 78-11833 
*Aged — Wounds and injuries. 
Older consumers and stairway accidents., 
78-11982 
*Agricultural credit — United States. 
Changes in Farmers Home Administra- 
tion loan programs : hearings before 
the Subcommittee on Agricultural 
Credit and Rural Electrification of the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-fifth Congress, first session, on 
= 342 ... S.. 2926 ...'S. ZU46 .«..,°*T8- 
12024 
Report of financial condition and opera- 
tions., 78-10463 
Agricultural credit — United States — 
Periodicals. 
Commodity Credit Corporation charts., 
78-10464 
Agricultural credit — United States — 


Statistics — Periodicals. 
Agricultural finance outlook., 


project 


78-10489 


Agricultural estimating and reporting — 
United States — Statistics — Periodicals. 
Prospective plantings., 78-10482, 78- 

10501 


*Agricultural laws and legislation — United 

States. 

Commodity program provisions under 
the Food and Agriculture Act of 
1977., 78-10322 


*Agricultural mathematics. 
Agricultural mathematics — for 
Corps volunteers., 78-10512 
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Agricultural prices — United States — 
Statistics — Periodicals. 


Agricultural finance outlook., 78-10489 


average prices 
value of 


season 
farmers and 
78-10483 


Agricultural processing — Abstracts — 
Periodicals. 
Publications and patents., 


Crop values; 
received by 
production., 


78-10445 

Publications and patents with abstracts., 
78-10444 

Agricultural processing — Patents — 

Periodicals. 

Publications and patents., 78-10445 

Publications and patents with abstracts., 
78-10444 

Agricultural research. 

Foreign food assistance and agricultural 
development : hearing before the Sub- 
committee on Foreign Agricultural 
Policy of the Committee on Agricul- 

and Forestry, United States 
Ninety-fourth Congress, first 
78-12023 


ture 
Senate, 
session, April 17, 1975., 

U.S. participation —in 
agricultural research 
Congress /, 78-11125 

* Agricultural research — United States. 

Looking forward : research issues facing 
agriculture and rural America., 78- 
10486 


international 
report to the 


Research issues facing agriculture and 
rural America., 78-10486 
Agricultural research — United States — 
Statistics — Periodicals. 
Inventory of agricultural research., 78- 
10492 


Agriculture — Charts, diagrams, etc. 
Handbook of agricultural charts., 78- 
10313 


* Agriculture — Dictionaries — English. 
A glossary of agricultural terms : English- 
Spanish, Spanish-English /, 78-10516 


*Agriculture — Dictionaries — Spanish. 

A glossary of agricultural terms : English- 

Spanish, Spanish-English /, 78-10516 
Agriculture — Economic aspects. 

Foreign food assistance and agricultural 
development : hearing before the Sub- 
committee on Foreign § Agricultural 
Policy of the Committee on Agricul- 
ture and Forestry, United States 
Senate, Ninety-fourth Congress, first 
session, April 17, 1975.,  78-12023 

Agriculture — Economic aspects — United 

States. — Statistics — Periodicals. 

Feed grain, wheat, upland cotton and 
rice programs, disaster and deficiency 
provisions., 78-10453 

* Agriculture — Guatemala. 

Manual didactico — huertos escolares y 

nutricion /, 78-10521 
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* Agriculture — Guide-books. 
Improved practices in corn production : 
a guide for PCV’s /, 78-10514 
Soils, crops, and fertilizer use : a guide 
for Peace Corps volunteers /, 78- 
10515 
Agriculture — Statistics — Periodicals. 
World agricultural production and trade; 
statistical report., 78-10433 
Agriculture — Taxation — United States — 
Periodicals. 
Farm real estate taxes., 78-10488 
* Agriculture — United States. 
Agriculture, energy, and society : grades 
10,11,12., 78-10872 
Gardening for food and fun, 78-10295 


Yearbook of agriculture., 78-10295 


Agriculture — United States — Costs. 

Farm production expenditure survey., 

78-10471 
* Agriculture — United States — Energy 
consumption — Congresses. 

Report of the proceedings of the Agricul- 
ture Processing Industry Workshop on 
Energy Conservation, Washington, 
D.C., March 4 & 5, 1976 /, 78-10972 

Agriculture — United States — Statistics. 

Handbook of agricultural charts., 78- 

10313 


Agriculture — United States — Statistics — 


Periodicals. 
Acreage., 78-10485 
season average prices 


and value of 


Crop values; 
received by farmers 
production., 78-10483 

Field crops production, 
value., 78-10480 


disposition, 


Prospective plantings., 78-10482, 78- 


10501 
Agriculture — Y earbooks. 
Gardening for food and fun, 78-10295 


78-10295 


*Agriculture, Cooperative — United States 
— Officials and employees. 
Farmer cooperative directors : 

teristics, attitudes /, 78-10503 

Agriculture and state — New York (State) 
— Statistics — Periodicals. 

New York annual program summary., 
78-10449 

Agriculture and state — Pennsylvania — 
Periodicals. 

Pennsylvania annual report., 


Yearbook of agriculture., 


charac- 


78-10450 


Agriculture and state — United States. 
Report on participation in ASCS county 
programs and operations by racial 
groups., 78-10454 
Agriculture and state — United States — 
Periodicals. 
Agricultural-food policy 
10490 


review., 78- 
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Directory of Federal drought assistance., 

78-10290 
Aids to air navigation — United States. 

Air navigation and air traffic control 
facility performance and availability., 
78-11921 

*Air — Pollution. 

Guidelines for industrial boiler per- 
formance improvement : boiler adjust- 
ment procedures to minimize air pollu- 
tion and to achieve efficient use of fuel 
/, 78-10916 


Inventory of combustion-related emis- 
sions from stationary sources /, 78- 
10944 

Air — Pollution — Economic aspects. 

Effects of air pollutants on textile fibers 
and dyes /, 78-10927 
*Air — Pollution — Japan. 
NOx abatement for stationary sources in 
Japan /, 78-10952 
Air — Pollution 
United States. 
A section-by-section analysis of S. 252 
and S. 253, Clean air act amendments 
/, 78-12164 


— Law and legislation — 


*Air — Pollution — Measurement. 
A real-time measuring device for dense 
paritculate systems /, 78-10933 
Air — Pollution — Periodicals. 
Annual report Air Resources At- 
mospheric Turbulence and Diffusion 
Laboratory., 78-10602 


Air — Pollution — United States. 
How trees help clean the air., 78-10310 


Particle emission reactivity /, 78-10931 


Phthalic anhyride (air emissions)., 78- 
10928 


Progress in the prevention and control of 
air pollution., 78-10959 


Source assessment /, 78-10928 


*Air — Pollution — United States — 
Standards. 


Coal preparation plants., 78-10919 


Inspection manual for the enforcement 
of new source performance standards : 
coal preparation plants /, 78-10919 

*Air — Pollution — United States — States. 

Source assessment : overview and pri- 
oritization of emmissions from textile 
manufacturing /, 78-10936 


*Air — Pollution — Washington 
metropolitan area. 
Characterization of 
carbon monoxide 
10914 

Charaterization of the Washington, D.C. 
oxidant problem : final report /, 78- 
10915 


Washington, D.C. 
problem /, 78- 


Page |-472 





Subject Index 


*Air — Purification. 

High-temperature and high-pressure par- 
ticulate control requirements /, 78- 
10946 

*Air bases — Runways. 

Freeze-thaw tests of 
chemicals on __ selected 
materials /, 78-10767 

*Air charter contracts — Switzerland. 

Air charter services : agreement between 
the United States of America and Swit- 
zerland effected by exchange of letters 
signed at Bern July 14 and 27, 1977., 
78-11818 

*Air charter contracts — United States. 

Air charter services : agreement between 
the United States of America and Swit- 
zerland effected by exchange of letters 
signed at Bern July 14 and 27, 1977., 
78-11818 


*Air conditioning. 

Quarterly progress report for system 
analysis design and proof-of-concept 
experiment of a total energy system /, 
78-11004 


liquid deicing 
pavement 


Solar 
homes, phase II /, 


heating & cooling of mobile 
78-10993 


*Air conditioning — Vocational guidance. 
The US Army Engineer School ap- 
prenticeship program for the trade of 
Refrigeration/Air conditioning 
repairer-servicer., 78-10743 
*Air heaters. 
Support testing and design study evalua- 
tion of regenerative air heaters/, 78- 
11052 


*Air heaters — Design and construction. 
Preliminary design of a single air heater 
segment suitable for a coal-fired open- 

cycle MHD system ... /, 78-11037 


Air lines — Accounting. 

Uniform system of accounts and reports 
for certificated air carriers in ac- 
cordance with section 407 of the 
Federal aviation act., 78-10564 


Air lines — Cost of operation. 
Local service air carriers’ unit costs., 
78-10567 


Air lines — Cost of operation — Statistics — 
Periodicals. 
Local service air carriers’ unit costs., 
78-10566 


Air lines, Local service — Statistics — 
Periodicals. 
Trunkline carrier domestic passenger en- 
planements., 78-10568 
Air lines, Local service — United States — 
Finance — Statistics. 
Local service air carriers’ unit costs., 
78-10567 
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Air lines, Local service — United States — 
Finance — Statistics — Periodicals. 
Local service air carriers’ unit costs., 
78-10566 
*Air pollution. 
Pressed and blown glass manufacturing 
plants., 78-10932 


Source assessment : pressed and blown 
glass manufacturing plants /, 78- 
10932 

*Air quality — Statistical methods. 

Meteorological regimes for the classifica- 
tion of aerospace air quality predic- 
tions for NASA-Kennedy Space Center 
/, 78-11764 


*Air quality management — Japan. 
SO,abatement for stationary sources in 
Japan /, 78-10951 


Air quality management — United States. 
Progress in the prevention and control of 
air pollution., 78-10959 


Air Resources Atmospheric Turbulence and 
Diffusion Laboratory. 
Annual report - Air Resources At- 
mospheric Turbulence and Diffusion 
Laboratory., 78-10602 


*Air traffic control — Electronic equipment. 

Test and evaluation of the Dallas/Fort 

Worth terminal communications 
switching system /, 78-11918 


Air traffic control — United States. 
Air navigation and air traffic control 
facility performance and availability., 
78-11921 


Future needs and opportunities in the air 
traffic control system : hearings before 
the Subcommittee on Transportation, 
Aviation, and Weather of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, first session ..., 78-12176 


*Aircraft exhaust emissions. 
Airport emission inventory methodolody 
/, 78-10904 


Effect of flame stabilizer design on per- 
formance and exhaust pollutants of a 
two-row swirl-can combustor operated 
to near-stoichiometric conditions /, 
78-11782 


Meteorological regimes for the classifica- 
tion of aerospace air quality predic- 
tions for NASA-Kennedy Space Center 
/, 78-11764 


*Airglow — Charts, diagrams, etc. 

Post sunset behavior of the 6300 A 
atomic oxygen airglow emission /, 78- 
11699 

*Airplanes — Cockpits. 

Rationale and description of a _ coor- 
dinated cockpit display for aircraft 
flight management /, 78-11770 





*Airplanes — Control systems. 

A method for the analysis of nonlineari- 
ties in aircraft dynamic response to at- 
mospheric turbulence /, 78-11680 

*Airplanes — Flight testing. 

Lateral acrodynamic parameters ex- 
tracted from light data for the F-8C 
airplane in maneuvering flight /, 78- 
11683 

* Airplanes — Fuel. 

Ignition and propagation rates for flames 
in a fuel mist /, 78-11906 

Photographic investigation of modified 
fucl breakup and ignition /, 78-11917 

*Airplanes — Landing gear. 

Advanced technology helicopter landing 
gear final report for period Apr. 
1975-Apr. 1977 /, 78-10816 

* Airplanes — Noise. 

Aircraft noise and the Concorde : 
teenth report /, 78-12261 

Effect of simulated forward airspeed on 
small-scale-models externally blown 
flap noise /, 78-11693 


seven- 


Noise response of cavities of varying 
dimensions at subsonic speeds /, 78- 
11715 

*Airplanes — Piloting. 

Airline transport pilot (airplane) written 
test guide., 78-11892 

Pilot-model measurements’ of pilot 
responses in a lateral-directional con- 
trol task /, 78-11719 

*Airplanes — Registration and transfer — 

United States. 

An act to amend the Federal aviation act 
of 1958 relating to eligibility for regis- 
tration of aircraft., 78-12306 


Aircraft registration, 78-11883 


Amending title V of the Federal aviation 


act of 1958 : report to accompany S. 
2516., 78-12317 


Federal aviation regulations., 78-11883, 


78-11884 
Recording of aircraft titles and security 


documents, 78-11884 


*Airplanes — Seats — Testing. 

Crashworthy troop seat testing program : 
final report for period May 1974- 
December 1976 /, 78-10810 

*Airplanes — Turbojet engines. 

Effect of flame stabilizer design on per- 
formance and exhaust pollutants of a 
two-row swirl-can combustor operated 
to near-stoichiometric conditions /, 
78-11782 

Effects of tip clearance on overall per- 
formance of transonic fan stage with 
and without casing treatment /, 78- 
11777 
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Internal flow characteristics of a 
multistage Compressor with inlet pres- 
sure distortion /, 78-11763 
*Airplanes — Wings. 

Pressure distributions on a 1- by 3-meter 
semispan wing at sweep angles from 0 
to 40 in subsonic flow /, 78-11695 

*Airplanes, Military. 

Sale of C-130 aircraft to Egypt : hearing 
before the Subcommittee on Foreign 
Assistance and the Subcommittee on 
Near Eastern and South Asian Affairs 
of the Committee on Foreign Rela- 
tions, United States Senate, Ninety- 
fifth Congress, first session Sep- 
tember 21, 1977., 78-12087 

Airplanes, Military — Armament — 

Maintenance and repair — Handbooks, 

manuals, etc. 

Aircraft powerplant repairer, MOS 68B, 
skill levels 1/2/3., 78-10734 

Soldier’s manual aircraft powerplant 
repairer, MOS 68B, skill levels 1/2/3., 
78-10734 

*Airport noise. 

Airport landscaping for noise 

purposes., 78-11896 


control 


Airports — Lighting. 
Airport miscellaneous 
aids., 78-11898 


lighting visual 

Taxiway centerline lighting system., 78- 

11897 
*Airports — Noise control. 

Airport landscaping for noise control 

purposes., 78-11896 
*Airports — Runways. 

Analysis of permanent deformations of 
flexible airport pavements : final report 
/, 78-10753 

Use of nondestructive testing devices in 
the evaluation of airport pavements., 
78-11889 

*Airports — United States. 

Forecast of landside airport access traffic 
at major U.S. airports to 1990 /, 78- 
11903 

*Airspace (Law) — District of Columbia. 

An act to authorize the Mayor of the 

District of Columbia to enter into an 
with the United States 
Postal Service with respect to the use 


agreement 

of certain public air space in the Dis- 
trict of Columbia., 78-12300 

Airspace (Law) — United States. 

Federal aviation regulations., 


78-11886 


78-11886 
Special use airspace, 
*Alaska pipeline. 


Channel crosion surveys 
route, Alaska, 1975 /, 


along TAPS 
78-11442 
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*Alcohol — Pysiological effect — 
Bibliography. 
Subject area bibliography on alcohol and 
the fetus., 78-11274 
* Alcoholics — United States — Statistics. 
Alcoholism and problem drinking : 1970- 
1975 : a statistical analysis of VA 
hospital patients /, 78-11941 
* Alcoholism — Study and teaching — United 
States. 
Alcohol and drug abuse education act 
amendments report to acompany 
H.R. 10569., 78-12263 


Alfalfa — United States — Disease and pest 
resistance. 
Arc, a multiple pest-resistant alfalfa /, 
78-10305 
* Alfalfa leafcutter-bee. 
A bird and bee problem in house siding 
/, 78-10369 
* Algorithms. 
Minimum 
11732 
Variants and extensions of a fast direct 
Cauchy-Riemann _ solver, 
applications /, 78- 


distortion quantizers /, 78- 


numerical 
with illustrative 
11673 

* Aliens — Employment — United States. 

Federal employment of noncitizens., 
78-10624 

*Aliens — United States. 

Departments of State, Justice, and Com- 
merce, the Juciciary, and related agen- 
cies appropriations undocumented 
aliens : hearings before a subcommit- 
tee of the Committee on Appropria- 
tions, House of Representatives, 
Ninety-fifth Congress, second session /, 
78-12025 

aliens on_ public 
little is 


illegal 
programs : too 


Impact of 
assistance 
known : report to the Senate Commit- 
tee on the Budget /, 78-11112 


*Alimony — United States. 
The equal rights amendment and alimony 
and child support laws., 78-12007 


*Altitudes — Measurement. 

A simple method of height determination 
using fan-beam search radars /, 78- 
10844 

*Aluminum. 

Effects of fiber diameter and matrix al- 
impact-resistant 
/, 78- 


loys on 
boron/aluminum 
11675 


composites 


*Aluminum — Corrosion. 
Study of corrosion and its control in alu- 


minum solar collectors ... /, 78-11002 


Aluminum foil — Statistics — Periodicals. 


Aluminum foil converted., 78-10546 
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Aluminum industry and trade — United 
States. 


Aluminum and bauxite., 78-11542 


Aluminum oxide — Statistics. 
Bauxite and alumina., 78-11470 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11470 


Aluminum silicates — Statistics. 
Kyanite and related matcrials., 78- 
11481 
Preprint from the 1974 Burcau of Mines 
Minerals Yearbook, 78-11481 


*Aluminum wire — Safety measures. 
Aluminum wiring., 78-11965 


Ambulatory medical care — United States — 
Statistics. 
National ambulatory medical care survey 
1975 summary United States, 
January-December, 1975 /, 78-11242 
*Ammunition. 
Ammunition 
manual., 


specialist commander's 


78-10692 


Ammunitions specialist soldicr's 


manual., 78-10693 


Examination of Army plans for con- 
structing a 105-mm_ projectile metal 
parts facility at the Lone Star Army 
Ammunition Plant, Texarkana, Texas : 
Department of Defense and the Army : 
report of the Comptroller General of 
the United States, 78-11131 


*Amplifiers, Radio frequency. 
Test and cvaluation of a prototype VHF 
low-intermodulation amplifier /, 78- 
11920 


*Andes region — Economic conditions. 
Current developments and trends in the 
Andean common market /, 78-10607 


*Andes region — Economic integration. 
Current developments and trends in the 
Andean common market /, 78-10607 


*Animal charcoal. 
A study of the reaction of uranium and 
plutonium with bone char /, 78- 
11070 


*Animal industry. 

Proceedings of Symposium on Use of 
Solar Energy for Poultry and Livestock 
Production, Auburn University, Au- 
burn, Alabama, November 9-10, 
1976., 78-10976 

Animal industry — United States — 

Statistics — Periodicals. 

Livestock and meat 
10296 

Meat animals, production, disposition, in- 
come., 78-10475 

Animal marking — Statistical methods. 

Statistical inference from band recovery 

data : a handbook /, 78-11587 


Statistics., 78- 
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*Animal products — Statistics. 

Meat animals : production, disposition, 
income : final estimates for 1970-74., 
78-10300 

*Animal waste. 

Fucl gas 

residuc., 


production from animal 


78-11007 


Fucl gas production from animal waste ... 
/, 78-11007 


Antarctic regions — Abstracts. 
Antarctic bibliography., 78-11670 


Antarctic regions — Abstracts — Indexes. 

Antarctic bibliography., 78-11669 

*Antarctic regions — American exploration. 

Financing research in Antarctica : tighter 
control of logistic support costs needed 
: report to the Committee on Foreign 
Relations, United States Senate /, 78- 
11126 

*Antenna arrays. 

Impedance-match 
constraints for 
10833 

*Antenna feeds. 

Impedance-match 
constraints for 
10833 

*Antennas (Electronics) 

Impedance-match and _ element-pattern 
constraints for finite arrays /, 78- 
10833 

*Antennas (Electronics) — Safety measures. 

Antenna electrocutions., 78-12003 

*Antennas (Electronics) — Testing. 

Tests with Wilcox slotted-cylinder VOR 

antenna /, 78-11905 


and element-pattern 
finite arrays /, 78- 


and clement-pattern 
finite arrays /, 78- 


Antimony. 
Antimony., 78-11549 


*Antineoplastic agents — Law and 
legislation — United States. 
Laetrile : the Commissioner's decision., 
78-11228 
*Antineoplastic agents — Testing. 
Report on carcinogenesis bioassay of 
isophosphamide., 78-11199 


Technical background information : re- 
port on carcinogenesis bioassay of 
isophosphamide., 78-11199 

*Antineoplastic agents — Toxicology. 

Bioassay of S-azacytidine for possible 

carcinogenicity., 78-11207 
Apartment houses — Estimates — United 

States — Handbooks, manuals, etc. 

Multifamily reports and forms catalog., 
78-11292 


Apartment houses — United States — 
Finance. 
Preapplication for project mortgage in- 
surance., 78-11338 
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*Apollo-Soyuz Test Project. 

Apollo-Soyuz [experiments in space] /, 

78-11784 
Appalachian Regional Commission. 

Annual report of the Appalachian Re- 

gional Commission., 78-11961 
* Appalachian Trail. 

Appalachian Trail bill : report to accom- 

pany H.R. 8803., 78-12316 
*Appellate courts — United States. 

Hearings before the Commission on 
Revision of the Federal Court Appcel- 
late system : first phase, pursuant to 
Public Law 92-489, Act of October 
13, 1972., 78-11962 

*Apple. 
Apples in appealing ways /, 78-10317 
*Apple — Standards — United States. 

United States standards for grades of 
dehydrated (low moisture) apples : ef- 
fective July 31, 1977., 78-10499 


Apple — United States — Statistics — 
Periodicals. 
Commercial apples; production by varie- 
ties., 78-10473 


*Apprentices — United States. 

The US Air Defense School apprentice- 
ship program for the trade of elec- 
tronic technician (radio/TV)., 78- 
10741 


The US Army Engineer School ap- 
prenticeship program for the trade of 
electrician repairer., 78-10745 


The US Army Engineer School ap- 
prenticeship program for the trade of 
firefighter., 78-10744 


The US Army Engineer School ap- 
prenticeship program for the trade of 
power house electrician/repairer., 78- 
10746 


The US Army Engineer School ap- 
prenticeship program for the trade of 
Refrigeration/Air conditioning 
repairer-servicer., 78-10743 


The US Army Transportation School ap- 
prenticeship program for the trade of 
electrical mechanic (aircraft)., 78- 
10740 

Aquatic biology. 

Production cycles in aquatic microcosms 

/, 78-10950 
*Aquatic ecology. 

Studies on the time course of salinity and 
temperature adaptation in the com- 
mercial brown shrimp penacus aztecus 
ives : final report /, 78-10757 


Aquatic pests — Biological control — 
Bibliography. 


Biological control of aquatic nuisances : 
a review /, 78-10923 





Aquatic weed control — Bibliography. 

Biological control of aquatic nuisances : 
a review /, 78-10923 

*Aquifers — California — Barstow. 

Application of digital modcling 
techniques to ground-water solute 
transport at Barstow, California /, 78- 
11447 

Arapaho National Forest, Colo. 

Draft environmental statement : Winter 
Park Management Unit, Arapaho Na- 
tional Forest., 78-10410 

*Architects — United States — Selection and 
appointment. 

GSA _architect-engineer procurement 
process : hearings before the Subcom- 
mittee on Public Buildings and 
Grounds of the Committee on Public 
Works and Transportation, House of 
Representatives, Nincty-fifth Congress, 
first session, September 19 and 20, 
1977., 78-12166 

*Architecture — Designs and plans. 

Building design for radiation shiclding 

and thermal efficiency., 78-10675 


*Architecture — Details. 

Manual for the construction of re- 
sidential basements in non-coastal 
flood environs : a study and prepara- 
tion of a guide manual for the design 
and construction of floodproofed re- 
sidential basements /, 78-11369 


*Architecture — United States — Designs 
and plans. 
Three-bedroom framehouse., 78-10308 


*Architecture, Domestic — Designs and 
plans. 
Passive design ideas for the energy con- 
scious builder., 78-11289 


Passive design ideas for the energy con- 
scious consumer., 78-11288 


*Architecture and energy conservation. 
Passive design ideas for the energy con- 
scious builder., 78-11289 


Passive design ideas for the energy con- 
scious consumer., 78-11288 


*Architecture and energy conservation — 
United States. 
Energy systems betting on solar., 78- 
11366 


HUD solar status : 
78-11367 


HUD solar status 
betting on solar., 


HUD solar status : 
road., 78-11364 


HUD solar status : second round award 
news! : $4 million in solar grants for 
1411 residential units., 78-11365 

HUD solar status : solar standards : lay- 


ing the groundwork for a solid indus- 
try., 78-11368 


a builder asks ..., 


energy 
78-11366 


HUD 


systems 


van on the 
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HUD van on the road., 78-11364 


Second round award news, $4 million in 
solar grants for 1411 residential units., 
78-11365 

*Architecture and the handicapped — 

United States. 

Implementation of Section 504, Reha- 
bilitation act of 1973 : hearings before 
the Subcommittee on Select Education 
of the Committee on Education and 
Labor, House of Representatives, 
Ninety-fifth Congress, first session ... 
September 9, 13, and 16, 1977., 78- 
12077 

*Argon. 

Thermodynamic propertics of gaseous 
fluorocarbons and isentropic equilibri- 
um expansions of two binary mixtures 
of fluorocarbons and argon /, 78- 
11741 


*Arizona — Public lands. 
BLM facts : Arizona national resource 
lands digest., 78-11588 


*Armored vehicles, Military — Maintenance 
and repair — Handbooks, manuals, etc. 
Soldier’s manual : MOS 45K, tank turret 

repariman, skill level one/two., 78- 
10691 


Tank turret repairman., 78-10691 


*Army wives. 
To the Army spouse., 78-10739 


*Art industries and trade — United States 
— Directories. 
Fact sheet : potential outlets for native 
American artists and craftsmen., 78- 
11441 


Potential outlets for native American 
artists and craftsmen., 78-11441 


* Artificial satellites in telec ication 
AEROSAT access control summary /, 
78-11919 


Analysis of the potential application of 


space communications systems to U.S. 
Coast Guard missions /, 78-11924 





Description and expected performance of 
flight-model, 12-gigahertz, output stage 
tube for the communications technolo- 
gy satellite /, 78-11760 


Regional onchocerciasis area _ satellite 
(LANDSAT) related study : agreement 
between the United States of America 
and the African Development Bank 
signed at Abidjan June 30, 1976., 78- 
11820 

Results of AEROSAT channel simulation 


tests Q-M/PSK voice/data modem, 
TSC ranging modem /, 78-11916 


Test program for transmitter experiment 
package and heat pipe system for the 
communications technology satellite /, 
78-11769 
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Artists as teachers — United States — 
Periodicals. 
Artists in schools., 78-11794 


Artists-in-schools program, 78-11794 


Arts — Scholarships, fellowships, etc. — 


United States. 


Federal-State partnership., 78-11796 


Federal-State partnership program., 78- 
11796 
Arts — Scholarships, fellowships, etc. — 
United States — Periodicals. 
Artists in schools., 78-11794 


Artists-in-schools program, 78-11794 


*Arts — Study and teaching — United States 
— Addresses, essays, lectures. 
Arts in education : the view from FOB 6 
/, 78-11174 


Asbestos industry — United States. 
Asbestos., 78-11563 


Asia. 
Outlook on the Far East, November 
1976 : report of a factfinding mission 
to the Far East, November 5-23, 
1976., 78-12138 


*Aspen — Michigan — Diseases and pests. 
Hypoxylon canker of aspen associated 
with Saperda inornata galls /, 78- 
10370 


*Aspen — Minnesota — Diseases and pests. 

Hypoxylon canker of aspen associated 

with Saperda inornata galls /, 78- 
10370 


*Aspen — Wisconsin — Diseases and pests. 

Hypoxylon canker of aspen associated 

with Saperda inornata galls /, 78- 
10370 


*Assistance in emergencies — New York 

(City) 

Emergency preparedness in the electric 
power industry and the implications of 
the New York blackout for emergency 
planning : hearings before the Joint 
Committee on Defense Production, 
Congress of the United States, Ninety- 
fifth Congress, first session, August 10 
and 11, 1977., 78-12066 


*Atlantic Ocean — Navigation — Tables. 
Area 12, North Atlantic, pair 
(Norway—Reunion), 78-10642 


Area 12, North Atlantic, 
(Norway), 78-10653 


Area 12, North Atlantic, 
(Liberia), 78-10654 


Omega propagation correction tables for 
13.6 kHz : area 12, North Atlantic, 
station B (Liberia)., 78-10654 


Omega propagation correction tables for 
13.6 kHz : area 22, North Atlantic, 
station A (Norway)., 78-10653 


A-E 


station A 


station B 
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: area 12, North Atlantic, 
Reunion)., 78- 


Omega table 
pair A-E (Norway 
10642 
*Atmosphere — Remote sensing. 
Microcomputer-controlled acoustic echo 


sounder /, 78-10580 


*Atmospheric turbulence. 
An analysis of weather spectra variance 


in a tornado storm /, 78-10577 


A method for the analysis of nonlincari- 
tics in aircraft dynamic response to at- 
mospheric turbulence /, 78-1 1680 


Atmospheric turbulence — Statistical 

methods. 

An assessment of prewhitening in esti- 
mating power spectra of atmospheric 
turbulence at long wavelengths /, 78- 
11684 


*Atomic energy research — Laboratories. 
Summaries of FY 1977 research in high 
energy physics., 78-10877 


*Atomic power — Law and legislation - 
United States. 

Atomic energy legislation through 94th 
78-12041 


Congress, 2d session /, 


Export reorganization act of 1976., 78- 
12040 

1439 : 

1976 

Joint Committee on Atomic Energy, 


Markup of S 
tion act of 


Export reorganiza- 
meeting before the 


Congress of the United States, Ninety- 
fourth Congress, second session, Au- 
gust 26 and September 14, 1976.,  78- 
12040 


Nuclear non-proliferation act of 1978., 
78-12307 


Atomic power-plants — California — Diablo 

Canyon. 

Oversight on Diablo Canyon Nuclear 
Generating Plant : oversight hearing 
before the Subcommittee on Energy 
and the Environment of the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session June 30, 

1977., 78-12135 

*Atomic power-plants 
NRC 

generic issues related to nuclear power 

(includes plans for the resolu- 


Safety measures. 
program for the 


plants 
tion of “Unresolved Safety Issues” pur- 
suant to section 210 of the Energy 
reorganization act of 1974, as 
amended) : report to Congress January 
1, 1978., 78-12009 


*Atomic power-plants — United States. 
Effect of water treatment on the com- 
parative costs of evaporative and dry 

cooled power plants /, 78-10990 
NRC program for the 
generic issues related to nuclear power 
plants : (includes plans for the resolu- 


resolution of 


Page 1-476 


resolution of 





Subject Index 


tion of “Unresolved Safety Issues” pur- 
suant to section 210 of the Energy 
reorganization act of 1974, as 
amended) : report to Congress January 
1, 1978., 78-12009 

Nuclear plant operating ex- 
78-12008 


power 
perience, 1976., 
*Atomic warfare. 
Field behavior of chemical, biological, 
and radiological agents., 78-10677 
*Atomic weapons. 
Atomic demolitions munitions specialist : 
MOS 12E, skill levels | and 2, soldier’s 


manual., 78-10685 


*Atomic weapons — Handbooks, manuals, 
etc. 
Nuclear weapons maintenance specialist : 
soldier’s manual., 78-10694 
*Atomic weapons — International 
cooperation. 
Nuclear non-proliferation act of 1978., 
78-12307 
*Attack and defense (Military science) 
Combat engineer : MOS 12B, skill level 
4, soldier's manual., 78-10680 
Technical aspects of biological defense., 
78-10676 
* Attention. 
Maintaining alertness in railroad locomo- 
tive crews /, 78-11879 
*Audio-Visual Aids — catalogs. 
Library of Congress catalogs, 
78-11667 


78-11666, 


on music, and sound 
78-11666, 78-11667 


Music, books 
recordings., 
* Audio-visual materials. 

Audio-visual proficiency testing : an- 
notated bibliography ; interim report 
for period October 1976 - June 1977 /, 
78-10857 


* Audio-visual materials — Directories. 
justice audiovisual materials 
78-11599 


Criminal 
directory., 
Audio-visual materials — Union lists. 
Library of Congress catalogs, 78-11666, 
78-11667 
books 
recordings., 


on music, and sound 
78-11666, 78-11667 


Music, 


Auditing — Handbooks, manuals, etc. 

Federal and State audit guide for the 
project claims presented 
under the Federal disaster assistance 
programs., 78-11293 


review of 


*Auditors — Study and teaching — 
Washington, D.C. 
Interagency Auditor Training Center 
year 1978, course 
schedule., 


catalog, fiscal 
descriptions and course 


78-10529 
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*Austin, Tex. — Floods. 

Floods on Colorado River-Onion Creek 
to Montopolis Bridge, Austin Texas: 
how to aviod damages., 78-10782 

Australia. 

Australia, 78-11807 


Background notes., 78-11807 


Outlook on the Far East, November 
1976 : report of a factfinding mission 
to the Far East, November 5-23, 
1976., 78-12138 

*Automobile industry workers — United 

States. 

Work adjustment assistance under the 
Trade act of 1974 : problems in assist- 
ing auto workers Department of 
Labor : report to the Congress /, 78- 
11119 


Automobile parking — United States. 

Headquarters building parking plan., 
78-11314 

*Automobiles — Brakes. 

An improved automotive brake lining 
using fibrous potassium titanate /, 78- 
11722 

Automobiles — Law and legislation — 

United States. 

Federal motor vehicle safety standards 
and regulations, with amendments and 
interpretations., 78-11932 

*Automobiles — Motors — Exhaust gas. 

Line and area source emissions from 
motor vehicles in RAPS program /, 
78-10912 


*Automobiles — Motors (Compressed-gas) 
Hydrogen-enrichment-concept prelimina- 
ry evaluation /, 78-11092 
*Automobiles — Transmission devices. 
Fatigue life analysis for traction drives 
with application to a toroidal type 
geometry /, 78-11721 
*Automobiles, Electric. 
Near-term electric vehicle program /, 
78-11090 


Recommended performance — standards 
for electric and hybrid vehicles : final 
report., 78-11091 


*Aviation mechanics (Persons) 
Aircraft 
repairer/nondestructive 
78-10735 


powertrain 
inspector., 


Soldier's manual aircraft 
repairer/ nondestructive 
MOS 68B, skill 
10735 

The US Army Transportation School ap- 
prenticeship program for the trade of 

(aircraft)., 78- 


powertrain 
inspector, 


levels 1/2/3., 78- 


electrical mechanic 


10740 
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residual materials from 
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the regulatory processes : collection of 
mining permits, Pennsylvania, 
Verginia and Colorado., 78- 


coal 
West 
11065 
Coal mines and mining — The West. 
Coal surface mining reclamation costs in 
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Inspection manual for the enforcement 
of new source performance standards : 
coal preparation plants /, 78-10919 

*Coal research — United States. 

New technologies for old fuels : hearings 
before the Subcommittee on Fossil and 
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regarding the Conference on Security 
and Cooperation in Europe : (August 
1975-December 1976) /, 78-11595 
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Blind trusts : report of the Committee on 
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Lysiosquilla Dana, 1852 
(Crustacea: Stomatopoda: Lysiosquil- 
lidac) /, 78-11822 
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June 29, 1977., 78-12102 

*Electronic data processing — Congresses. 

Proceedings, AESOP conference, volume 
14: Arlington, Virginia, March 31- 
April 2, 1976., 78-10971 

*Electronic data processing — Vocational 
guidance — Handbooks, manuals, etc. 

Automatic data processing NCO., 78- 
10722 

Soldier's manual automatic data 
processing NCO, MOS 74Z., 78- 
10722 

*Electronic data processing personnel, 

Training of — United States. 

Automatic data processing NCO., 78- 
10722 

Soldier's manual automatic data 
processing NCO, MOS 74Z., 78- 
10722 

*Electronic digital computers — Study and 
teaching. 

Communications-electronics fundamen- 
tals : digital computers., 78-10715 

78-10715 


solution for 


community 


Digital computers., 


Electronic funds transfers — Law and 
legislation — United States. 

Electronic fund transfer consumer pro- 
tection act : hearings before the Sub- 
committee on Conusmer Affairs of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session, on 
S. 2065 ... October 3, 4, and 5, 1977., 
78-12050 

Electronic office machines — Statistics — 

Periodicals. 

Office, computing, and 
machines., 78-10549 


accounting 
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*Electronic technicians. 

The US Air Defense School apprentice- 
ship program for the trade of clec- 
tronic technician (radio/TV)., 78- 
10741 

*Electronic technicians — Ability testing. 

Doppler generator CMA-546 training : 
final-training program for 24 June 
1974 - 23 September 1975 /, 78- 
10867 

Doppler simulator CMA-544/T(H) train- 
ing : final-training program for 24 June 
1974 - 23 September 1975 /, 78- 
10868 

Fluke 803 differential voltmeter training 

final-training program for 24 June 
1974 -23 September 1975 /, 78- 
10863 

HP-4108 VTVM training : final-training 
program for 24 June 1974 -23 Sep- 
tember 1975 /, 78-10864 

SG-299 B/U signal generator training : 
final-training program for 24 June 
1974 - 23 September 1975 /, 78- 
10865 

Simpson 260 VOM training : final-train- 
ing program for 24 June 1974 -23 Sep- 
tember 1975 /, 78-10866 


TECTRONIX 5458 oscilloscope training 
: final-training program for 24 June 
1974 - 23 September 1975 /, 78- 
10858 


TS-148 radar test set training : final- 
training program for 24 June 1974 -23 
September 1975 /, 78-10854 


TS-1100/U_ transistor tester training 
final-training program for 24 June 
1974 - 23 September 1975 /, 78- 
10859 


TV-2A/U tube tester training final- 
training program for 24 June 1974 -23 
September 1975 /, 78-10860 


URM-2SD signal generator training 
final-training program for 24 June 
1974 -23 September 1975 /, 78- 
10861 


200 CD wide range oscillator training : 
final-training program for 24 June 
1974 -23 September 1975 /, 78- 
10862 


*Electronics in navigation. 
Japanese area., 78-10655 


Loran-A_ table Japanese area., 78- 


10655 
*Electrostatics. 
Fine particle charging development /, 
78-10939 
*Embankments. 
Planting guidelines for marsh devclop- 
ment and bank stabilization /, 78- 
10778 





Emergency housing — United States. 

Disaster temporary housing program; 
phase II occupant assistance., 78- 
11320 

*Emetine — Physiological effect. 

Bioassay of emetine for possible car- 

cinogenicity., 78-11208 
Employee counseling. 

Employee counseling and occupational 
health programs (ECOHP)., 78- 
11302 

*Employee-management relations in 
government — United States. 

Labor-relations guidelines for 
managers., 78-10620 

OLMR management practices manual., 
78-10620 


Federal 


Personnel policy, labor-management rela- 
tions., 78-11299, 78-11300 
Representation cases and procedures., 
78-10620 
Employee rules — United States. 
Hours of duty, absence and leave., 78- 
11298 


Personnel policy, standards of conduct., 
78-11301 


Employees, Reinstatement of — United 
States. 
Administrative 

78-11295 


*Employees’ representation in management 
— United States — Addresses, essays, 
lectures. 

Employment Security and Plant Produc- 
tivity Committee ten coordinating 
steel companies : a presentation /, 
78-11798 

*Employment tax credit — United States. 
Employment tax credits can reduce your 

income taxes and here’s how., 78- 
11608 


*Emulsions. 

Intravenous fat emulsion, duty suspen- 
sion, Jack R. Misner, relief : [an act to 
suspend until July 1, 1980, the duty on 
intravenous fat emulsion, and for other 
purposes]., 78-12234 


reemployment rights., 


*Energy conservation. 
Ever heard of retrofit? : a guide for the 
home remodeler., 78-10882 
A guide to reducing energy use budget 
costs /, 78-10870 
*Energy conservation — Congresses. 
Proceedings : technical opportunities for 
energy conservation inbuildings 
through improved controls ... /, 78- 
10979, 78-10980 
Technical opportunities for energy con- 
servation in appliances., 78-109°80 
Technical opportunities for energy con- 
servation in buildings through im- 
proved controls., 78-10979 
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*Energy conservation — Law and legislation 

— United States. 

Diesel fuel and gasoline conservation act 
of 1977 report to accompany S. 
1699., 78-12346 

H.R. 3981 and H.R 3984, the small busi- 
ness energy conservation and commer- 
cialization amendments : hearing be- 
fore the Subcommittee on Energy, En- 
vironment, Safety, and Research of the 
Committee on Small Business, House 
of Representatives, Ninety-fifth Con- 


gress, first session ..., 78-12181 


*Energy conservation — United States. 
conservation in the meat 
78-11078 


Energy 
processing industry ... /, 

ERDA programs and objectives : energy 
conservation in food processing /, 78- 
10983 

future 

conservation 


Recommendations _ for 
ment-sponsored energy 
research and development in the paper 
and steel industries /, 78-10996 


govern- 


*Energy conservation — United States — 

Congresses. 

Report of the proceedings of the Agricul- 
ture Processing Industry Workshop on 
Energy Conservation, Washington, 
D.C., March 4 & 5, 1976 /, 78-10972 

*Energy consumption. 

Energy in the global marketplace 
grades 9, 10, 11., 78-10873 

A guide to reducing energy use budget 

78-10870 
Energy consumption — United States. 

Urban transportation and energy : the 
potential savings of different modes., 
78-12206 

*Energy policy — Social aspects — 

Handbooks, manuals, etc. 

Managing the socioeconomic impacts of 
energy development : a guide for the 
small community., 78-10964 


costs /, 


*Energy policy — Social aspects — United 

States. 

Energy demand, conservation potential 
and probable lifestyle changes 
hearings before the Subcommittee on 
Advanced Energy Technologies and 
Energy Conservation Research, 
Development, and Demonstration of 
the Committee on Science, and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, April 4, 5, 1977.,  78-12177 

*Energy policy — United States. 

Energy : a report of the Commission on 

Federal Paperwork., 78-12010 


Energy tax provisions /, 78-12082 

Overview commentary on the President's 
National energy plan : a report /, 78- 
12131 
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Urban 
potential savings of different modes : 


transportation and energy, the 
hearing before the Subcommittee on 
Transportation of the Committee on 
Environment and Public Works, 
United States Senate, Ninety-fifth Con- 
gress, first session on the Congres- 
sional Budget Office report ... October 
5, 1977., 78-12163 
*Energy policy — United States — 
Addresses, essays, lectures. 
The energy agenda of the U.S. Office of 
Education /, 78-11171 


*Energy storage. 
Demonstration of an 
motor/alternator/flywheel 
storage system ... /, 78-1 1009 


inductor 
energy 


*Energy transfer. 

European waste-to-energy systems : case 
study of Geneva-Cheneniers, Switzer- 
land /, 78-10982 

*Engineers — United States. 

Availability of engineering personnel for 
U.S. energy development programs /, 
78-11082 

*Engineers — United States — Recruiting. 

GSA _architect-engineer procurement 


process : hearings before the Subcom- 


mittee on Public Buildings and 

Grounds of the Committee on Public 

Works and Transportation, House of 

Representatives, Ninety-fifth Congress, 

first session, September 19 and 20, 
1977., 78-12166 

*English language — Dictionaries — 

Spanish. 

A glossary of agricultural terms : English- 
Spanish, Spanish-English /, 78-10516 

Glossary of environmental terms 
Spanish-English, English-Spanish /, 
78-10520 

*English language — Study and teaching — 

Foreign students. 

Tales of widson in folly : a course in con- 
trolled composition / by Joan Kaye- 
um., 78-10517 

Teaching reading and creative writing : a 
language experience approach /, 78- 
10522 

*English language — Writing. 

Writing objectives : second assessment., 

78-11189 
*Ensilage. 

Utlization and construction of pit silos., 

78-10519 


*Environmental engineering. 
Phthalic anhyride (air emissions)., 78- 
10928 
Source assessment /, 78-10928 
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*Environmental engineering — Dictionaries 
— English. 
Glossary 

Spanish-English, 
78-10520 

*Environmental engineering — Dictionaries 
— Spanish. 

Glossary of environmental 
Spanish-English, English-Spanish /, 
78-10520 

*Environmental engineering (Buildings) — 
Congresses. 

Proceedings : technical opportunities for 
energy conservation inbuildings 
through improved controls ... /, 78- 
10979 

Technical opportunities for energy con- 

in buildings through im- 

78-10979 


of environmental terms 
English-Spanish /, 


terms 


servation 
proved controls., 
*Environmental impact statements. 

Draft environmental statement proposed 
domestic livestock grazing program for 
the Uncompahgre basin resource area., 
78-11591 

Pan American Highway Darien Gap, 
Tocumen, Panama, to Rio Leon, 
Colombia : administrative action : final 
environmental impact statement., 78- 
11861 

Uncompahgre basin resource area., 78- 
11591 

*Environmental impact statements — 

Directories. 

Environmental impact statement directo- 
ry., 78-11800 


*Environmental law — United States. 
Compilation of selected acts within the 
jurisdiction of the Committee on In- 
terstate and Foreign Commerce 
prepared for the use of the House 
Committee on Interstate and Foreign 
Commerce., 78-12123 


*Environmental monitoring. 

Handbook for aerial radiological moni- 
supplement to Handbook for 
78-10674 


tors 
radiological monitors., 


Environmental policy — United States — 
Finance. 
Grants 

10917 


Environmental policy — United States — 
Periodicals. 
Environmental quality., 78-11806 


*Environmental policy research — United 
States. 
Environmental research reserve networks 
: hearings before the Subcommittee on 
the Environment and the Atmosphere 
of the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, July 28, 29, 1977.,  78-12171 


administration manual., 78- 
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*Environmental protection — Information 
services — International cooperation. 
U.S. directory of environmental sources 
/, 78-10913 


*Environmental protection — Research — 
United States. 
Environmental research reserve networks 
: hearings before the Subcommittee on 
the Environment and the Atmosphere 
of the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, July 28, 29, 1977.,  78-12171 


Environmental protection — Study and 
teaching — United States. 
Education and _ training information 
exchange bulletin., 78-11862 
*Environmental protection — United States. 
Environmental protection issues facing 
the nation : study by the staff of the 
U.S. General Accounting Office., 78- 
11100 


Environmental protection — United States 
— Periodicals. 


Environmental quality., 78-11806 


Environmental Research Laboratories. 
NOAA products and services of the Na- 
tional Weather Service, National En- 
vironmental Satellite Service, Environ- 
mental Data Service, and the Environ- 
mental Research Laboratories /, 78- 
10574 
*Epilepsy. 
Plan for nationwide action on epilepsy., 
78-11193, 78-11194 


Epithelium — Congresses. 

Pulmonary macrophage and epithelial 
cells : proceedings of the Sixteenth 
Annual Hanford Biology Symposium at 
Richland, Washington, September 27- 
29, 1976 /, 78-10975 


*Erosion — Alaska. 
Channel crosion surveys along TAPS 
route, Alaska, 1975 /, 78-11442 


*Erosion — Colorado — Handbooks, 
manuals, etc. 

A guide for erosion & sediment control 
in urbanizing areas of Colorado ; in- 
terim guide., 78-10418 

*Erosion — United States — Measurement. 

Preliminary guidance for estimating ero- 
sion on areas disturbed by surface min- 
ing activities in the interior western 
United States /, 78-10905 

*Estrogen — Physiological effect. 

Women and estrogens., 78-11230 


*Estuarine ecology. 

Program review proceedings of environ- 
mental effects of enegy related activi- 
ties On marine/esturine ecosystems /, 
78-10954 
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*Eurasia — Maps. 

Winter snow-cover maps of North Amer- 
ica and Eurasia from satellite records, 
1966-1976 /, 78-10581 

*Eutectic alloys. 

Directionally solidified iron-base eutectic 
alloys /, 78-11717 

A directionally solidified iron-chromium- 
aluminum-tantalum carbide cutectic 
alloy /, 78-11758 

*Eutrophication — United States — 

Washington (State) 

Trophic equilibrium of Lake Washington 
/, 78-10924 

*Evapotranspiration — Wisconsin. 

Soil water depletion after four years of 
forest regrowth in southwestern 
Wisconsin /, 78-10372 


*Evidence (Law) — United States. 
Proving Federal crimes., 78-11600 


Examiners (Administrative procedures) — 
United States — Salaries, pensions, etc. 
The Bankruptcy reform act : hearings be- 

fore the Subcommittee on Improve- 
ments in Judicial Machinery of the 
Committee on the Judiciary, United 
States Senate, Ninety-fourth Congress, 
first session, on S. 235 and S. 236 ..., 
78-12214 


*Excavating machinery. 
Mechanics of cutting and boring /, 78- 
10763 


*Executive impoundment of appropriated 
funds — United States. 
Deferrals : message from the President of 
the United States ..... 78-12219, 78- 
12252 


First budget rescission bill, fiscal year 
1978 report to accompany H.R. 
10982., 78-12272 


Rescissions and deferrals : message from 
the President of the United States ..., 
78-12246 


Review of deferrals communication 
from the Acting Comptroller General 
of the United States .... 78-12241 


Review of rescissions and deferrals 
communcation from the Comptroller 
General of the United States ..., 78- 
12250 


Executives, Rating of. 
Executive evaluation system., 78-11297 


*Expenditures, Public — Forecasting. 
Closing the fiscal policy loop : a long-run 
analysis., 78-12207 
*Explosives — Safety measures. 
Explosive confinement 
11602 
*Export controls — United States. 
Export licensing : foreign availability of 
Stretch forming presses : hearing be- 


vessel., 78- 





fore the Subcommittee on Interna- 
tional Economic Policy and Trade and 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-12137 

Export reorganization act of 1976., 78- 
12040 

Markup of S. 1439 : Export rcorganiza- 
tion act of 1976 : mecting before the 
Joint Committee on Atomic Energy, 
Congress of the United States, Ninety- 
fourth Congress, second session, Au- 
gust 26 and September 14, 1976., 78- 
12040 

Extended care facilities — United States. 

Administrative procedures for nursing 
homes and/or intermediate care facili- 
tics., 78-11344 

*Extraction (Chemistry) 

Solvent refined coal (SRC) process 
operation of solvent refined coal pilot 
plant at Wilsonville, Alabama ... /, 
78-11054 


F 


*Factory and trade waste. 
State decision-makers guide for 
hazardous waste management /, 78- 
10921 


*Factory and trade waste — Information 
services. 
Worldwide solid waste literature : collec- 
tion/retrieval services available from 
EPA /, 78-10922 


Factory and trade waste — United States — 

Statistics — Periodicals. 

Manufacturers’ pollution abatement 
capital expenditures and operating 
costs., 78-10551 

*Falconry — Bibliography. 

Falconry., 78-10869 


*Family life education. 

Education for parenthood : a program, 
curriculum, and evaluation guide /, 
78-11278 

*Family psychotherapy — United States. 

The use of family therapy in drug abuse 
treatment a national survey., 78- 
11272 


Fanning John H , 

Nomination : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on John H. Fanning ... to 
be Chairman, National Labor Rela- 
tions Board, October 26, 1977., 78- 
12116 

Farm income — United States — Statistics — 

Periodicals. 


Agricultural finance outlook., 78-10489 
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Farm produce — Abstracts — Periodicals. 
Publications and patents., 78-10445 
Publications and patents with abstracts., 

78-10444 

Farms — United States. 

Farm real estate market developments., 
78-10487 

Farms — United States — Periodicals. 

Farm real estate taxes., 78-10488 
Farms — Valuation — Periodicals. 

Farm real estate taxes., 78-10488 
*Fatigue, Mental. 

Pilot workload and fatigue : a critical 
concepts and assessment 
78-11723 
*Feces — Microbiology. 

Health education : a study unit on fecal- 
borne diseases and parasites /, 78- 
10510 

*Federal aid to community development — 
United States. 

Citizen participation, experience and 
trends in community development 
block grant entitlement communities., 
78-11363 


Community development 
program : staff report /, 


survey of 
techniques /, 


block grant 
78-12042 


Community planning and development 
evaluation : citizen participation, ex- 
pericnce and trends in community 
development block grant entitlement 
communities., 78-11363 


Special economic development and ad- 
justment assistance : title IX in brief., 
78-10572 


Federal aid to community health services — 
United States — Statistics. 
State and regional data, federally funded 
community mental health centers., 
78-11262 


Federal aid to dance — United States. 
Dance touring program., 78-11795 


*Federal aid to education — Arizona. 

Grand Canyon National Park, Ariz. : [an 
act to authorize the Secretary of the 
Interior to make payments to school 
districts ... for persons living within or 
near the Grand Canyon National Park 
on nontaxable Federal lands ...], 78- 
12308 


*Federal aid to education — United States. 
Better criteria needed for awarding 
grants for school desegregation : report 
of the Comptroller General of the 
United States., 78-11122 


Career cducation incentive act., 78- 


12235 
Education briefing paper., 78-11178 
Elementary and secondary cducation 
message from the President of the 
United States ..., 78-12254 
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78-11178 


Waiver authority under title I of the Ele- 
mentary and secondary education act : 
report to accompany H.R. 10551., 
78-12287 

*Federal aid to higher education — United 

States. 

The Federal government’s relationship to 
the nationally recognized accrediting 
agencies : proceedings of an _ invita- 
tional conference ... June 14-15, 1977, 
in Arlington, Va., 78-11169 

78-11167 


*Federal aid to law enforcement agencies — 

United States. 

LEAA’s community anticrime program : 
hearing before the Subcommittee on 
Crime of the Committee on the Judici- 
ary, House of Representatives, Nincty- 
fifth Congress, first session ... May 11, 
1977., 78-12145 

Federal aid to private schools — United 

States. 

Education briefing paper., 78-11180 


Nonpublic education, 78-11180 


Federal aid to the arts — United States. 
Artists in schools., 78-11794 


78-11794 
78-11796 


Major disaster assistance, 


Projects, women., 


Artists-in-schools program, 
Federal-State partnership., 


Federal-State partnership program., 78- 
11796 


*Federal aid to transportation — United 

States. 

Federal aid highway act of 1978 
hearings before the Subcommittee on 
Transportation of the Committee on 
Environment and Public Works, 
United States Senate, Ninety-fifth Con- 
gress, first session ..., 78-12161 


*Federal Reserve banks. 

An act to extend the authority for the 
flexible regulation of interest rates on 
deposits and accounts in depository in- 
stitutions, to promote the accountabili- 
ty of the Federal Reserve system, and 
for other purposes., 78-12230 


Joint resolution to extend the authority 
of the Federal Reserve banks to buy 
and sell certain obligations., 78- 
12227 


Maintaining and making public minutes 
of Federal Reserve meetings : hearings 
before the Subcommittee on Domestic 
Monetary Policy of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 9465 

H.R. 9589 October 27, 28, 
November 17, 1977., 78-12043 


Feldspar — United States. 
Feldspar and _ related’ minerals., 78- 
11556, 78-11557 
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Fertility, Human — United States. 
Statistics needed for national policies re 
lated to fertility a report of the 
United States National Committee on 


Vital and Health Statistics., 78-11241 
*Fertilizers and manures. 

Soils, crops, and fertilizer use 

volunteers /, 78- 


a guide 
for Peace 
1O515 


Corps 


*Fetal alcohol syndrome — Bibliography. 
Subject area bibliography on alcohol and 


the fetus., 78-11274 


*Fetus, Death of the. 
Hospital handbook on birth registration 


and fetal death reporting., 78-11240 


*Fiber optics. 
Fiber optics for applications : an assess- 
ment of present and near-term capa- 


bilities 78-1L0840 


Field crops — United States — Statistics 
Periodicals. 
Ficld 


value., 


crops production, disposition, 


78-10480 
*Filipinos in the United States. 

Recognition for purposes of VA benefits 
before the Committee on 
Veterans’ Affairs, States 
Senate, Ninety-fifth Congress, first ses- 
247, S. 1414, S. 129, and 
May 25, 1977., 78- 


hearing 
United 


sion, on § 
related 
12185 


bills, 


*Finance, Public — New York(City) 

The New York City seasonal financing 
1975 : hearing before the Sub- 
committee on Economic Stabilization 
of the Committee on _ Banking, 
Finance, and Urban Affairs 
Representatives, Ninety-fifth Congress, 
December 16, 1977., 


act of 


first session, 
78-12046 
*Finance, Public — United States. 
Providing for the consideration of H.R. 
11180 
1056., 


report to accompany H. Res. 
78-12290 


Finance, Public — United States 
Periodicals. 
Governmental finances and employment 


ata glance., 78-10556 


Finance, Public — United States — Statistics 
Periodicals. 

Combined statement of receipts, expen- 

balances of the United 

78-11831 


ditures and 
States government., 
*Finite element method. 
Analysis of consolidation of earth and 
rockfill final 
10758 


dams report /, 78- 


Finite element analysis of a reinforced 
earth wall: final report /, 78-10751 
Variants and extensions of a fast direct 

numerical Cauchy-Riemann 
with illustrative applications /, 78- 
11673 


solver, 
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*Fir 
How 


Defects. 
to estimate defect in white fir in 


south-central Oregon /, 78-10341 


*Fir — Diseases and pests. 
Decay of grand fir in the Blue Mountains 
of Oregon and Washington /, 78- 
10354 


*Fire control (Gunnery) — Handbooks, 

manuals, etc. 

Cannon fire direction specialist skill level 
3., 78-10686 

Cannon fire direction specialist skill level 
4., 78-10687 

lance OPNS/FD 

78-10688 


Commander's manual 
specialist, MOS 15J., 


Fire control instrument repairman., 78- 
10690 


Soldicr’s manual : MOS 13E, cannon fire 
direction specialist skill level 3.,  78- 
10686, 78-10687 


Soldier's manual MOS 15J, lance 
OPNS/FD specialist skill level 4.,  78- 
10689 

Soldier's manual : MOS 41C, fire control 
instrument repariman, skill level three,, 
78-10690 


Fire prevention — United States. 
Annual report of the Secretary of Com- 
merce., 78-10612 
Annual report of the Secretary of Com- 
merce on implementation of the 
Federal fire prevention and control act 
of 1974, 78-10612 
The hazard hunt : a transparency presen- 


tation., 78-11964 


*Firemen — Legal status, laws, etc. — 

United States. 

Basic workweek of Federal firefighters : 
report together with minority views to 
accompany H.R. 3161., 78-12283 

*Firemen — Vocational guidance. 

The US Army Engineer School ap- 
prenticeship program for the trade of 
firefighter.. 78-10744 

*Fireworks — Accidents and injuries. 


Fireworks., 78-11972 


*Fiscal policy — United States — 
Mathematical models. 
Closing the fiscal policy loop : a long-run 
analysis., 78-12207 
Fisheries — Alabama — Statistics — 
Periodicals. 
Alabama landings, annual summary., 
78-10596 
Fisheries — Economic aspects — Virginia — 
Statistics — Periodicals. 
Virginia landings, annual summary., 78- 
10598 
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Fisheries — Massachusetts — Statistics — 
Periodicals. 
Massachusetts landings, annual summa- 
ry., 78-10597 
*Fisheries — Planning. 
Freshwater fisheries 
/, 78-10508 


program planning 

Fisheries — Virginia — Statistics — 

Periodicals. 

Virginia landings, annual summary., 78- 
10598 


*Fishery law and legislation — Cuba. 
Fisheries off the United States coasts 
agreement between the United States 
of America and Cuba signed at 
Havana April 27, 1977, with agreed 


minutes., 78-1L1815 


*Fishery law and legislation — United 

States. 

Fisheries miscellancous : hearings before 
the Subcommittee on Fisheries and 
Wildlife Conservation and the Environ- 
ment and the Subcommittee’ on 
Merchant Marine of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
gress, first session ..., 78-12154 

Fisheries off the United States coasts : 
agreement between the United States 
of America and Cuba signed at 

Havana April 27, 1977, with agreed 


minutes., 78-11815 


Implementation of the Fishery conserva- 
tion and management act : hearing be- 
fore the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
first session ...,  78-12059 

*Fishery management — Indiana. 

Fish and wildlife management plan 
Hoosier National Forest, Indiana., 
78-10326 


*Fishery management — United States. 
Implementation of the Fishery conserva- 
tion and management act : hearing be- 
fore the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
first session ...,. 78-12059 
Fishery processing industries — United 
States — Statistics — Periodicals. 
Industrial fishery products, annual sum- 
mary., 78-10599 
Fishery products — United States — 
Statistics — Periodicals. 
Industrial fishery products, annual sum- 


mary., 78-10599 


*Flight control. 
The effect of digital computing on the 
performance of a closed-loop control- 
loading system /, 78-11726 





A flight instrumentation system ~ for 
acquisition of atmospheric turbulence 
data /, 78-11697 

Flight crews — Legal status, laws, ete. — 

United States. 

Certification, 
crewmembers, 


airmen other than flight 


78-11885 


Federal aviation regulations., 78-11885 


*Flight simulators. 

The effect of digital computing on the 
performance of a closed-loop control- 
loading system /, 78-11726 

First-Order-Hold Interpolation Digital-to- 
Analog Converter with application to 
aircraft simulation /, 78-11706 


A real-time, dual processor simulation of 


the rotor sysem research aircraft /, 
78-11703 
*Flood control — Vermont. 
Flood hazard analyses : 
towns of Underhill, Jericho, 
Westford, and Fairfax, Chittenden and 
Franklin Counties, Vermont /, 78- 
10431 


Flood hazard 


Browns River, 
Essex, 


analyses Sroudwater 


River, city of Portland, Maine, city of 


Westbrook, Maine /, 78-10432 


*Flood damage prevention — Handbooks, 
manuals, etc. 
Manual for the 

sidential basements in 
flood environs : a study and prepara- 
tion of a guide manual for the design 
and construction of floodproofed re- 
sidential basements /, 78-11369 

*Flood routing. 

Design of open channels., 


construction of re- 
non-coastal 


78-10428 


*Floods — Appalachian region. 
Strip mining and the flooding in Ap- 
palachia : hearing before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-fifth Congress, first 
July 26, 1977., 78-12091 


session, 


*Floods — Florida — Orange County. 
Floods Creek, Orange and 
Osceola Counties, Florida., 78-10800 


Boggy 


*Floods — Florida — Osceola County. 
Floods Boggy Creek, Orange and 
Osceola Counties, Florida., 78-lO800 
*Floods — Illinois — St. Clair County. 
Floods on Silver Creek and tributaries., 
78-1L0804 
*Floods — Missouri — Franklin County. 
Floods on Meramec River, Bourbeuse 
River, and tributaries : Frinklin Coun- 
ty, Missouri. no. 1., 78-10786 
Floods on the Meramec River : Franklin 
County, Missouri, no. 2... 78-10787 
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*Floods — New York (State) — Onondaga 

County. 

Flood plain’ information Ninemile 
Creek, Onondaga County, New York., 
78-10799 

Ninemile Creek, Onondaga County, New 
York., 78-10799 

*Floods — Texas — Montgomery County. 
Branch, Montgomery County, 
78-10797 
Branch, 
78-10797 


Bens 
Texas., 
Floods Bens 
county, Texas., 
Floods : Sam Bell Gully, Montgomery 
County, Texas., 78-10795 
Floods : White Oak Creck, Montgomery 
County, Texas., 78-10796 
Bell Gully, Montgomery County, 
78-10795 
White Oak Creek, Montgomery County, 
Texas., 78-10796 
*Floods — Virginia — Hanover County. 
Floods on Crump Creek, Hanover Coun- 
ty, Virginia., 78-10792 
Floods on Little River, Hanover County, 
78-10789 


Montgomery 


Sam 
Texas., 


Virginia., 
Floods on Mechumps Creek, Hanover 
County, Virginia., 78-10793 
Floods on North Anna River, Hanover 
County, Virginia., 78-10791 


Floods on South Anna River, Hanover 
County, Virginia., 78-10788 
Floods on Stony Run Creek, Hanover 
County, Virginia., 78-10790 
*Flooring — Safety measures. 


Floors., 78-11974 


*Floors — Maintenance and repair. 
Floors., 78-11974 


*Flow charts. 
Process and layout 
analysis : workbook., 


flow charting for 
78-10627 


*Flow meters. 

Laser Doppler velocimeter system for 
turbine stator cascade studies and 
analysis of statistical biasing errors /, 
78-11688 

*Flue gases — Desulphurization. 

Flue gas desulfurization using fly ash al- 
kali derived trom Western coals /, 
78-10948 

Laboratory study of limestone regenera- 
tion in dual alkali systems /, 78- 
10947 

*Fluidization. 

Gas-solids intenaction in the zone of a 
fluidized-bed : phase I... /, 78-1 1059 

Industrial applications of fluidized-bed 
combustion., 78-11060 

*Fluidizied-bed furnaces. 

Gas-solids intenaction in the zone of a 

fluidized-bed : phase I... /, 78-1 1059 
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*Flumes. 
Cast-in-place 2-foot concrete trapezoidal 


tlow-measuring flumes /, 78-10306 


Fluorescent lamps — Statistics — 
Periodicals. 


Fluorescent lamp ballasts., 78-10555 


*Fluorocarbons. 

Thermodynamic properties of 
fluorocarbons and isentropic equilibri- 
um expansions of two binary mixtures 

and argon /, 78- 


gascous 


of fluorocarbons 
11741 


Fluorspar — United States. 
Fluorspar., 78-11537 


Fluorspar — United States — Statistics. 


Fluorspar., 78-11476 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11476 


*Flutter (Aerodynamics) 
Analytical comparison of effects of solid- 
friction and viscous structural damping 


on panel flutter /, 78-11679 


Preliminary study of effects of winglets 


on wing flutter /, 78-11757 


*Fly-wheels. 
Demonstration of an 
motor/alternator/flywheel 
storage system ... /, 78-11009 


inductor 
energy 


Rim-spoke composite flywheels : stress 
and vibration analysis /, 78-11710 
*Folk-lore — Afghanistan. 
Tales of widson in folly : a course in con- 
trolled composition / by Joan Kaye- 
um., 78-10517 


Food — Abstracts. 
Catalog. Supplement - Food and Nutri- 
tion Information and Educational 
Materials Center., 78-10413 


FNIC catalog. Supplement, 78-10413 


*Food — Analysis — Addresses, essays, 
lectures. 

Food science : past present, and future /, 
78-10436 

Food — Bibliography. 

Catalog. Supplement - Food and Nutri- 
tion Information and Educational 
Materials Center., 78-10413 

FNIC catalog. Supplement, 78-10413 


Food industry and trade — Statistics — 
Periodicals. 
World agricultural production and trade; 
statistical report., 78-10433 
*Food industry and trade — United States. 
Price and profits of leading retail food 
chains, 1970-74 : hearings before the 
Joint Economic Committee, Congress 
of the United States, Ninety-fifth Con- 
gress, first session, March 30 and April 
$, 1977., 78-12071 
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*Food industry and trade — United States 

— Energy consumption. 

ERDA programs and objectives : energy 
conservation in food processing /, 78- 
10983 

*Food relief — Kansas. 

Federally supported food programs 
hearing before the Select Committee 
on Nutrition and Human Needs of the 
United States Senate, Nincty-fifth Con- 
ress, first session ..., 78-12155 

*Food relief — United States. 

Migrant demonstration project guide 
special supplemental food program for 
women, infants, & children., 78- 
10495 

Special supplemental food program for 
women, infants, & children., 78- 

10495 


Food relief, American. 

Foreign food assistance and agricultural 
: hearing before the Sub- 
committee on Forcign § Agricultural 
Policy of the Committce on Agricul- 
ture and United States 
Senate, Nincty-fourth Congress, first 
session, April 17, 1975., 78-12023 


development 


Forestry, 


*Food service — Quality control. 

Food quality in Federal food programs : 
hearings before the Select Committee 
on Nutrition and Human Needs of the 
United States Senate, Ninety-fifth Con- 
ress, Ist session., 78-12156 

*Food stamp program — Kansas. 

Federally supported food programs 
hearing before the Select Committee 
on Nutrition and Human Needs of the 
United States Senate, Ninety-fifth Con- 
ress, first session .... 78-12155 

*Food supply. 

Food information systems : hearings be- 
fore the Technology Assessment Board 
of the Office of Technology Assess- 
ment, Congress of the United States, 
Ninety-fourth Congress, first and 
second sessions ..., 78-12014 

Food supply — United States — Periodicals. 

Agricultural-food policy review., 78- 

10490 


*Foot — Care and hygiene. 

Foot care for the diabetic patient., 78- 

11219 
*Foreign licensing agreements. 

Export licensing : foreign availability of 
stretch forming presses : hearing be- 
fore the Subcommittee on Interna- 
tional Economic Policy and Trade and 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-12137 
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*Foreign trade regulation — United States. 
Report covering the six months ended 
June 30, 1977, on reviews and 
hearings arising from complaints of un- 
fair trade practices by foreign govern- 
ments pursuant to section 301(d)(2) 

of the Trade act of 1974 /, 78-12192 


*Forest ecology. 

Photochemical oxidant air pollutant ef- 
fects on a mixed conifer forest 
ecosystem : a progress report, 1976 /, 
78-10926 

Forest ecology — Pennsylvania. 

The Tionesta Scenic and Research Natu- 

ral Areas /, 78-10405 
*Forest fire research — Southern States. 

Predicting fire behavior in palmetto-gall- 

berry fucl complexes /, 78-10356 
*Forest fires — Alaska. 

Rates of spread of wildfire in Alaskan 

fuels /, 78-10380 
*Forest fires — Arizona. 

Cone maturation in ponderosa pine 
foliage scorched by wildfire /, 78- 
10384 

*Forest fires — United States — Congresses. 

Proceedings of the Symposium on the 
Environmental Consequences of Fire 
and Fuel Management in Mediterrane- 
an Ecosystems, August 1-5, 1977, Palo 
Alto, California., 78-10409 


Forest fires — United States — Statistics — 
Periodicals. 


National forests fire report., 78-10330 


*Forest influences. 
Peatland and water in the northern Lake 
States /, 78-10402 


Forest insects — Northeastern States — 
Periodicals. 
Forest pest conditions in the Northeast., 
78-10338 


Forest insects — Oregon — Periodicals. 
Forest pest conditions in the Pacific 
Northwest., 78-10337 
Forest insects — United States — 
Periodicals. 
Forest insect and disease conditions in 
the United States., 78-10336 
Forest insects — Washington (State) — 
Periodicals. 
Forest pest 
Northwest., 


conditions in the Pacific 


78-10337 


*Forest litter. 

High-performance structural flakeboards 
from Douglas-fir and lodgepole pine 
forest residues /, 78-10347 

Forest machinery — Testing — Periodicals. 

ED & T program, progress, plans, 78- 
10334 

Equipment development & test program., 
78-10334 
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*Forest management — The West — 

Congresses. 

Proceedings of the workshop on Non- 
game Bird Habitat Management in the 
Coniferous Forests of the Western 
United States, February 7-9, 1977, 
Portland, Or., 78-10407 

Forest management — United States. 

Forests and water effects of forest 
management on floods, sedimentation, 
and water supply /, 78-10408 

silviculture and manage- 
ment in the United States : combined 
proceedings of two in _— service 
workshops held in Morgantown, West 
Virginia, July 15-17, 1975, and in 
Redding, California, October 19-21, 
1976., 78-10327 

*Forest products — United States. 

The demand and price situation for 
forest products, 1976-77 /, 78-10307 

Forest reserves — United States — Statistics 

— Periodicals. 

Land areas of the 
system., 78-10328 


Uneven-ages 


National forest 


National forest areas report, 78-10328 


*Forest surveys — Arizona. 

Relationship of stump diameter to diame- 
ter at breast height for seven tree spe- 
cies in Arizona and New Mexico /, 
78-10366 

*Forest surveys — California. 

Timber resources of the Sacramento 

area, California, 1972 /, 78-10395 


*Forest surveys — New Mexico. 

Relationship of stump diameter to diame- 
ter at breast height for seven tree spe- 
cies in Arizona and New Mexico /, 
78-10366 

Forest thinning. 

Growth and development of thinned ver- 
sus unthinned yellow-poplar sprount 
clumps /, 78-10355 

in different thin- 
78-10362 


Tree sizes harvested 

nings : another look /, 
Forestry engineering — Periodicals. 

ED & T program, progress, plans, 78- 
10334 

Equipment development & test program., 
78-10334 

*Forestry law and legislation — United 

States. 

An act to amend section 14(c) of the 
National forest management act of 
1976., 78-12298 

Forestry research — Bibliography — 

Periodicals. 

Dividends from wood research, recent 
publications of the Forest Products 
Laboratory, Forest Service, USDA., 
78-10329 





Recent publications of the Forest 
Products Laboratory, Forest Service, 
USDA, 78b10329 

Forestry research — Pacific States — 

Bibliography — Periodicals. 

Publications - Pacific Southwest Forest 
and Range Experiment Station., 78- 
10339 

Forestry research — Southern States — 

Bibliography. 

Publications - Southern Forest Experi- 
ment Station., 78-10331 

*Forestry schools and education — Illinois 

— Carbondale. 

Forestry Sciences Laboratory, Carbon- 
dale, Iinois., 78-10398 

*Forestry schools and education — Michigan 

— Marquette. 

Northern Hardwoods 
Marquette, Michigan., 


Laboratory, 
78-10399 
Forestry Sciences Laboratory. 

Forestry Sciences Laboratory, Carbon- 
dale, Illinois., 78-10398 
*Forests and forestry — Alaska. 
The common plants of the hemlock- 
78-10342 


*Forests and forestry — Experimental areas. 
Forestry Sciences Laboratory, Carbon- 
dale, Hlinois., 78-10398 


spruce forests of Alaska /, 


Laboratory, 
78-10399 


Northern Hardwoods 
Marquette, Michigan., 
Forests and forestry — Hawaii. 
Adaptability of selected 
planted in Hawaii forests /, 


tree species 
78-10396 


Underplanting trials in Ohia rain forests 
/, 78-10382 


Forests and forestry — Northeastern States 
— Statistics — Periodicals. 
Pulpwood., 78-10394 


Forests and forestry — Oregon. 

Comparison of silvicultural methods at 
Coyote Creek watersheds in 
southwestern Oregon : a case history /, 
78-10379 

Forests and forestry — Pacific States — 

Bibliography — Periodicals. 

Publications - Pacific Southwest Forest 
and Range Experiment Station., 78- 
10339 

Forests and forestry — Southern States — 

Bibliography. 

Publications - Southern Forest Experi- 
ment Station., 78-10331 

*Forests and forestry — United States. 

silviculture and manage- 

combined 
service 


Uneven-ages 
ment in the United States : 
proceedings of two in 
workshops held in Morgantown, West 
Virginia, July 15-17, 1975, and in 
Redding, California, October 19-21, 
1976., 78-10327 
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*Formaldehyde — Bibliography. 
Formaldehyde problem in wood-based 
products : an annotated bibliography /, 
78-10400 
*FORTRAN (Computer program language) 
Revised FORTRAN program for calcu- 
lating velocities and streamlines on the 
hub-shroud midchannel stream surface 
of an axial-, radial-, or mixed-flow tur- 
bomachine or annular duct /, 78- 
11746 
*Fossil fuels. 
Design and 
vironmental 
ERDA fossil 
11062 
*Foundations. 
Evaluation of laboratory suction tests for 
prediction of heave in foundation soils 
: final report /, 78-10752 
Franchises (Retail trade) — United States — 
Directories. 
Franchise opportunities handbook., 78- 
10609 


implementation of an en- 
monitoring program for 
fuel facilities /, 78- 


*Friction. 
Adhesion and friction of iron and gold in 
contact with clemental semiconductors 
/, 78-11736 
*Friedreich’s disease. 
Fact sheet - Friedreich's ataxia., 78- 
11195 
*Fronts (Meteorology) 
Detection of gust fronts using surface 
78-10579 


sensors /, 


*Frozen ground. 
Mechanics of cutting and boring /, 78- 
10763 


Fruit — Transportation — Statistics. 

Fresh fruit and vegetable shipments by 
states, commodities, counties, stations., 
78-10469 

*Fruit — United States — Storage. 

Storing vegetables and fruits in base- 
ments, cellars, outbuildings, and pits /, 
78-10315 

Fruit — United States — Transportation — 

Statistics. 

Fresh fruit and vegetable unload totals 
for 41 cities., 78-10468 

Fruit trade — United States — Statistics. 

Fresh fruit and vegetable shipments by 
states, commodities, counties, stations., 
78-10469 

Fresh fruit and vegetable unload totals 
for 41 cities., 78-10468 

Fruit trade — United States — Statistics — 

Periodicals. 

Noncitrus fruits & nuts; production, use, 
value., 78-10502 


Fruit trees — United States. 
Bridge grafting and inarching damaged 
fruit trees /,  78-10301 


Do not order from index; see indicated entry 





*Fuel cells. 
Carbon 
study for fuel cells /, 


oxidation catalyst mechanism 
78-10929 

Fucl cells : a new kind of power plant., 

78-10881 
*Fund raising — Law and legislation — 

United States. 

Charity disclosure legislation : hearings 
before the Subcommittee on Postal 
Personnel and Modernization of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 41 March 24, 29, and 30, 
1977., 78-12159 


*Funeral rites and ceremonies. 

Proposed trade regulation rule concern- 
ing funeral industry practices., 78- 
11099 

Report of the presiding officer on 
proposed trade regulation rule con- 
cerning funcral industry practices : [16 
C.F.R. part 453], United States of 
America before Federal Trade Com- 
mission /, 78-11099 


*Funeral service. 

Proposed trade regulation rule concern- 
ing funeral industry practices., 78- 
11099 

Report of the presiding officer on 
proposed trade regulation rule con- 
cerning funeral industry practices : [16 
C.F.R. part 453], United States of 
America before Federal Trade Com- 
mission /, 78-11099 

*Furnaces. 

Environmental assessment of steelmaking 
furnace dust disposal methods /, 78- 
10934 

*Furnaces — Maintenance and repair. 

Furnaces., 78-11999 


How to improve the efficiency of your 
oil-fired furnace., 78-10879 


*Furnaces — Safety measures. 
Furnaces., 78-11999 


*Furniture. 


Upholstered furniture., 78-11983 


*Fusion reactors. 

Fusion energy applied to synthetic fuel 
production : a report to the DOE Divi- 
sion of Magnetic Fusion Energy based 
on a preliminary study by an AD-Hoc 
Advisory Group /, 78-10874 

Report to the DOE Division Magnetic 
Fusion Energy based on a preliminary 
study by an Ad-Hoc Advisory Group : 
fusion energy applicd to synthetic fucl 
production., 78-10874 


G 


Gallium — Statistics. 
Gallium., 78-11478 
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Preprint from the 1976 Burcau of Mines 
Minerals Yearbook, 78-11478 


*Gamma rays. 
Gamma heating in LMFBR media /, 78- 
10987 
*Gas, Natural — Pipe lines — 
Environmental aspects — Alaska — 
Barrow. 
Gas pipeline distribution systems in Bar- 
row, Alaska., 78-11460 
A report for the justification of the 
Federal government to upgrade the gas 
pipeline distribution systems in Barrow, 
Alaska., 78-11460 


*Gas, Natural — Pipe lines — Maintenance 

and repair. 

Gas pipeline distribution systems in Bar- 

row, Alaska., 78-11460 

A report for the justification of the 
Federal government to upgrade the gas 
pipelne distribution systems in Barrow, 
Alaska., 78-11460 


Gas, Natural — United States — Statistics. 
Natural gas liquids., 78-11477 


Preprint from the 1975 Bureau of Mines 
Mincrals Yearbook, 78-11477 


*Gas as fuel. 
Development of combustion data to util- 
ize low-Btu gases as industrial process 
fucls., 78-11061 


Gas industry — United States — Statistics. 
Natural gas liquids., 78-11477 


Preprint from the 1975 Burcau of Mines 
Mincrals Yearbook, 78-11477 


*Gas manufacture and works. 
Fucl gas production 
residuc., 78-11007 
Fucl gas production from animal waste ... 

/, 78-11007 


*Gas-turbines. 
Advanced scavenge systems for an in- 
tegrated engine inlet particle separator 
final report for period 21 March 
1975-21 March 1977 /, 78-10815 
*Gas-turbines — Combustion. 

Performance and emission characteristics 
of swirl-can combustors to a _ near- 
stoichiometric fucl-air ratio /, 78- 
11711 

*Gas turbines — Mathematical models. 

Method of discrete modeling and its ap- 
plication to estimation of TF30 cngine 
variables /, 78-11762 


from = animal 


*Gases. 

Absolute Rayleigh scattering cross sec- 
tions of gases and freons of strato- 
spheric interest in the visibie and ul- 
traviolet regions /, 78-11751 

*Gasoline. 

Control characteristics of carbon beds 
for gasoline vapor cmissions /, 78- 
10935 
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*Gasoline, Synthetic. 


Gasoline from coal extract 


11041 
*Genetics. 
Monoterpenes of ponderosa pine zylem 
resin in western United States /, 78- 
10304 
*Geodesy. 
Recent 
California /, 


elevation change in Southern 


78-10583 
Geology — Colorado — Needle Mountains. 
Geology and mincral deposits of the 
Needle Mountains district, 
southwestern Colorado /, 78-11443 
Geology — Idaho. 
The Permian and Triassic Seven Devils 
Group, western Idaho and northeastern 
Oregon /, 78-11445 


Geology — Oregon. 

The Permian and Triassic Seven Devils 
Group, western Idaho and northeastern 
Oregon /, 78-11445 

*Geology, Stratigraphic — Devonian. 

A borchole gravity survey to determine 

variations in the Devonian 

sequence of Lincoln County, 
78-11066 


density 
shale 
West Virginia /, 
*Geology, Stratigraphic — Nomenclature — 
United States. 
Changes in stratigraphic nomenclature by 
the U.S. Geological Survey, 1976 /, 
78-11444 


Geology, Stratigraphic — Permian. 
The Permian and Triassic Seven Devils 
Group, western Idaho and northeastern 
Oregon /, 78-11445 


Geology, Stratigraphic — Triassic. 
The Permian and Triassic Seven Devils 
Group, western Idaho and northeastern 
Oregon /, 78-11445 


*Geology, Structural. 
Investigation of an airborne resistivity 
survey conducted at very low frequen- 
cy /, 78-10764 
*Geophysics. 
Investigation of an airborne resistivity 
survey conducted at very low frequen- 
cy /, 78-10764 
*Geothermal engineering. 
Control of hydrogen sulfide emission 
from geothermal power plants ... /, 
78-10994 


Molten salt’ thermal energy storage 


systems : system design /, 78-10998 
*Geothermal resources. 
Research on the physical properties of 
geothermal reservoir rocks ... /, 78- 
11001 
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*Geothermal resources — Law and 
legislation — United States. 

Energy Research and Development Ad- 
ministration : statutes and legislative 
histories /, 78-12167 

ERDA—statutes and legislative histories., 
78-12167 

Statutes and 
12167 

*Gipsy-moth — United States. 

Defoliation by the gypsy moth : how it 
hurts your tree : gypsy moth handbook 
/, 78-10319 


legislative histories., 78- 


*Glass manufacture. 
Pressed and blown glass manufacturing 
plants., 78-10932 


Source assessment : pressed and blown 
glass manufacturing plants /, 78- 
10932 
Glass manufacture — United States — 
Statistics — Periodicals. 
Flat glass., 78-10553 


Gold mines and mining — United States. 
Gold and silver., 78-11533 


Government consultants — United States. 
Personnel policy on employment of con- 
sultants and experts., 78-11294 
*Government information — United States. 
Information resources management : a 
report of the Commission on Federal 
Paperwork., 78-12011 


*Government lending — United States. 
Legislative changes urged in loan pro- 
gram of the Agency for International 
Development : report to the Congress 
/, 78-11123 


*Government publications — Bibliography. 
Army technical and field manuals., 78- 
11141 


Government purchasing — United States. 
Code of Federal regulations., 78-11148 


Federal agencies should be given general 
multiyear contracting authority for 
supplics and services : report to the 
Congress /, 78-11139 

Public contracts and property manage- 
ment, 78-11148 

Summaries of conclusions and recom- 
mendations on the operations of civil 
departments and agencies : report to 
the House and Senate committees on 
appropriations /, 78-11121 


Grafting. 
Bridge grafting and inarching damaged 
fruit trees /, 78-10301 
*Grain — United States. 
Stocks of grains, oilseeds, and hay : final 
1969-75., 78- 


estimates by states, 


10298 





*Grain — United States — Storage. 

Protection of grain’ in bonded 
warchouses : hearing before the Sub- 
committee on Livestock and Grains of 
the Committee on Agriculture, House 
of Representatives, Ninety-fifth Con- 
gress, first session, November 21, 
1977, Wichita Falls, Tex., 78-12019 


*Grand Canyon National Park. 

Grand Canyon National Park, Ariz. : [an 
act to authorize the Secretary of the 
Interior to make payments to school 
districts ... for persons living within or 
near the Grand Canyon National Park 
on nontaxable Federal lands ...],  78- 
12308 

*Grants-in-aid — Handbooks, manuals, etc. 

ETA/OPER solicitation 7802 ; guidelines 
for submission of applications for in- 
stitutional grants (IG) under the Com- 
prehensive employment and training 
act of 1973, as amended (CETA), 
78-11655 


Guidelines for submission of applications 
for institutional grants (IG) under the 
Comprchensive employment and train- 
ing act of 1973, as amended (CETA), 
78-11655 


Grants-in-aid — United States. 
Grants administration 
10917 


HUD solar status : second round award 
news! : $4 million in solar grants for 
1411 residential units., 78-11365 


Report on the New York City loan pro- 
gram from the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate., 78-12315 


Second round award news, $4 million in 
solar grants for 1411 residential units., 
78-11365 


Graphite — United States. 
Natural graphite., 
11569 
*Graphite, Effect of radiation on. 
Graphite and ablative material response 
to CO,-laser, carbon-arc, and xenon- 
arc radiation /, 78-11677 


manual., 78- 


78-11568, 78- 


*Grassed waterways. 

Impact of nearstream vegetation and 
stream morphology on water quality 
and stream biota /, 78-10925 

*Grasses. 

Planting guidelines for dune creation and 

stabilization /, 78-10779 


*Grasses — Arkansas. 
Timber, browse, and herbage on selected 
loblolly-shortleaf pinc-hardwood forest 
stands /, 78-10390 


*Grasses — Louisiana. 
Timber, browse, and herbage on sclected 
loblolly-shortleaf pine-hardwood forest 
stands /, 78-10390 
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*Gravity. 

A borehole gravity survey to determine 
density variations in the Devonian 
shale sequence of Lincoln County, 
West Virginia /, 78-11066 

*Grazing districts — Colorado. 

Draft cnvironmental statement proposed 
domestic livestock grazing program for 
the Uncompahgre basin resource area., 
78-11591 

Uncompahgre basin resource area., 78- 
11591 


*Great Lakes. 
Design wave 
Lakes : report /, 
Greece, Modern. 
Area handbook for Greece /, 


information the Great 


78-10748 


78-10738 


*Green River watershed. 

An analysis of salinity in streams of the 
Green River Basin, Wyoming /, 78- 
11451 

*Groundwater flow — California — 

Barstow. 

Application of digital modeling 
techniques to ground-water solute 
transport at Barstow, California /, 78- 
11447 


*Groundwater flow — Data processing. 
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Breezes. 

Flood insurance study : town of Briny 
Breezes, Florida, Palm Beach County., 
78-11376 

Town of Briny Breezes, Florida, Palm 
Beach County., 78-11376 

*Insurance, Flood — Florida — Cloud Lake. 

Flood insurance study : town of Cloud 
Lake, Florida, Palm Beach County., 
78-11385 

Cloud Lake, Florida, 
78-11385 


Town of Palm 
Beach County., 
*Insurance, Flood — Florida — Hacienda. 
Flood insurance study : village of Ha- 
cienda, Florida, Broward County., 
78-11395 
Florida, 


Hacienda, Broward 


78-11395 


Village of 
County., 
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*Insurance, Flood — Florida — Hypoluxo. 
Flood insurance study : town of Hypolux- 
o, Florida, Palm Beach County., 78- 
11400 
Town of Hypoluxo, Florida, Palm Beach 
County., 78-11400 
*Insurance, Flood — Florida — Palm Beach. 
Flood insurance study : town of Palm 
Beach, Florida, Palm Beach County., 
78-11416 
Town of Palm 
Beach County., 


Beach, Florida, Palm 


78-11416 
*Insurance, Flood — Florida — South Palm 

Beach. 

Flood insurance study : 
Palm Beach, Florida, 
County., 78-11426 

Town of South Palm 
Palm Beach County., 


town of South 
Palm Beach 


Beach, Florida, 
78-11426 
*Insurance, Flood — Idaho — Hailey. 
City of Hailey, Idaho, Blaine County., 
78-11397 
: city of Hailey, 
78-11397 
*Insurance, Flood — Indiana — Spencer 
County. 
Flood insurance study : Spencer County, 
Indiana (unincorporated areas), 78- 
11427 


Flood insurance study 
Idaho, Blaine County., 


Indiana 
78-11427 


Spencer County, 


(unincorporated areas), 
*Insurance, Flood — lowa — Bettendorf. 
City of Bettendorf, lowa, Scott County., 
78-11374 
Flood insurance study : 
dorf, lowa, Scott County., 


city of Betten- 
78-11374 
*Insurance, Flood — Kansas — Atchison. 
City of Atchison, Kansas, Atchison 
County., 78-11370 


Flood insurance study : 
Kansas, Atchison County., 


city of Atchison, 
78-11370 
*Insurance, Flood — Kansas — Doniphan 
County. 
County of 
(unincorporated areas )., 
Flood insurance = study 
Doniphan, Kansas 
areas)., 78-11391 
*Insurance, Flood — Kansas — Merriam. 
City of Merriam, Kansas, Johnson Coun- 
ty.. 78-11405 


Doniphan, Kansas 
78-11391 


(unincorporated 


Flood insurance study 
Kansas, Johnson County., 


: city of Merriam, 
78-11405 
*Insurance, Flood — Kansas — Mission. 
City of Mission, Kansas, Johnson Coun- 
ty., 78-11406 


Flood insurance study : 
Kansas, Johnson County., 


city of Mission, 
78-11406 
*Insurance, Flood — Kentucky — Pineville. 
City of Pineville, Kentucky, Bell County., 
78-11418 
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Flood insurance study : city of Pineville, 
Kentucky, Bell County., 78-11418 
*Insurance, Flood — Louisiana — Columbia. 

Flood insurance study : town of Colum- 
bia, Louisiana, Caldwell Parish., 78- 
11386 

Town of Columbia, Louisiana, Caldwell 
Parish., 78-11386 

*Insurance, Flood — Louisiana — Iberville 

Parish. 

Flood insurance study : Iberville Parish, 
Louisiana (unincorporated areas), 
78-11401 
Louisiana 

78-11401 
*Insurance, Flood — Louisiana — Sorrento. 

Flood insurance study : town of Sor- 
rento, Louisiana, Ascension Parish., 
78-11425 

Town of Sorrento, Louisiana, Ascension 
Parish., 78-11425 


*Insurance, Flood — Massachusetts — 

Hadley. 

Flood insurance study : town of Hadley, 
Massachusetts, Hampshire County., 
78-11396 

Town of Hadley, Massachusetts, 
Hampshire County., 78-11396 

*Insurance, Flood — Michigan — Benton 

Harbor. 

City of Benton Harbor, Michigan, Ber- 
rien County., 78-11373 


Iberville Parish, 
(unincorporated areas), 


Flood insurance study : city of Benton 
Harbor, Michigan, Berrien County., 
78-11373 


*Insurance, Flood — Michigan — 

Chikaming. 

Flood insurance study township of 
Chikaming, Michigan, Berrian County., 
78-11381 

Township of Chikaming, Michigan, Ber- 
rien County., 78-11381 

*Insurance, Flood — Michigan — Clay. 

Flood insurance study : township of Clay, 
Michigan, St. Clair County., 78- 
11383 

Township of Clay, Michigan, St. Clair 
County., 78-11383 

*Insurance, Flood — Michigan — Park. 

Flood study township of 
Park, Ottawa Co., 78- 
11417 

Township of Park, 
Co., 78-11417 

*Insurance, Flood — Michigan — Sims. 

Flood insurance study township of 
Sims, Michigan, Arenac County., 78- 
11424 

Township of Sims, 
County., 78-11424 


insurance 
Michigan, 


Michigan, Ottawa 


Michigan, Arenac 
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*Insurance, Flood — Michigan — Spring 

Lake. 

Flood insurance study : village of Spring 
Lake, Michigan, Ottawa County., 78- 
11428 

Village of Spring Lake, Michigan, Ot- 
tawa County., 78-11428 

*Insurance, Flood — Michigan — Wisner. 

Flood insurance study township of 
Wisner, Michigan, Tuscola County., 
78-11436 

Township of Wisner, Michigan, Tuscola 
County., 78-11436 

*Insurance, Flood — Minnesota — Coon 

Rapids. 

City of Coon Rapids, Minnesota, Anoka 
County., 78-11388 

Flood insurance study : city of Coon 
Rapids, Minnesota, Anoka County., 
78-11388 

*Insurance, Flood — Minnesota — 

Plymouth. 

City of Plymouth, Minnesota, Hennepin 
County., 78-11419 


Flood insurance study : city of Plymouth, 
Minnesota, Hennepin County., 78- 
11419 


*Insurance, Flood — Minnesota — Wright 

County. 

Flood insurance study : Wright County, 
Minnesota, unincorporated areas., 
78-11438 

Wright County, Minnesota, 
porated areas., 78-11438 


*Insurance, Flood — Mississippi — 

Inverness. 

Flood insurance study : town of Inver- 
ness, Mississippi, Sunflower County., 
78-11402 

Town of 
flower County., 


unincor- 


Inverness, Mississippi, Sun- 


78-11402 


*Insurance, Flood — Missouri — Bragg 
City. 
City of Bragg City, Missouri, Pemiscot 
County., 78-11375 
Flood insurance study : city of Bragg 
City, Missouri, Pemiscot County., 78- 
11375 
*Insurance, Flood — Missouri — Commerce. 
City of Commerce, Missouri, Scott 
County., 78-11387 
Flood insurance study : city of Com- 
merce, Missouri, Scott County., 78- 
11387 
*Insurance, Flood — Missouri — Holland. 
City of Holland, Missouri, Pemiscot 
County., 78-11399 
Flood insurance study 
Missouri, Pemiscot 
11399 


: city of Holland, 
County., 78- 





*Insurance, Flood — Missouri — 
Northmoor. 
Flood insurance — study town of 
Northmoor, Missouri, Platte County., 
78-11412 


Northmoor, 
78-11412 


*Insurance, Flood — Missouri — Pagedale. 
City of Pagedale, Missouri, St. Louis 
County., 78-11414 
Flood insurance study : city of Pagedale, 
Missouri, St. Louis County., 78- 
11414 
*Insurance, Flood — Missouri — University 
City. 
City of 
Louis County., 


Town of Missouri, Platte 


County., 


University City, Missouri, St. 
78-11430 
Flood insurance study : city of University 
City, Missouri, St. Louis County., 78- 
11430 
*Insurance, Flood — New Jersey — 
Cinnaminson. 
Flood insurance study : township of Cin- 
naminson, Burlington County, New 
Jersey., 78-11382 


Cinnaminson, Burlington 
78-11382 


*Insurance, Flood — New Jersey — 

Goodhue County. 

Flood insurance study : Goodhue Coun- 
ty, Minnesota (unincorporated arcas)., 
78-11393 

Goodhue County, 
(unincorporated areas )., 


Township of 
County, New Jersey., 


Minnesota 
78-11393 
*Insurance, Flood — New Jersey — 

Palmyra. 

Borough = of 

Burlington County., 


Palmyra, New 
78-11415 


Jersey, 


Flood insurance study : Borough of Pal- 
myra, New Jersey, Burlington County., 
78-11415 

*Insurance, Flood — New Jersey — 

Rutherford. 

Borough of 
(Bergen County), 

Flood 
Rutherford, 
County )., 


Rutherford, New Jersey, 

78-11422 

insurance study 
New = Jersey, 

78-11422 

New York (State) — 


(Bergen 


*Insurance, Flood - 

Jamestown, 

City of Jameston, 
tauqua County., 
Flood insurance study : city” of 
Jamestown, New York, Chautauqua 
County., 78-11403 


New York, Chau- 
78-11403 


*Insurance, Flood — New York (State) — 
Port Jervis. 
City of Port Jervis, New York, Orange 
County., 78-11420 
Flood insurance study : city of Port Jer- 
vis, New York, Orange County., 78- 
11420 


Borough of 
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*Insurance, Flood — North Carolina — 
Marshall. 
Flood insurance — study 
Marshall, North Carolina, 
County., 78-11404 


Town of Marshall, 
Madison County., 


Madison 
North Carolina, 
78-11404 


*Insurance, Flood — North Carolina — New 
Bern. 
City of New 
Craven County., 
Flood insurance study : city of 
Bern, North Carolina, Craven County., 
78-11409 


Bern, North Carolina, 


78-11409 


New 


*Insurance, Flood — North Carolina — 
Newport. 
Flood insurance study 
port, North Carolina, Carteret Coun- 
ty., 78-11410 


Town of Newport, North Carolina, Car- 
terct County., 78-11410 


town of New- 


*Insurance, Flood — North Carolina — 

Wendell. 

Flood insurance study : town of Wendell, 
North Carolina, Wake County., 78- 
11434 

Town of Wendell, North Carolina, Wake 


County., 78-11434 


*Insurance, Flood — Ohio — Niles. 
City of Niles, Ohio, Trumbull Couty., 
78-11411 
city of Niles, 
78-11411 


Flood insurance study 
Ohio, Trumbull County., 


*Insurance, Flood — Oregon — Warrenton. 
City of Warrenton, Clatsop 
County., 78-11433 
Flood insurance study city of War- 
renton, Oregon, Clatsop County., 78- 
11433 


Oregon, 


— Pennsylvania — Derry. 

study 

Pennsylvania, 
78-11390 


*Insurance, Flood 

Flood 
Derry, 

County., 


insurance township of 


Westmoreland 


Township of Derry, Pennsylvania, West- 
moreland County., 78-11390 
*Insurance, Flood — Pennsylvania — 
Renovo. 
Borough of 
Pennsylvania., 
Flood 
Renovo, 
vania., 


Renovo, Clinton 
78-11421 


County, 


Borough of 
Pennsyl- 


insurance study 
Clinton County, 
78-11421 


*Insurance, Flood - 
Sewickley. 
Flood 


Pennsylvania — 


insurance 
Sewickley, 
land County., 


study township of 


Pennsylvania, Westmore- 


78-11423 


Pennsylvania, 
County., 78- 


Township of Sewickley, 
Westmoreland and 
11423 
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*Insurance, Flood — Pennsylvania — 
Walnutport. 
Borough of Walnutport, 
Northampton County., 


Pennsylvania, 
78-11432 
Flood insurance study : Borough of Wal- 
Pennyslvania, Northampton 
78-11432 


nutport, 
County., 


*Insurance, Flood — Vermont — Moretown. 
Flood insurance — study towm of 
Moretown, Vermont, Washington 
County., 78-11407 
Town of Moretown, Vermont, Washing- 


ton County., 78-11407 


*Insurance, Flood — Vermont — 
Morrisville. 
Flood insurance study : 
risville, Vermont, Lamoille County., 
78-11408 


village of Mor- 


Village of Morrisville, Vermont, Lamoille 


County., 78-11408 


*Insurance, Flood — Vermont — Northfield. 
Flood insurance study : town of/village of 
Northfield, Washington 
County., 


Vermont, 
78-11413 


Town of/village of Northfield, Vermont, 
Washington County., 78-11413 


*Insurance, Flood — Vermont — Waitsfield. 
Flood insurance study : town of Wait- 
sficld, Vermont, Washington County., 
78-11431 

Town of Waitsfield, Vermont, Washing- 


ton County., 78-11431 


*Insurance, Flood — Virginia — Bedford. 

City of Bedford, Virginia, independent 

city., 78-11371 
Flood insurance study : city of Bedford, 

Virginia, independent city., 78-1137] 
*Insurance, Flood — West Virginia — 

Henderson. 

Flood insurance study : town of Hender- 
son, West Virginia, Mason County., 
78-11398 
Henderson, West Virginia, 
78-11398 


Town of 
Mason County., 


*Insurance, Flood — Wisconsin — 
Burlington. 
City of Burlington, Wisconsin, Racine 


County., 78-11378 


Flood insurance study : city of Burling- 
ton, Wisconsin, Racine County., 78- 
11378 

*Insurance, Flood — Wisconsin — Butler. 

Flood insurance study : village of Butler, 
Wisconsin, Waukesha County., 78- 
11379 
Village of Butler, Wisconsin, Waukesha 
County., 78-11379 
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*Insurance, Flood — Wisconsin 

Campbellsport. 

Flood insurance study 
bellsport, Wisconsin, 
County., 78-11380 


: village of Camp- 
Fond du Lac 


Campbellsport, Wisconsin, 
78-11380 


Village of 
Fond du Lac County., 


*Insurance, Flood Wisconsin 

Cleveland. 

Flood insurance study : 
land, Wisconsin, Manitowoc County., 


78-11384 


village of Cleve- 


Cleveland, Wisconsin, 
78-11384 


Village ot 
Manitowoc County., 
*Insurance, Flood — Wisconsin — Glendale. 
City of Glendale, Wisconsin, Milwaukee 


County., 78-11392 


: city of Glendale, 
County., 78- 


Flood insurance study 
Wisconsin, Milwaukee 


11392 


*Insurance, Flood — Wisconsin 
Greenfield. 
City of Greenfield, Wisconsin, Milwau- 


kee County., 78-11394 


Flood insurance study : city of Green- 
ficld, Wisconsin, Milwaukee County., 
78-11394 


*Insurance, Flood — Wisconsin — Wood 
County. 
Flood insurance study Wood County, 
Wisconsin (unincorporated areas)., 
78-11437 

Wisconsin 
78-11437 


Buffalo. 
Johnson 


Wood 
(unincorporated ares)., 


County, 


*Insurance, Flood — Wyoming 
City of Buffalo, Wyoming, 


County., 78-11377 


: city of Buffalo, 
County., 78- 


Flood insurance study 
Wyoming, Johnson 


11377 


*Insurance, Government life. 
78-11936 


United 


Insurance operations., 


Insurance, Mortgage guaranty 
States. 
Administrative procedures for nursing 

homes and/or intermediate care facili- 


tics., 78-11344 


Cost estimation for project mortgage in- 


surance., 78-11339 


insurance for home 


78-11330 


Endorsement for 
mortgage programs., 

elderly for 

78-11343 


Housing for the project 


mortgage insurancce., 


Mortgagees’ handbook, application 
through insurance (single family)., 


78-11325 
Office of General Counsel, 78-11340 


Preapplication for project mortgage in- 


surance., 78-11338 
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Single family mortgage insurance records 
retirement, retricval services and ad- 
ministrative control., 78-11316 

Single family underwriting reports and 
forms catalog., 78-11331 

The valuation analysis handbook for pro- 
ject mortgage insurance., 78-11340 

*Insurance, No-fault automobile — United 

States. 

Federal standards for no-fault’ motor 
vehicle accident benefits act : hearings 
before the Subcommittee on Consumer 
Protection and Finance of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-12129 

Standards for No-fault motor vehicle ac- 
cident benefits act : hearings before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Nincty-fifth Congress, first ses- 
sion, on S. 1381 ..., 78-12062 

*Insurance, Property — United States. 

Urban riot reinsurance : hearing before 
the Subcommittee on Housing and 
Community Development of the Com- 
mittee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, November 2, 1977., 78-12047 

Insurance, Unemployment — United States. 

Staff data and materials on the Emergen- 
cy unemployment compensation act of 
1974 /, 78-12086 

*Insurance, Unemployment — United States 

— Finance — Mathematical models. 

An econometric model of unemployment 

78-12209 


Insurance, Unemployment — United States 

— Statistics. 

Staff data and materials on the Emergen- 
cy unemployment compensation act of 
1974 /, 78-12086 

*Intelligence service. 
Intelligence analyst (MOS 96B) for skill 
78-10731 


insurance tax receipts., 


level 5., 

Soldier's manual 
(MOS 96B) for skill 
10731 


intelligence analyst 
level 5., 78- 


*Intelligence service — Handbooks, 
manuals, etc. 
Intelligence analyst (MOS 96B) for skill 
level 4., 78-10730 
Soldier's manual 
(MOS 96B) for skill 
10730 


intelligence analyst 
level 4., 78- 


*Intelligence service — United States. 

The crosion of law enforcement intel- 
ligence, capabilities, public security 
hearings before the Subcommittee on 
Criminal Laws and Procedures of the 
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Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
first session ..., 78-12147 

Foreign intelligence surveillance act of 
1978 : report together with additional 
views to accompany S. 1566., 78- 
12347 

*Intelligence service — United States — 

Handbooks, manuals, etc. 

Commander's manual 
analyst (MOS 96B), 


intelligence 
78-10728 


Intelligence analyst (MOS 96B), 78- 


10728 
Interagency Auditor Training Center. 

Interagency Auditor Training Center 
catalog, fiscal year 1978, course 
descriptions and course schedule., 
78-10529 

*Internal security — United States. 

The erosion of law enforcement intel- 
ligence, capabilities, public security 
hearings before the Subcommittee on 
Criminal Laws and Procedures of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
first session ...,  78-12147 

International business enterprises. 

Market power and profitability of mul- 
tinational corporations in Brazil and 
Mexico : report to the Subcommittee 
on Foreign Economic Policy of the 
Committee on Foreign Relations, 
United States Senate /, 78-12089 


International Civil Aviation Organization. 

Protocol to the Convention on interna- 
tional civil aviation : report to accom- 
pany Ex A, 95-1.,  78-11956 

*International economic relations. 

Issues at the summit : hearings before the 
Joint Economic Committee, Congress 
of the United States, Ninety-fifth Con- 
gress, first session, April 20, 21, and 
22, 1977., 78-12074 

Issues in north-south dialog : hearing be- 
fore the Subcommitte on International 
Economics of the Joint Economic 
Committee, Congress of the United 
States, Ninety-fifth Congress, first ses- 
sion, June 21, 1977., 78-12069 

International Monetary Fund. 

International balance of payments financ- 
ing and the budget process., 78- 
12200 

Interviewing. 

Federal disaster assistance program, pur- 

suant to Public Law 93-288., 78- 
11323 


*Inventions — Bibliography. 


Inventions and inventors /, 78-11672 


*Inventors — Bibliography. 


Inventions and inventors /, 78-11672 





*Inventory control. 

Defense inactive item program could be 
more effective : Defense Supply Agen- 
cy., 78-11128 

Economies available through improved 
inventory management., 78-11132 

*Investment tax credit — United States. 

Tax information on investment credit., 

78-11827 
*Investments — Law and legislation — 

United States. 

The Investment policy act of 1977 
hearings before the Subcommittce on 
Economic Stabilization of the Commit- 
tee on Banking, Finance, and Urban 
Affairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 7102 ... September 27 and 28, 
1977., 78-12044 


Iodine. 
lodinc., 


*Iran — Economic conditions. 
Housing and urban development in Iran., 
78-11362 


*Iron — Hydrogen content. 
Development of the stcam-iron process 
for hydrogen production ... /, 78- 
11058 


78-11570 


Iron alloys. 


Ferroalloys., 78-11580 


*Iron industry and trade. 


Closed loop system for the treatment of 


water pickle liquor /, 78-10938 


*Iron-nickel alloys. 

Weldability of high-toughness iron-12- 
percent-nickel alloys with reactive 
metal additions of titanium, aluminum, 
or niobium /, 78-11740 

Iron ores — United States. 


Iron ore., 78-11535 


* Irrigation. 
Irrigation principles and practices for 
Peace Corps voluntecrs., 78-10513 
*Isolation (Hospital care) 
Enteric precautions., 78-11256 
78-11254 
Respiratory isolation., 78-11253 


78-11252 


Protective isolation., 


Strict isolation., 


Wound & skin precautions., 78-11255 


J 


* japan — Foreign relations — Korea. 
Japanese public opinion on U.S. troops 
in Korea and related Korean issues., 
78-11597 
*Jet flaps (Airplanes) 
A nonlinear theory for airfoils with trail- 
ing-cdge jet flap /, 78-11724 
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Wind-tunnel investigation of internally 
blown jet-flap STOL airplane model /, 
78-11696 

*Jet planes — Design and construction. 

A forebody design technique for highly 
integrated botton-mounted  scramjets 
with application to a_ hypersonic 
research airplane /, 78-11725 

*Jet planes — Noise. 

The effect of forward speed on J85 en- 
gine noise from suppressor nozzles as 
measured in the NASA-Ames 40- by 
80-foot wind tunnel /, 78-11745 

Theory of two-point correlations of jet 
noise /, 78-11705 

*Job analysis. 
Job qualification system for trades and 


labor occupations., 78-10623 


Job descriptions — Periodicals. 
Albany-Schenectady-Troy, New York, 
metropolitan area, 78-11644 
Ana-Garden 
metropolitan 


Grove, 
area, 78- 


Anahcim-Santa 
California, 
11650 
78-11609, 78- 

78-11612, 78- 

78-11615, 78- 

78-11618, 

78-11621, 78- 

78-11624, 78- 

78-11627, 78- 

78-11630, 78- 

78-11633, 78- 

78-11636, 78- 

78-11639, 78- 

78-11642, 78- 

78-11645, 78- 

78-11648, 78- 


Area 
11610, 
11613, 
11616, 
11619, 
11622, 
11625, 
11628, 
11631, 
11634, 
11637, 
11640, 
11643, 
11646, 
11649, 

Atlanta, Georgia, metropolitan area, 
78-1L1611 

Baltimore, Maryland, metropolitan area, 
78-11631 


Billings, Montana, metropolitan areca, 
78-11632 


wage = survey., 
78-11611, 
78-11614, 
78-11617, 
78-11620, 
78-11623, 
78-11626, 
78-11629, 
78-11632, 
78-11635, 
78-11638, 
78-11641, 
78-11644, 
78-11647, 
78-11650 


Massachusetts, metropolitan 


78-11642 

Buffalo, New York, metropolitan area, 
78-11648 

Canton, Ohio, metropolitan area, 78- 
11621 

Chattanooga, 
metropolitan area, 


Boston, 
area, 


Tennessee-Georgia, 

78-11636 

Chicago, Illinois, metropolitan area, 78- 
11633 

Ohio-Kentucky-Indiana, 

78-11637 


Cincinnati, 
metropolitan area, 

Cleveland, Ohio, metropolitan area, 78- 
11645 

Corpus 


area., 


Christi, Texas, metropolitan 


78-11627 
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Davenport-Rock Island-Moline, lowa-ll- 
linois, metropolitan area, 78-11619 
Beach, 
78-11635 
Gainesville, Florida, metropolitan area, 

78-11638 


Daytona Florida, metropolitan 


area, 


Green Bay, Wisconsin, metropolitan 


78-11628 

Greensboro-Winston-Salem-High — Point, 
North Carolina, metropolitan area, 
78-11634 

Greenville-Spartanburg, South Carolina, 

78-11625 


area, 


metropolitan area, 
Houston, Texas, metropolitan area, 78- 
11640 
Indianapolis, Indiana, metropolitan area, 
78-11646 
Miami, Florida, metropolitan area, 78- 
11647 , 
Nassau-Suffolk, New York, metropolitan 
78-11620 
New York-New 
78-11623 


area, 
New York, 
metropolitan area, 


Jersey, 


Norfolk-Virginia Beach-Portsmouth and 
Newport News-Hampton,  Virginia- 
North Carolina, metropolitan area, 
78-11614 


Northeast, Pennsylvania, metropolitan 


area, 78-11630 


Oklahoma City, Oklahoma, metropolitan 
78-11641 


area, 
Paterson-Clifton-Passaic, New Jersey, 
metropolitan area, 78-11626 
Oregon-Washington, 
78-11624 


Portland, 
metropolitan area, 

Poughkeepsie, New York, metropolitan 
area, 78-11618 

Providence-W arwick-Pawtucket, Rhode 
Island-Massachuetts, metropolitan 

78-11615 

Richmond, Virginia, metropolitan area, 
78-11616 

Saginaw, Michigan, metropolitan area, 
78-11649 


area, 


San Antonio, Texas, metropolitan area, 
78-11617 

San Francisco-Oakland, California, 
metropolitan area, 78-11622 

San Jose, California, metropolitan area, 
78-11613 

South Bend, Indiana, metropolitan area, 
78-11643 

St. Louis, Missouri-IIlinois, metropolitan 

78-11609 

Ohio-Michigan, 

78-11612 


area, 
Toledo, 


area, 


metropolitan 


Trenton, New Jersey, metropolitan area, 
78-11639 
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Utica-Rome, New York, metropolitan 


area, 78m11629 
D.C.-Maryland-Virginia, 
78-11610 


Washington, 
metropolitan area, 


John F. Kennedy Space Center. 
Institutional environmental impact state- 


ment., 78-11790 


Jones, Frank N 
Nomination 
mittee on 
States Senate, 
first session . 


78-12115 


hearing before the Com- 
Human Resources, United 
Ninety-fifth Congress, 
September 9, 1977., 

* Judges United 

States. 

Civil annuitics in the 
Federal judges : report to accompany 
H.R. 4320., 78-12285 

* Jurisdiction — United States. 

Abolition of diversity of citizenship ju- 
risdiction : report to accompany H.R. 
9622., 78-12270 


Salaries, pensions, etc. 


service 


K 
*Kidneys — Diseases — United States. 
Hospital cost containment and end stage 
hearings before 
Health of the 
Committee on Finance, United States 


renal discase program 
the Subcommittee on 


Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1391 S. 1470 H.R. 
8423 October 12, 13, and 21, 
1977., 78-12083 
*Kitchens 
Kitchen ranges., 
*Kitchens 
Kitchen knives., 


Fires and fire prevention. 
78-11970 


Safety measures. 
78-12000 


Klerman, Gerald L , 
Nomination : hearing before the Com- 
mittee on Human Resources, United 
States, Senate, Ninety-fifth Congress, 
first session, on Gerald L. Klerman ... 
Administrator, Alcohol, Drug 
Abuse, and Mental Health Administra- 
tion, October 26, 1977., 78-12114 
Knit goods industry — United States 
Statistics — Periodicals. 
Knit fabric production., 


to be 


78-10552 


Accidents. 
78-12000 


*Knives 
Kitchen knives., 

*Korea — Foreign opinion, Japanese. 
Japanese public opinion on U.S. troops 


in Korea and related Korean issucs., 
78-11597 


L 
*Labor laws and legislation — Handbooks, 
manuals, etc. 
ETA/OPER solicitation 7802 ; guidelines 
for submission of applications for in- 
stitutional grants (IG) under the Com- 
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prehensive employment and _ training 
act of 1973, as amended (CETA), 
78-11655 

Guidelines for submission of applications 
for institutional grants (IG) under the 
Comprehensive employment and train- 
ing act of 1973, as amended (CETA), 
78-11655 

*Labor laws and legislation — United States. 

An act to amend the Fair labor standards 
act of 1938 to increase the minimum 
wage rate under that act, and for other 
purposes., 78-12226 

A guide to the Walsh-Healey public con- 
tracts act., 78-11653 

Revision of REA bulletin 109-3, 409-2., 
78-10434 


Labor policy — United States. 
Labor standards requirements, new com- 


munities program., 78-11351 


*Labor productivity. 

Productivity management : design and 
application of measurement systems., 
78-10628 

Labor supply — United States. 

Employment-unemployment hearings 
before the Joint Economic Committee, 
Congress of the United States, Ninety- 
fourth Congress, first session., 78- 

12070 


*Ladders — Safety measures. 
Ladders., 78-11985 


*Laetrile — Law and legislation — United 
States. 
Laetrile : the Commissioner's decision., 
78-11228 
Lambs — United States — Statistics — 
Periodicals. 


Lamb crop and wool., 78-10476 


Lance, Thomas Bertram, 

Matters relating to T. Bertram Lance : 
hearings before the Committee on 
Governmetal Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion 78-12104 

*Land — North Carolina. 

Plan of work for water and related land 
resources study : Chowan-Pasquotank 
river basins, North Carolina and Vir- 
ginia /, 78-10292 

Land — Prices — United States. 

Farm real estate market devclopments., 

78-10487 
*Land — Virginia. 

Plan of work for water and related land 
resources study : Chowan-Pasquotank 
river basins, North Carolina and Vir- 
ginia /, 78-10292 

*Land use — Planning — Africa. 

Regional onchocerciasis area satellite 
(LANDSAT) related study : agreement 
between the United States of America 
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and the African Development Bank 
signed at Abidjan June 30, 1976., 78- 
11820 
*Land use — Planning — United States. 
Regional onchocerciasis area satellite 
(LANDSAT) related study : agreement 
between the United States of America 
and the African Development Bank 
signed at Abidjan June 30, 1976.,  78- 
11820 
*Landing aids (Aeronautics) 
Airport miscellaneous 
aids., 78-11898 


lighting visual 
Boron-epoxy-reinforced titanium aircraft 
landing-gear drag strut /, 78-11685 
Generalization and refinement of an au- 
tomatic landing system capable of 
curved trajectories /, 78-11708 
*Lasers, Effect of radiation on. 
Laser damage in 8- to 14-micron mercu- 
ry-cadmiun-telluride photovoltaic de- 
tector material /, 78-10832 


*Lathes. 

Spin-out of veneer blocks during rotary 

cutting of veneer /, 78-10343 
*Latin America — Foreign relations — 

United States. 

Report of delegation § studying the 
Panama Canal treaties and other mat- 
ters of interest to the U.S. in Latin 
America, January 3-14, 1978., 78- 
12312 


*Laundries, Military — Handbooks, 
manuals, etc. 
Commander's manual : laundry and bath 
specialist, MOS 57E., 78-10704 


Laundry and bath specialist., 78-10705, 


78-10706 

Laundry and bath specialist, MOS 57E., 
78-10704 

Soldier’s manual : laundry and bath spe- 
cialist, MOS 57E skill levels 1, 2, and 
3., 78-10705, 78-10706 

Law enforcement — United States. 
Code of Federal regulations., 78-11144 


The erosion of law enforcement intel- 
ligence, capabilities, public security 
hearings before the Subcommittee on 
Criminal Laws and Procedures of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
first session ...,  78-12147 


Judicial administration, 78-11144 
*Layoff systems — United States. 

Last hired, first fired : informal hearing 
before the United States Commission 
on Civil Rights, Washington, D.C., Oc- 
tober 12, 1976., 78-10618 

Lead industry and trade — United States. 

Lead., 78-11547 





*Leadership. 
LTD leadership training and develop- 
ment guide., 78-11291 
Learning disabilities — United States. 
Education bricfing paper., 78-11182 
78-11182 


*Lease and rental services. 

Truth in leasing., 78-11893 

*Leases — United States. 

More flexibility needed by the General 
Services Administration for delegating 
leasing authority to Federal agencies., 
78-11133 

*Legal assistance to the aged. 

Legal services for the elderly /, 78- 

11281 
*Legal assistance to the poor — United 

States. 

An act to amend the Legal Services Cor- 
poration act to provide authorization 
of appropriations for additional fiscal 
years, and for other purposes., 78- 
12239 

Legal Services Corporation — 

Appropriations and expenditures. 

An act to amend the Legal Services Cor- 
poration act to provide authorization 
of appropriations for additional fiscal 
years, and for other purposes., 78- 
12239 


*Legionnaires’ disease — United States. 
Legionnaires’ disease, 1977 : hearing be- 
fore the Subcommittee on Health and 
Scientific Research of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
. November 9, 1977., 78-12110 


Legislation — United States. 
Congressional record, 78-11942 


Learning disabilities, 


sion .. 


record; proceedings and 
78-11943, 


Congressional 
debates of the Congress., 
78-11944, 78-11945 


Daily digest of the Congress, 78-11942 


*Lepers — Rehabilitation. 

Guidelines for development of a home 

industry /, 78-10518 
*Letter mail handling. 

Customs Service mail opening : hearings 
before a subcommittee of the commit- 
tee on Government Operations, House 
of Representatives, Ninety-fifth Con- 


gress, first session ...,  78-12095 


*Lettuce — Transportation. 

Lettuce temperatures in a van container 
with a_ reverse airflow circulation 
system /, 78-10320 

*Lightning. 

Preliminary test program in chaff disper- 
sal within thunderstorms at Kennedy 
Space Center /, 78-10576 


Lime industry — United States. 
Lime., 78-11466 





June 1978 


*Limestone. 

Laboratory study of limestone regenera- 
tion in dual alkali systems /, 78- 
10947 

*Limnology — Washington (State) 

Trophic equilibrium of Lake Washington 

/, 78-10924 
*Linear accelerators. 

Proceedings of an Information Mecting 
on accelerator-breeding held at Brook- 
haven National Laboratory, Upton, 
New York, January 18-19, 1977., 78- 
10977 


Linters — Statistics — Periodicals. 
Consumption on the cotton system., 78- 
10537 


*Liquid metal cooled reactors. 

Gamma heating in LMFBR media /, 78- 
10987 

Proceedings of the International Con- 
ference on Liquid Metal Technology in 
Energy Production, ... May 3-6, 1976, 
Champion, Pennsylvania /, 78-10974 

*Liquid metal cooled reactors — Safety 
measures — Mathematical models. 

The APRICOT program comparison 
and benchmarking of computational 
methods for analysis of LMFBR struc- 
tural response to postulated core 
disruptive accidents ... : phase | report 
. /, 78-10885 

Lithium. 


Lithium., 78-11581 


*Littoral drift — Florida. 
Littoral environment 
beach changes along the 
Florida coast /, 78-10774 


observations and 
southwest 


*Liver — Cancer. 
Current cancer research on etiology, 
biochemistry, and pathology of hepatic 
neoplasms /, 78-11215 


*Loading and unloading. 
Effect of duration and rate of loading on 
wood and wood-based 
78-10345 
Loblolly-pine — Diseases and pests — United 
States. 
Impact of tip moth injury on growth and 
yield of 16-year-old loblolly and short- 
leaf pine /, 78-10389 


strength of 
materials /, 


Local finance — United States — Statistics 
— Periodicals. 
Local govenment finances 
SMSA’s, 78-10603 
Local government 
metropolitan areas and large counties., 
78-10603 


in selected 


finances in selected 


*Local government — Administration. 
Program evaluation and analysis : a 
management report for State and local 
governments., 78-11286 
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Program evaluation and analysis : a 
technical guide for State and local 
governments., 78-11290 

*Local transit. 

A comparative analysis of urban trans- 
portation requirements /, 78-11856 

A multi-origin/destination taxi system /, 
78-11835 

*Local transit — West Virginia — 

Mathematical models. 

Feastibility of developing low-cost mea- 
sures of demand for public transporta- 
tion in rural ares /, 78-11838 

*Locke, N.Y. — Floods. 

Floods Owasco Inlet and Hemlock 
Creck, villages of Moravia and Locke, 
Cayuga County, New York., 78- 
10798 

Owasco Inlet and Hemlock Creck., 78- 
10798 

*Locomotive engineers. 

Maintaining alertness in railroad locomo- 
78-11879 
*Logging — British Columbia. 

Log export restrictions of the western 
States and British Columbia /, 78- 
10406 


*Logging — United States. 
Log export restrictions of the western 
States and British Columbia /, 78- 
10406 


tive crews /, 


* Logistics. 
Logistic[s] : 
requirements : 


logistics functional systems 
supply accounting and 
management information system 
(SAMIS)., 78-10673 
*Long-term care of the sick — United States 
— Costs. 
Long-term care : 
78-12208 


acturial cost estimates 


*Longleaf pine. 
Appraising southern pine 
stumpage /, 78-10360 
A method for appraising multiple- 
product sales of southern pine stump- 
age /, 78-10359 


pulpwood 


stained, rough-sawn 
siding : a 10 
78-10361 


Performance of 
southern pine 
evaluation /, 


year 


Spring burn aids longleaf pine seedling 


height growth /, 78-10392 


Yield tables and stand 
unthinned longleaf pine plantations in 
Louisiana and Texas /, 78-10363 


structure for 


*Loran — Tables. 
Japanese area., 78-10655 


Loran-A_ table area., 78- 


10655 


Japanese 


Loran-C table : Southeast U.S.A., 78- 


10656 


Page 1-509 





*Low temperature engineering. 

Design features and operational charac- 
Langley 0.3-meter 
tunnel /, 78- 


teristics of the 
transonic cryogenic 


11692 
steady-state 30-tesla 
magnet /, 78- 


Design study of 
liquid-neon-cooled 


11709 


*Loyalty-security program, 1947- 


Proposal to resolve longstanding 
problems in investigations of Federal 
Civil Service Commission 


78-LL110 


employees 
report to the Congress /, 


*Lubricating oils. 


Fleet test of re-refined oil /, 78-1L1LOLO 


*Lungs — Cancer. 
Progress against cancer of the lung., 


78-11212 


Lungs — Congresses. 


Pulmonary epithelial 
Sixteenth 


Annual Hanford Biology Symposium at 


macrophage and 
cells proceedings of the 
Richland, Washington, September 27- 
29, 1976 /, 78-10975 


Lungs — Diseases — United States 

Periodicals. 

Report of the National Heart, Lung, and 
Blood Advisory Council., 78-11217, 


78-11218 
*Lungs — Dust diseases. 
An act to amend the Federal coal mine 
health and safety act to improve the 
black 


established 


lung benefits program 
such act, and for 


78-12304 


under 
other purposes., 
Lysiosquilla. 
Synopses of the Indo-West-Pacific spe- 
1852 


Lysiosquil- 


cies of Lysiosquilla Dana, 
(Crustacea: Stomatopoda 
lidac ) 78-11822 
*Macrame — Study and teaching. 

Strings ‘n things : a teaching manual for 


the blind /, 78-10525 


Macrophages — Congresses. 
epithelial 


Sixteenth 


Pulmonary macrophage and 


cells proceedings of the 
Annual Hanford Biology Symposium at 
Richland, Washington, September 27- 
29, 1976 /, 78-10975 


Magnesia — Statistics. 


Magnesium compounds., 78-11483 


Preprint from the 1976 Bureau of Mines 
Minerals Yearbook, 78-11483 
Magnesite — Statistics. 


Magnesium compounds., 78-11483 


Preprint from the 1976 Bureau of Mines 
Minerals Yearbook, 78-11483 
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Magnesium industry and trade — United 
States. 
Magnesium and magnesium compounds., 
78-11551 


Magnesium industry and trade — United 
States — Statistics. 
Magnesium., 78-11482 
Preprint from the 1976 Bureau of Mines 


Minerals Yearbook, 78-11482 


Magnetic suspension. 
Conceptual design and analysis of the 
tracked magnetically levitated vehicle 
technology program (TMLYV) : repul- 


sion scheme., 78-11872 


Tracked 
technology 
11872 


levitated vehicle 
(TMLV), 78- 


magnetically 
program 


*Magnetohydrodynamic generators. 
Comparative evaluation of technical and 
economic indices for MHD and ther- 
mionic toppers for steam turbine facili- 


tics /, 78-10978 


Estimates of optimal operating conditions 
for hydrogen-oxygen cesuim-seedes 
magnetohydrodynamic power gencra- 
tor:, 78-11728 

Pinedale Unit MHF experiments : final 


report /, 78-10967 


Preliminary design of a single air heater 
segment suitable for a coal-fired open- 
cycle MHD system ... /, 78-11037 

Velocity and temperature distributions of 


coal-slag layers on mag- 
netohydrodynamic generator wall /, 


78-11737 
*Magnetosphere. 
Solar and magnetospheric science /, 78- 
11759 
*Magnets. 
30-tesla 
magnet /, 78- 


Design study of steady-state 
liquid-neon-cooled 


11709 


*Mammal populations — West Virginia. 
Population and community responses of 
2,4,5-T /, 78- 


small mammals to 


10381 


Mammals — Panama — Barro Colorado 
Island. 
The natural history of the Central Amer- 
ican agouti (Dasyprocta punctata) /, 
78-11821 


*Management. 


Productivity management design and 
application of measurement systems., 


78-10628 


Project management — a workshop in 


planning, scheduling and control 
techniques : a student manual., 78- 


10629 
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*Manchester, N.H. — Floods. 

Floods on Merrimack and Piscataquog 
Rivers, Manchester, New Hampshirc., 
78-10794 

*Manganese — Statistics. 

Manganese /, 78-11527 


Manganese — United States. 
78-11529 


*Manpower policy — United States. 
Extension of the Comprehensive employ- 
ment and training act : message from 
the President of the United States ..., 
78-12251 
Federal labor surplus policy : hearings 
before the Subcommittee on Capital, 
Investment, and Business Opportunities 
of the Committee on Small Business, 
House of Representatives, Ninety-fifth 
Congress, first session ... July 26 and 
October 12, 1977., 78-12182 
Manuscripts — United States — Catalogs. 
Library of Congress catalogs, 78-11665 


Manganese., 


National union catalog of manuscript 


collections., 78-11665 
Manuscripts — United States — Indexes. 
Library of Congress catalogs, 78-11664 
union catalog of manuscript 
78-11664 


National 
collections., 
*Maple syrup. 
Processing maple syrup with a vapor 
compression distiller an economic 
analysis /, 78-10350 


*Marine accidents. 

WATS accidents reported from January 
1976 to July 1977 : a descriptive anal- 
ysis of the accident alert reports /, 
78-11929 

*Marine ecology. 

Program review proceedings of environ- 
mental effects of enegy related activi- 
ties on marine/esturine ecosystems /, 
78-10954 

Marine pollution — Periodicals. 

Environmental protection newsletter., 

78-11931 


Maritime law — United States. 
Code of Federal regulations., 
78-11152, 78-11154 
Merchant marine miscellaneous 
hearings before the Subcommittee on 
Merchant Marine of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
78-12153 
78-11152, 78- 


78-11151, 


gress, first session ..., 


Shipping, 78-11151, 


11154 
*Marketing — Hong Kong. 


Marketing in Hong Kong /, 78-10606 


*Marketing — Iran. 


Marketing in Iran /,  78-10605 





*Marketing management — United States. 

Results of marketing quota referendums., 
78-10459 

*Mars (Planet) — Photographs from space. 

Mars the Viking discoveries /, 78- 

11785 
*Mars probes. 

Mars the Viking discoveries /, 78- 

11785 
*Marsh ecology. 

Planting guidelines for marsh develop- 
ment and bank stabilization /, 78- 
10778 

*Mass media — Europe, Eastern. 

Sovict and East European media themes 
regarding the Conference on Security 
and Cooperation in Europe : (August 
1975-December 1976) /, 78-11595 

Sovict and East European media themes 
regarding the Conference on Security 
and Cooperation in Europe : update II, 
February 1977 /, 78-11596 

*Materials — Dynamic testing. 

Structural integrity of water reactor pres- 
sure boundary components : progress 
report ending 29 February 1976 /, 
78-10834 

Materials handling. 

Military standard 
movement procedures., 
78-10632, 78-10633 


transportation and 
78-10631, 


*Maternal and infant welfare. 
Guidelines on pregnancy and work., 78- 
11261 
*Mathematical analysis. 
Intermittent ice forces acting on inclined 
wedges /, 78-10766 
*Mathematical models. 


Icebreaker simulation /, 78-10760 


Phthalic anhyride (air emissions)., 78- 
10928 


Source assessment /, 78-10928 


*Mathematics. 
Agricultural 
Corps volunteers., 


mathematics for Peace 


78-10512 


Mathematics — Study and teaching — 
United States. 
Mathematics objectives : 

ment., 78-L1188 


second assess- 


MelIntyre, James T , 

Nomination of James T. McIntyre, Jr. to 
be Director of the Office of Manage- 
ment and Budget : report., 78-11959 

*Meat. 

Opportunities to 
production from ranges of the USA /, 
78-10291 


*Meat — Statistics. 
Meat animals : production, disposition, 
income : final estimates for 1970-74., 
78-10300 


increase red meat 
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Meat industry and trade — United States — 
Equipment and supplies — Directories. 
Accepted meat and poultry equipment., 

78-10497 

Meat industry and trade — United States — 
Statistics — Periodicals. 
Livestock and meat 

10296 





statistics., 78- 


*Mechanics (Persons) — Certification. 

The US Army Engineer School ap- 
prenticeship program for the trade of 
electrician repairer., 78-10745 

The US Army Engineer 
prenticeship program for the trade of 
Refrigeration/Air conditioning 
repairer-servicer., 78-10743 


School ap- 


*Mechanics (Persons) — Education. 
Observation/scout helicopter repairer., 
78-10732 


Soldier’s manual observation/scout 
helicopter repairer, MOS 67V, skill 
levels 1/2/3., 78-10732 

*Mechanics (Persons) — Handbooks, 
manuals, etc. 

Sheridan M551 turret 
45P., 78-10724 
Soldier’s manual : Sheridan MS5S51 turret 
MOS 45P,_ Skill levels 

78-10724 


mechanic MOS 


mechanic 
one/two., 
Soldier's manual : tank turret mechanic 
MOS 45N, skill levels one/two., 78- 
10723 
Tank turret mechanic., 
*Medals — 
States. 
Bicentennial medals : 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, first session, on 
House Joint Resolution 386 Nov. 
28, 1977., 78-12049 
*Medical care, Cost of — United States. 
Guide to the collection and use of health 
expenditures and utilization data for 
health planning agencies., 78-11238 


78-10723 


Law and legislation — United 


hearings before the 


*Medical colleges — United States — 
Admission. 
An exploratory evaluation of U.S. medi- 
cal schools’ efforts to achieve equal 


representation of minority students., 
78-11237 


Medical fees — United States. 

Review of Medicare payments to renal 
under the alternative 
reimbursement /, 78- 


physicians 
method = of 
12190 
Medical literature — Bibliography — 
Indexes. 
Cumulated 
78-11224 
Medical literature — Indexes — 
Cumulated index medicus., 


abridged index medicus., 


Periodicals. 
78-11225 
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*Medical parasitology — Philippine Islands. 

Health education : a study unit on fecal- 

borne diseases and parasites /, 78- 
10510 


Index medicus, 


Medical personnel — Law and legislation — 

United States. 

Health manpower amendments of 1977 : 
hearing the Subcommittee on Health 
and the Environment of the Commit- 
tee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 9280 and H.R. 8519... September 
29, 1977., 78-12127 

*Medical personnel — United States — 

Addresses, essays, lectures. 

Health manpower issues : 
at the White House, 
1975., 78-11249 

*Medical policy — United States — 

Addresses, essays, lectures. 

Health manpower issues : 
at the White House, 
1975., 78-11249 


*Medical research — Research grants — 

United States. 

Biomedical research : hearing before a 
subcommittee of the Committee on 
Appropriations, United States Senate, 
Ninety-fifth Congress, second session., 
78-12030 

The National organ site 
grams., 78-11200 

Medical research — United States — Costs. 

Appropriations of medical care and 
research in health care during 1967-75 
/, 78-12187 

Medical research — United States — 

Periodicals. 

Report of the National Heart, Lung, and 
Blood Advisory Council., 78-11217, 
78-11218 


a presentation 
November 13, 


a presentation 
November 13, 


cancer pro- 


Medical screening. 
The clients of EPSDT their ex- 
periences with medical services /, 78- 
11275 


and 


*Medical students — Scholarships, 
fellowships, etc. — United States. 

Its a two-way street : the National Health 
Service Corps scholarship program for 
sudents of medicine, osteopathy, and 
denistry., 78-11250 

Medicare. 

Review of Medicare payments to renal 

under the alternative 

reimbursement /, 78- 


physicians 

method of 

12190 
*Medicare — Costs. 

Comparison of the Health Care Financ- 
ing Administration's Medicare bureau 
Clains processing costs for 1973 and 
fiscal year 1975 : House of Represen- 
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report to the Committee on 
78-1118 


tatives 
Ways and Means /, 

*Medicare — Law and legislation — United 

States. 

Hospital cost containment and end stage 
renal discase program : hearings before 
the Subcommittee on Health of the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1391 S. 1470 H.R. 
8423 October 12, 13, and 21, 
1977., 78-12083 


Indexes. 
index 


Medicine 
Cumulated 
78-11224 
Medicine — Classification 
Medical subject headings., 


Bibliography 
abridged medicus., 
Periodicals. 
78-11222 
Periodicals. 
78-11225 


Medicine Indexes 
Cumulated index medicus., 


Index medicus, 78-11225 


*Medicine — Scholarships, fellowships, etc. 
United States. 
Special health career opportunity grants., 
78-11236 


Study and teaching — Audio- 
visual aids — Catalogs. 
National Library of Medicine AVLINE 


78-1122] 


Medicine 


catalog., 
NLM AVLINE catalog, 


Medicine, Preventive — Liberia. 
Preventive medicine in tropical Africa : 


78-1122] 


Peace Corps Liberia health handbook 
78-10506 
*Medicines, Patent, proprietary, etc. 
Advertising of proprictary medicines 

hearings before the Subcommittee on 
Monopoly and Anticompetitive Activi- 
tics of the Select Committee on Small 
Business, United States Senate, Ninety- 
fourth and Ninety-fifth Conresses, first 
78-12183 


sessions 


United States. 
health 


*Mental health planning 
\ manual on State 
78-11266 


mental 
planning., 


Needs assessment approaches : 
78-11265 


concepts 
and methods /, 
*Mental retardation facilities — United 
States — Evaluation. 
Independent 
strategy for assessing the quality of re- 


professional review : a 
sident care in intermediate care facili- 
ties for the mentally retarded., 78- 
11276 

Manual 
review., 


independent professional 


78-11276 


*Mentally handicapped — Institutional care 
United States. 

Independent — professional 
strategy for assessing the quality of re- 


review : a 


sident care in intermediate care facili- 
tics for the mentally retarded., 78- 


11276 
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professional 


independent 
78-11276 


Manual 
revicw., 
*Merchant marine — Safety measures. 
Marine safety manual., 78-11926 
Merchant marine — Statistics — Periodicals. 
Merchant flects of the world; ocean 
going steam and motor ships of 1,000 
gross tons and over., 78-10569 


Merchant marine — United States. 

The depressed condition of the U.S.-flag 
tanker industry : hearing before the 
Committee on Commerce, United 
States Senate, Nincty-fourth Congress, 
first session ... February 7, 1975., 78- 
12058 


Merchant marine miscellancous 
hearings before the Subcommittee on 
Merchant Marine of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 

78-12153 


gress, first session ..., 


Report of the Hon. Thomas N. Downing, 
chairman, Subcommittee on Merchant 
Marine on the oversight hearings of 
the Subcommittee = on Merchant 
Marine, Committee on Merchant 
Marine and Fisheries, with respect to 
the U.S.-flag merchant marine., 78- 
12152 


Mercury industry and trade — United 
States. 


Mercury., 78-11530 


*Metabolism — Congresses. 

Proceedings, third US-USSR Joint Sym- 
posium on Myocardial Metabolism, 
Williamsburg, Virginia, May 9-11, 
1977., 78-11216 


*Metal cleaning. 
Closed loop system for the treatment of 
water pickle liquor /, 78-10938 
*Metal coating — Safety measures. 
Health and safety guide for metal coating 
and allied services., 78-11258 
*Metallic composites. 
Diffusion analysis for two-phase metal- 


matrix composite /, 78-11689 


Effects of fiber diameter and matrix al- 
loys on impact-resistant 
boron/aluminum 
11675 


composites /, 78- 


*Metals — Fracture. 

Fracture analysis of surface and through 
cracks in cylindrical pressure vessels /, 
78-11702 

Structural integrity of water reactor pres- 
sure boundary components : progress 
report ending 29 February 1976 /, 
78-10834 

*Metals, Effect of radiation on — Simulation 
methods. 

Cooperative radiation effects simulation 


program : semiannual progress report 
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for the period | September 1976 to 28 
February 1977 /, 78-10847 


Meteorological services — United States — 

Collected works. 

Numerical weather prediction activitics., 
78-10593 

*Methanation. 

Heat treatment of refuse for increasing 
anacrobic biodegradability /, 78- 
11029 

*Methanol. 

Methanol 
economics, 
10963 

*Methoxychlor — Toxicology. 

Bioassay of methoxychlor for possible 

carcinogenicity., 78-11204 
*Metropolitan areas — United States — 

Congresses. 

Proceedings of the Conference on 
Metropolitan Physical Environment 
use of vegetation, space, and structures 
to improve amenities for people : held 
at Syracuse, New York, 25-29 August 
1975., 78-10403 

*Metropolitan areas — United States — 


Statistics. 
Statistics 


its synthesis, use as a fucl, 
and hazards ... /, 78- 


for States and metropolitan 
areas : preprint from County and city 
data book, 1977 regions, divisions, 
states, metropolitan areas., 78-10535 
Trends in metropolitan America : an in- 
formation report., 78-11960 
Mexico. 
Background notes., 
78-11809 


78-11809 
Mexico, 
Mica — United States. 
Mica., 78-1157] 
*Microfilms — Data processing. 
Microdata from the survey 
and education., 78-10557 


of income 


*Microwave communication systems — 

United States. 

A method for automatic test and evalua- 
tion of microwave transceivers at L- 
band frequencies /, 78-10851 

*Microwave measurements. 

Absolute calibration of the RADSCAT 
scatterometer using precision spheres / 
William L. Grantham, Lyle = C. 
Schroeder, and John L. Mitchell ; 
Langley Research Center., 78-11678 

*Microwave transmission lines. 

A method-of moments 
dispersion characteristics of arbitrarily- 
configured transmission media /, 78- 
10846 


*Mildew. 
Mildew on house paints., 


solution for 


78-10365 


Wood finishing : mildew on house paints 
/, 78-10365 





*Military art and science — Soldiers’ 
handbooks. 
Fire control instrument repairman., 78- 
10690 


Soldicr’s manual : MOS 41C, fire control 
instrument repariman, skill level three,, 
78-10690 

*Military assistance, American — 

Directories. 

MAPAD., 
10660, 
10663, 
10666, 

Military 
directory., 
78-10660, 
78-10663, 78-10665, 
78-10666, 78-10668 


*Military assistance, American — Egypt. 

Sale of C-130 aircraft to Egypt : hearing 
before the Subcommittee on Forcign 
Assistance and the Subcommittee on 
Near Eastern and South Asian Affairs 
of the Committee on Foreign Rela- 
tions, United States Senate, Ninety- 
fifth Congress, first session Sep- 
tember 21, 1977., 78-12087 

*Military bridges — Handbooks, manuals, 
etc. 

Bridge specialist., 78-10681 

Bridge specialist MOS 12C, skill level 4 : 
soldicr’s manual., 78-10683 

Bridge specialist MOS 12C, skill levels 1 
and 2 : soldier’s manual., 78-10682 

Commander's manual : MOS 12C, bridge 
specialist., 78-10681 

*Military discharge — United States. 

Eligibility for veterans’ benefits pursuant 
to discharge upgradings: hearing be- 
fore the Committee on Veterans’ Af- 
fairs, United States Senate, Ninety-fifth 
Congress, first session on S. 1307 and 
related bills, June 23, 1977., 78- 
12186 

*Military education — United States. 

Army training and evaluation program 
for service company : (collection and 
classification), 78-10736 

*Military education — United States — 

Classification. 

Army training and evaluation program 
for service company : (collection and 
classification), 78-10736 


78-10659, 78- 
78-10662, 78- 
78-10665, 78- 
78-10668 


78-10658, 
78-10661, 
78-10664, 
78-10667, 
pregram = address 
78-10659, 
78-10662, 


assistance 
78-10658, 
78-10661, 
78-10664, 
78-10667, 


*Military engineering. 
Combat engineer : 
4, soldier's manual., 


MOS 12B, skill level 
78-10680 
*Military engineering — Handbooks, 
manuals, etc. 
Combat engineer : MOS 12B, skill level 
3, soldier’s manual., 78-10679 
MOS 12B skill levels 
78-10678 


Combat engineer : 
1 and 2, soldier’s manual., 
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*Military intelligence. 
Intelligence analyst (MOS 96B) for skill 
level 5.,  78-10731 
intelligence analyst 
level 5., 78- 


Soldier's manual 
(MOS 96B) for skill 
10731 

*Military intelligence — Handbooks, 
manuals, etc. 


Commander’s manual 
analyst (MOS 96B), 


analyst 


intelligence 
78-10728 


Intellegence (MOS 96B), 78- 


10729 


Intelligence analyst (MOS 96B), 78- 


10728 
Intelligence analyst (MOS 96B) for skill 
level 4., 78-10730 
Soldier’s manual 
(MOS 96B) for skill 
10729, 78-10730 
*Military music — United States — 
Manuals, text-books, etc. 
Clarinet player., 78-10718 


intelligence analyst 
level 3., 78- 


clarinet player, skill 
78-10718 


Soldicr’s manual : 
levels 1 - 2 - 3., 
*Military nursing. 
Professional services., 78-11934 
Military service, Voluntary — United States. 

Achieving America’s goals : national ser- 
vice or the all-volunteer armed force? : 
Study /, 78-12038 

*Military supplies. 

Logistic[s] : logistics functional systems 
requirements : supply accounting and 
management information system 
(SAMIS)., 78-10673 

*Military supplies — Maintenance and 
repair — Handbooks, manuals, etc. 

Quartermaster cquipment repairman., 
78-10695 

Soldier's 
master 
level one/two., 


manual MOS 63J quarter- 
equipment repariman, | skill 
78-10695 

*Military supplies — Procurement — 

Management. 

A critique of the performance of the 
Defense Systems Acquisition Review 
Council : billions in public funds in- 
volved : report to the Congress /, 78- 
11138 


*Military unions — United States. 
The issue of military unionism : genesis, 
current status and resolution / by Col- 

ben K. Sime, jr., 78-10657 


Military unionism., 78-10657 


*Milk. 
Milk : final estimates for 1970-74., 78- 
10297 
*Mine explosions. 
Bureau of Mines damage-resistant brat- 
tice /, 78-11461 
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*Mine explosions — Congresses. 
Coal mine fire and explosion prevention : 
Bureau of Mines 
Technology Transfer Seminars, Pitt- 
sburgh, Pa., March 2, 1978, and 
Denver, Colo., March 14, 1978 /, 78- 
11465 
*Mine safety — Equipment and supplies. 
Continuous recorder to monitor mine 
roof displacement /, 78-11462 


*Mine safety — Law and legislation — 
United States. 
Federal mine safety and health amend- 
78-12229 
*Mine sanitation — Law and legislation — 
United States. 
Federal mine safety and health amend- 
ments act of 1977., 78-12229 


proceedings, 


ments act of 1977., 


*Mine ventilation. 
Bureau of Mines damage-resistant brat- 
tice /, 78-11461 
Mineral industries — Algeria — Statistics. 
The mineral industry of Algeria., 78- 
11494 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11494 
Mineral industries — Delaware — Statistics. 
The mineral industry of Delaware., 78- 
11496 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11496 
Mineral industries — Denmark — Statistics. 
The mineral industry of Denmark and 
Greenland., 78-11497 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11497 
Mineral industries — Gabon — Statistics. 
The mineral industry of Gabon., 78- 
11499 


Preprint from the 1975 Bureau of Mines 


Minerals Yearbook, 78-11499 


Mineral industries — Greece — Statistics. 
The mineral industry of Greece., 78- 
11498 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11498 


Mineral industries — Greenland — 
Statistics. 
The mineral industry of Denmark and 
Greenland., 78-11497 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11497 
Mineral industries — Hawaii — Statistics. 
The mineral industry of Hawaii., 78- 
11500 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11500 
Mineral industries — Iceland — Statistics. 
The mineral industry of Iceland., 78- 
11501 
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Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11501 

Statistics. 

India., 78- 


India 
industry of 


Mineral industries 
The mineral 
11502 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11502 
Mineral industries — Indonesia — Statistics. 


The mineral industry of Indonesia., 78- 
11503 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11503 

Statistics. 

lowa., 78- 


lowa 
industry of 


Mineral industries 
The mineral 
11504 
Preprint from the 1975 Bureau of Mines 


Mincrals Yearbook, 78-11504 
Statistics. 


78-11505 


Mineral industries — Iran 


The mineral industry of Iran., 

Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11505 
Statistics. 

Ircland., 78- 


Mineral industries — Ireland - 
The mineral industry of 


11506 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11506 


Statistics. 
Italy., 78- 


Mineral industries 
The mineral 
11507 


Italy 
industry of 


Preprint from the 1975 Bureau of Mines 


Minerals Yearbook, 78-11507 


- Statistics. 
Japan., 78- 


Mineral industries — Japan 
The mineral industry of 
11508 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11508 


Mineral industries — Korea (Democratic 
People’s Republic) — Statistics. 
The mineral industry of North Korea., 
78-11509 


Preprint from the 1974 Bureau of Mines 
Minerals Yearbook, 78-11509 


Mineral industries — Malaysia — Statistics. 
The mineral industry of Malaysia., 78- 
11511 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-1L15I1 


Mineral industries — Massachusetts — 
Statistics. 
The mineral industry of Massachusetts., 


78-1L1510 

Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11510 

Mineral industries — Mozambique — 

Statistics. 

The mineral industry of Mozambique., 
78-L1512 

Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11512 
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Mineral industries — New Jersey — 
Statistics. 
The mineral industry of New Jersey., 
78-11513 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11513 
Mineral industries — Nigeria — Statistics. 
The mineral industry of Nigeria., 78- 
11515 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11515 


Mineral industries — North Dakota — 
Statistics. 
The mineral industry of North Dakota., 
78-11514 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11514 


Mineral industries — Peru — Statistics. 
The mineral industry of Peru., 78- 
11516 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11516 


Mineral industries — Philippine Islands — 
Statistics. 
The mineral industry of the Philippines., 
78-11517 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11517 
Mineral industries — Rhode Island — 
Statistics. 
The mineral industry of Rhode Island., 
78-11518 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11518 
Mineral industries — South Dakota — 
Statistics. 
The mineral industry of South Dakota., 
78-11519 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11519 
Mineral industries — Spain — Statistics. 
The mineral industry of Spain., 78- 
11520 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11520 
Mineral industries — Sweden — Statistics. 
The mineral industry of Sweden., 78- 
11521 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11521 
Mineral industries — Taiwan — Statistics. 
The mineral industry of Taiwan., 78- 
11522 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11522 
Mineral industries — Thailand — Statistics. 
The mineral industry of Thailand., 78- 
11523 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11523 
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Mineral industries — Tunisia — Statistics. 
The mineral industry of Tunisia., 78- 
11524 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11524 


Mineral industries — United States — 
Statistics. 
Mining and quarrying trends in the metal 
and nonmetal industries., 78-11484 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11484 


Mineral industries — Vermont — Statistics. 
The mineral industry of Vermont., 78- 
11525 ; 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11525 


Mineral industries — West Indies — 

Statistics. 

The mineral industry of the Islands of the 
Caribbean (Bahamas, Barbados, 
Bermuda, Cuba, Dominican Republic, 
Haiti, Jamaica, Martinique, Nether- 
lands Antilles, Trinidad and Tobago.), 
78-11495 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11495 


Mineral industries — Wyoming — Statistics. 
The mineral industry of Wyoming., 78- 
11526 


Preprint from the 1974 Bureau of Mines 
Minerals Yearbook, 78-11526 


Mines and mineral resources — Colorado — 
Needle Mountains. 
Geology and mineral deposits of the 
Needle Mountains district, 
southwestern Colorado /, 78-11443 


*Minibik — Accident 
Mini-bikes., 78-11979 


*Minibikes — Maintenance and repair. 
Mini-bikes., 78-11979 


*Minicomputers. 
Radio interference with minicomputers 
and minicomputers peripherals /, 78- 
11073 


*Mining claims. 
Patenting a mining claim on Federal 
lands., 78-11589 


*Minorities — Employment — United States. 

Last hired, first fired : informal hearing 

before the United States Commission 

on Civil Rights, Washington, D.C., Oc- 
tober 12, 1976., 78-10618 

Placing minority women in professional 
jobs /, 78-11656 

Minorities — United States. 

Report on participation in ASCS county 
programs and operations by racial 
groups., 78-10454 

*Minorities in medicine — United States. 

An exploratory evaluation of U.S. medi- 

cal schools’ efforts to achieve equal 








representation of minority students., 
78-11237 


*Minority business enterprises — United 

States. 

American association of spanish-spcaking 
and national association of minority 
certified public accounting firms., 78- 
10528 

Misner, Jack R 

Intravenous fat emulsion, duty suspen- 
sion, Jack R. Misner, relief : [an act to 
suspend until July 1, 1980, the duty on 
intravenous fat emulsion, and for other 
purposes]., 78-12234 

*Mississippi River. 

Locks and dam no. 26, Mississippi River, 
Alton, Ill. : Communication from the 
Assistant Secretary of the Army (Civil 
Works) transmitting a letter from the 
Chief of Engineers, Department of the 
Army, submitting a report on Locks 
and Dam no. 26, Mississippi River, 
Alton, Ill, prepared under authority of 
Section 6 of the River and Harbor Act 
approves March 3, 1909., 78-10747, 
78-12216 

Mobile home parks — United States. 

Mobile home park program, Section 

207., 78-11342 
*Mobile homes. 

Solar heating & 

homes, phase II /, 


cooling of mobile 
78-10993 


*Mobile homes — Fires and fire prevention. 
Mobile homes., 78-11980 


*Mobile homes — Safety regulations. 
Mobile homes., 78-11980 


Mobile homes — Standards — United States. 


Mobile home certifications handbook., 
78-11347 


Mobile homes certifications, 


*Modems. 

Results of AEROSAT channel simulation 
tests Q-M/PSK  voice/data modem, 
TSC ranging modem /, 78-11916 

*Modems — Standards — United States. 

Telecommunications : coding and modu- 
lation requirements for 4800 
bit/second modems., 78-11143 


Mohair — Statistics — Periodicals. 
Wool and mohair., 78-10484 


78-11347 


*Molecular biology — Research — United 

States. 

Science policy implications of DNA 
recombinant molecular research 
hearings before the Subcommittee on 
Science, Research, and Technology of 
the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ..., 78-12172 


Molybdenum. 


Molybdenum., 78-11531 
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*Monorail railroads. 
Suspended vehicle systems (SVS) /,  78- 
11871 
Mora, Roland Ray, 
Mora nomination 
the Committee on Human Resources 
and Committee on Veterans’ Affairs, 
United States Senate, Ninety-fifth Con- 
... June 9, 1977., 


: joint hearing before 


gress, first session 
78-12111 
*Moravia, N.Y. — Floods. 

Floods Owasco Inlet and Hemlock 
Creck, villages of Moravia and Locke, 
Cayuga County, New York., 78- 
10798 

Owasco Inlet and Hemlock Creek., 78- 
10798 


Mortality — Statistics. 
Mortality, 78-11245 
Statistical notes for health planners., 
78-11245 
Mortgage loans — United States. 
Administration of insured 
mortgages., 78-11332 
Mortgagees’ handbook, 
through insurance (single family)., 
78-11325 


home 


application 


*Mortgages — Research — United States. 
mortgage instruments 
78-11093 


Alternative 
research study., 
Mortgages — United States. 
Experimental financing handbook; the 
graduated payment pro- 
gram., 78-11334 


mortgage 


Experimental financing program, 78- 


11334 


Fiscal instructions., 78-11333 
*Motor-boats — Accidents and injuries. 
Recreational boat _ safety collision 
research : phase I/, 78-11930 
*Motor buses — Accidents. 
Railroad/highway accident report : colli- 
sion of a Burlington Northern freight 
train with a bus, Stratton, Nebraska, 
August 8, 1976., 78-11851 


*Motor buses — Law and legislation — 
United States. 
Proposed bus noise emission regulation /, 
78-10957 


*Motor-trucks — Accidents. 
Railroad/highway accident report : 
sion of an Amtrak/Atchison, Topeka 
and Santa Fe railway train and a trac- 
tor-cargo tank semitrailer, Marland, 
Oklahoma, December 15, 1976., 78- 
11852 


colli- 


*Motor vehicles — Pollution control devices. 
Line and area source from 
motor vehicles in RAPS program /, 
78-10912 


emissions 
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Motor vehicles — Standards — Law and 
legislation — United States. 
Federal motor vehicle safety standards 
and regulations, with amendments and 
interpretations., 78-11932 


Motor vehicles — United States — Safety 
measures. 

Federal motor vehicle safety standards 
and regulations, with amendments and 
interpretations., 78-11932 

*Mount Hood National Forest, Or. 

An act to provide improved authority for 
the administration of certain National 
Forest System lands in Oregon., 78- 
12233 

*Moving-picture producers and directors — 

United States. 

Movie ratings and the independent 
producer : a report of the Subcommit- 
tee on Special Small Business 
Problems of the Committee on Small 
Business, House of Representatives, 
Ninety-fifth Congress, second session., 
78-12296 

*Moving-pictures — Censorship — United 

States. 

Movie 
producer : 


ratings and the independent 
a report of the Subcommit- 
tee on Special Small Business 
Problems of the Committee on Small 
Business, House of Representatives, 
Ninety-fifth Congress, second session., 
78-12296 


*Multiphase flow — Mathematical models. 
Numerical solution of supersonic three- 


dimensional free-mixing flows using 
the parabolic ellipit Navier-Stokes 
equations /, 78-11674 

Municipal bankruptcy — United States. 

The Bankruptcy reform act : hearings be- 
fore the Subcommittee on Improve- 
ments in Judicial Machinery of the 
Committee on the Judiciary, United 
States Senate, Ninety-fourth Congress, 
first session, on S. 235 and S. 236 ..., 
78-12214 


Municipal finance — United States — 
Statistics — Periodicals. 
Local govenment finances 
SMSA’s, 78-10603 

Local government finances in selected 
metropolitan areas and large counties., 
78-10603 


in selected 


*Municipal government — United States — 

Forms, blanks, etc. 

Service management : a report of the 
Commission on Federal Paperwork., 
78-12012 

*Municipal government — United States — 

Records and correspondence. 

Service management : a report of the 
Commission on Federal Paperwork., 
78-12012 
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*Murine sarcoma viruses. 

Current cancer research on 
tumor viruses., 78-11213 
Bibliography — Union lists. 
78-11666, 


murine 


Music 
Library of Congress catalogs, 
78-11667 
music, and sound 
78-11667 


books on 
78-11666, 


Music, 
recordings., 
*Music — catalogs. 
Library of Congress catalogs, 
78-11667 


78-11666, 


music, and sound 
78-11667 


books on 
78-11666, 


Music, 
recordings., 
Music — United States — Endowments. 
Composer/librettist fellowships., 78- 
11797 
Fellowship 
posers/librettists, 


grants to 
78-11797 


N 


*Narcotic addicts — Rehabilitation — United 
States — Statistics. 
Drug treatment histories for a sample of 
drug users in DARP., 78-11273 
National Commission on Productivity — 
Addresses, essays, lectures. 
The need for productivity growth : the 
work of the National Commission on 
Productivity /, 78-11799 


*National Day of Prayer. 

Joint resolution to express the sense of 
the Congress that... the third 
Thursday in December 1977 would be 
a most appropriate day for designation 
as the “National Day of Prayer for the 
Year of 1977” ..., 78-12232 

National Endowment for the Arts. 
Artists in schools., 78-11794 
Artists-in-schools program, 78-11794 
Composer/librettist fellowships., 78- 
11797 
78-11795 


78-11796 


Dance touring program., 
Federal-State partnership., 
Federal-State partnership program., 78- 
11796 
Fellowship 
posers/librettists, 


grants to 
78-11797 


National Fire Prevention and Control 
Administration. 
Annual report of the Secretary of Com- 
merce., 78-10612 


Annual report of the Secretary of Com- 
merce on implementation of the 
Federal fire prevention and control act 
of 1974, 78-10612 

National Oceanographic Instrumentation 

Center — Bibliography. 

Index to National Oceanographic Instru- 
mentation Center publications, 78- 
10587 
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Instrument fact sheet., 78-10587 


*National parks and reserves. 

Park areas and employment opportuni- 

ties for summer 1978., 78-11586 
*National parks and reserves — Oregon. 

An act to provide improved authority for 
the administration of certain National 
Forest System lands in Oregon., 78- 
12233 

*National school lunch program. 

Food quality in Federal food programs : 
hearings before the Select Committee 
on Nutrition and Human Needs of the 
United States Senate, Ninety-fifth Con- 
ress, Ist session., 78-12156 

National service — United States. 

Achieving America’s goals : national ser- 
vice or the all-volunteer armed force? : 
Study /, 78-12038 


*Natural resources — Arizona. 
BLM facts : Arizona national resource 
lands digest., 78-11588 


Nature — Congresses. 
Children, nature, and the urban environ- 
proceedings of a symposium- 
78-10404 
*Naval architecture. 
Radical representations of ship simula- 
78-10822 


*Navigation — Australia — Tables. 

Area 15, Australia, pair C-H (Hawaii, 
(Hawaii, U.S.A.—Japan), 78-10645 
Omega table : area 15, Australia, pair C- 

H (Hawaii,U.S.A.—Japan)., 78- 
10645 
*Navigation — Europe, Northern — Tables. 
Area Ol, northern Europe, pair G-H 
(Trinidad—Japan), 78-10644 
: area 12, nothern Europe, 
(Trinidad—Japan)., 78- 


ment : 
fair., 


tions /, 


Omega table 
pair G-H 
10644 

*Navigation — Greenland — Tables. 

Area 06, Greenland, pair G-C 
(Trinidad— Hawaii, U.S.A.), 78- 
10640 

Area 06, Greenland, station A (Norway), 
78-10649 


Area 06, Greenland, station B (Liberia), 
78-10651 


Area 06, Greenland, station H (Japan), 
78-10652 


Omega propagation correction tables for 
10.2 kHz : area 06, Greenland, station 
A (Norway)., 78-10649 


Omega propagation correction tables for 
13.6 kHz : area 06, Greenland, station 
B (Liberia)., 78-10651 


Omega propagation correction tables for 
13.6 kHz : area 06, Greenland, station 
H (Japan)., 78-10652 
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Omega table : area 06, Greenland, pair 
G-C (Trinidad—Hawaii, U.S.A.).,_ 78- 
10640 

*Navigation — North Pole — Tables. 

Area 00, North Polar, pair 

(Norway—Japan)., 78-10643 


area 00, North Polar, pair 
78-10643 


A-H 


Omega table : 
A-H (Norway—Japan)., 
*Navigation (Aeronautics) 
Approval of area navigation systems for 
use in the U.S. national airspace 
system., 78-11888 


A flight investigation of system accura- 
cies and operational capabilities of an 
air transport area naviagation system /, 
78-11907 


Operational approval of airborne long- 
range navigation systems for flight 
within the North Atlantic minimum 
navigation performance specifications 
airspace., 78-11895 

*Near East — Foreign relations — United 

States. 

Report of the Delegation to the Middle 
East and Africa of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress., 78- 
12037 


*Nets (Mathematics) 
Heat conduction in three dimensions /, 
78-10841 


*New Englanders — Handbooks, manuals, 
etc. 
Down Easter’s pocket credit guide., 78- 
10638 


*New York (City) — Economic conditions. 
Report on the New York City loan pro- 
gram from the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate., 78-12315 


New Zealand. 
Outlook on the Far East, November 
1976 : report of a factfinding mission 
to the Far East, November 5-23, 
1976., 78-12138 


Newcastle disease — Periodicals. 
Exotic Newcastle disease 
program., 78-10498 


*Nicaragua — Foreign relations — United 

States. 

Rethinking United States foreign policy 
toward the developing world 
Nicaragua : hearing before the Sub- 
committee on International Develop- 
ment of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion ..., 78-12143 


Nickel — United States. 
Nickel., 78-11548 


surveillance 








alloys. 
nickel-rich _ nickel- 
alloys /, 78- 


*Nickel-chromi I 
Hot hardness of 
chromium-aluminum 
11755 
Reaction diffusion in the nickel-chromi- 
um-aluminum and_= cobalt-chromium- 
aluminum systems /, 78-11731 


*Nicotine. 

Report of “tar” and nicotine content of 
the smoke of 169 varieties of 
cigarettes., 78-11098 

Niobium. 


Columbium and tantalum., 78-11579 


* Nitrification. 

Field measurement of denitrification /, 

78-10943 
Nitrogen — Statistics. 

Nitrogen., 78-11485 

Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11485 

*Nitrogen-fixing algae. 

Cultivation on sewage of microalgae har- 
vestable by microstrainers : progress 
report /, 78-10887 

*Nitrogen oxides. 

Fundamentals of nitric oxide formation 
in fossil fuel combustion ... /, 78- 
11042 

NOx abatement for stationary sources in 
Japan /, 78-10952 

*Noise. 
Optimal spectral estimates /, 78-10836 
*Noise control — United States. 

Aircraft noise and the Concorde : 

teenth report /, 78-12261 


seven- 


Proposed bus noise emission regulation /, 
78-10957 


*Nonlinear acoustics. 
Dispersive effects of liners on nonlinear 
wave propagation in ducts /, 78- 
11836 


Nonmetals — Statistics. 


Minor nonmetals., 78-11486 


Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11486 


*Nontariff trade barriers. 

Legislative proposals on miscellaneous 
tariff and trade bills : hearings before 
the Subcommittee on Trade of the 
Committee on Ways and Means, 
House of Representatives , Ninety-fifth 
Congress, first session, ... April 26, 27, 
and 28, 1977., 78-12195 

*North America — Maps. 

Winter snow-cover maps of North Amer- 
ica and Eurasia from satellite records, 
1966-1976 /, 78-10581 


North Atlantic Treaty Organization. 
Assessing the NATO/WARSAW pact 
military balance., 78-12210 
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North Atlantic Treaty Organization — 

Armed Forces — Equipment. 

Problems in the standardization and in- 
teroperability of NATO military equip- 
ment : hearing before a subcommittee 
of the Committee on Government 
Operations, House of Representatives, 
Ninety-fifth Congress, first session 
78-12097 

Northern Hardwoods Laboratory. 

Northern Hardwoods Laboratory, 

Marquette, Michigan., 78-10399 
*Nuclear engineering as a profession. 

Nuclear engineering enrollments and 
degrees, 1976 : enrollments- fall 1976, 
degrees granted July 1966-June 1976 
/, 78-11032 

*Nuclear pressure vessels — Testing. 

Structural integrity of water reactor pres- 
sure boundary components : progress 
report ending 29 February 1976 /, 
78-10834 

*Nuclear reactors — Design and 
construction. 

Proceedings of an Information Meeting 
on accelerator-breeding held at Brook- 
haven National Laboratory, Upton, 
New York, January 18-19, 1977., 78- 
10977 

Nuclear reactors — Safety measures. 

Observations on the reactor safety study 

:areport/, 78-12132 
*Nuclear research. 

Summaries of FY 1977 research in high 
energy physics., 78-10877 
*Nuclear research — United States. 
Research projects in the 

sciences /, 78-10876 


physical 


*Numerical analysis. 

Variants and extensions of a fast direct 
numerical Cauchy-Riemann _ solver, 
with illustrative applications /, 78- 
11673 

Numerical weather forecasting — Collected 
works. 

Numerical weather prediction activities., 
78-10593 

*Nurse practitioners — United States — 

Bibliography. 

Review and analysis of State legislation 
and reimbursement practices of physi- 
cian’s assistants and nurse practitioners 
: annotated bibliography /, 78-11246 

*Nurses — United States. 

Nursing involvement in_ the 

planning process /, 78-11251 


health 


*Nursing. 
Enteric precautions., 78-11256 
78-11934 
78-11254 
Respiratory isolation., 78-11253 
78-11252 


Professional services., 


Protective isolation., 


Strict isolation., 
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Wound & skin precautions., 78-11255 


*Nursing home care. 
Nursing home ombudsman services for 
the elderly /, 78-11282 
Nursing homes — United States. 
Administrative procedures for nursing 
homes and/or intermediate care facili- 
78-11344 
Nursing home ombudsman services for 
the elderly /, 78-11282 


ties., 


*Nutrition. 
Manual didactico — huertos escolares y 


nutricion /, 78-10521 


Nutrition — Abstracts. 

Catalog. Supplement - Food and Nutri- 
and Educational 
78-10413 
78-10413 


tion Information 
Materials Center., 
FNIC catalog. Supplement, 
Nutrition — Bibliography. 
Catalog. Supplement - Food and Nutri- 
tion Information and Educational 
Materials Center., 78-10413 


FNIC catalog. Supplement, 78-10413 


*Nutrition — Study and teaching — United 
States. 
Nutrition education materials for use in 
the WIC program., 78-10493 


*Nutrition policy — United States. 
Guide for developing nutrition services in 
health 


community programs., 78- 


11235 
Nuts — Statistics — Periodicals. 
Noncitrus fruits & nuts; production, use, 
value., 78-10502 


O 


*Oak. 

Predicting oak stump 
sprout development in the Missouri 
Ozarks /, 78-10349 


*Oak — Diseases and pests — United States. 

Attempt at concentrating red oak borer 

eggs by providing artificial oviposition 
sites /, 78-10376 


sprouting and 


*Oboe — Studies and exercises — 
Handbooks, manuals, etc. 
Oboe player, skill levels 

10717 


1-2-3., 78- 

Soldier’s manual oboe player, skill 
levels 1-2-3., 78-10717 

Occupational diseases — United States — 

Congresses. 

Proceedings of the Interdepartmental 
Workers’ Compensation Task Force 
Conference on Occupational Diseases 
and Workers’ Compensation, 1976 /, 
78-12151 
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*Occupational diseases — United States 

Statistics. 

A guide to evaluating your firm’s injury 
and illness experience, 1976 : transpor- 
tation and public utilitics industries., 
78-11651 

*Occupations. 
Job qualification system for trades and 


labor occupations., 78-10623 


Ocean currents — Measurements. 
Electromagnetic current meter, 
CT/3, 78-10589 


Instrument fact shect., 


model 


78-1L0589 


*Ocean thermal power plants. 
Steady-state cvaporator models of solar 


sea power plants .../, 78-10999 


System analysis and enginccring studics 

for ocean thermal energy conversion : 
covered January 1, 1976 to 
78-1 1000 


period 
September 30, 1976 /, 
*Ocean waves. 
Comparison of remotely sensed continen- 
tal-shelf spectra 
computed by using a wave refraction 
78-11716 


wave spectra with 


computer model /, 


*Oceanographic instruments. 
Performance cvaluation§ of 
model 8400 laboratory salinometer /, 
78-10584 


guideline 


Oceanographic instruments — Bibliography. 

Index to National Oceanographic Instru- 

mentation Center publications, 78- 
10587 


Instrument fact sheect., 78-10587 


Oceanographic instruments — Periodicals. 
dissolved oxygen’ meter, 
78-10591 


Automatic 
model 2010-00A, 

fieldlab 

78-10592 


Beckman dissolved 


system, 


oxygen 


Deep sea acoustic release transponder, 
model O96R, 78-10588 

Dissolved oxygen meter, model 57, 78- 
10590 


Electromagnetic current meter, model 


CT/3, 78-10589 
Index to National Oceanographic Instru- 
mentation Center publications, 78- 
10587 


78-10587, 78- 
78-10590, 78- 


Instrument fact sheet., 
10588, 78-10589, 
10591, 78-10592 


Office buildings — Energy conservation. 
Energy conservation design guidelines for 
new office buildings., 78-11155 
*Office equipment and supplies — 
Maintenance and repair — Handbooks, 
manuals, etc. 
Commander's manual 
repairman, MOS 414J., 


Office machine repairman., 


office machine 
78-10697 
78-10699 
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Office machine repairman, MOS 41J., 
78-10697 

Office machine repairman, MOS 41J skill 
levels | and 2., 78-10698 

Soldicr’s manual : office machine repair- 
man, MOS 41J skill levels 1 and 2., 
78-10698, 78-10699 


Office furniture — Statistics — Periodicals. 

Office furniture., 78-10544 

*Office practice in government. 

Better office skills and service 

manual., 78-10621 
*Ohio River — Navigation. 

A mathematical model for unsteady-flow 
computations through the complete 
spectrum of flows on the lower Ohio 
River : final report /, 78-10749 


*Oil and gas leases — United States. 
Oil land leasing act of 1920, with amend- 
ments and other laws relating to 
mincral lands /, 78-11946 


*Oil field flooding. 
EL Dorado Micellar-Polymer Demonstra- 
tion Project second annual report 
July 1975-May 1976 /, 78-10970 


North Stanley polymer demonstration 
project first annual report /, 78- 
10969 


*Oil-shales — Testing. 
Scale-up comparisons between’ 10-ton 
and 150-ton oil-shale batch retorts /, 
78-11064 


*Oilseeds — United States. 
Stocks of grains, oilseeds, and hay : final 
estimates by states, 1969-75., 78- 
10298 


*Old age pensions — United States. 
Rate of interest on individual retirement 
bonds report to accompany H.R. 
6635., 78-12288 


*Olive — Standards — United States. 
United States standards for grades of 
canned ripe olives : effective Septmber 
1, 1977., 78-10500 


*Omnirange system. 
Tests with Wilcox slotted-cylinder VOR 
antenna /, 78-11905 


*Onchocerciasis — Africa. 

Regional onchocerciasis area satellite 
(LANDSAT) related study : agreement 
between the United States of America 
and the African Development Bank 
signed at Abidjan June 30, 1976., 78- 
11820 


: student 


*Optical communications. 

Fiber optics for applications : an assess- 
ment of present and near-term capa- 
bilities /, 78-10840 

*Optical measurements. 

Analytical procedure for evaluating 
speckle-effect instrumentation /, 78- 
11776 
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*Oscillations. 

Nonsteady Laboratory simulation of at- 
mospheric vortices inertial oscilla- 
tions and tornado skip /, 78-10839 

*Oscillators, Electric — Testing — 

Programmed instruction. 

200 CD wide range oscillator training : 
final-training program for 24 June 
1974 -23 September 1975 /, 78- 
10862 

Outdoor recreation — United States — 

Directories. 

A catalog of guides to outdoor recreation 
areas and facilities., 78-11593 

Guides to outdoor recreation areas and 
facilities., 78-11593 

*Oxides. 

Inventory of combustion-related emis- 
sions from stationary sources /, 78- 
10944 

*Oxidizing agents. 

Charaterization of the Washington, D.C. 
oxidant problem : final report /, 78- 
10915 


Ozark Mountain region — Economic 
conditions. 
Annual report - Ozarks Regional Com- 
mission., 78-12213 


*Ozone. 
The relation of oxidant levels to precur- 
sor emissions and meterological fea- 
tures .../, 78-10908 


P 


*Packing-houses — United States. 
Energy conservation in the meat 
processing industry .../, 78-11078 


*Panama — Foreign relations — United 

States. 

Defense, maintenance, and operation of 
the Panama Canal, including adminis- 
tration and government of the Canal 
Zone : report ..., 78-12314 


Panama Canal treaty disposition of 
United States territory : hearing before 
the Subcommittee on Separation of 
Powers of the Committee on the Ju- 
diciary, United States Senate, Ninety- 
fifth Congress, first session ...., 78- 
12148 


Proposed Panama Canal treaties 
hearings before the Committee on In- 
ternational Relations, House’ of 
Representatives, Ninety-fifth Congress, 
first session ..., 78-12140 


*Panama Canal. 

Defense, maintenance, and operation of 
the Panama Canal, including adminis- 
tration and government of the Canal 
Zone : report ...,  78-12314 


Panama Canal treaty disposition of 
United States territory : hearing before 





the Subcommittee on Separation of 
Powers of the Committee on the Ju- 
diciary, United States Senate, Ninety- 
fifth Congress, first session 
12148 
Proposed Panama Canal treaties 
hearings before the Committee on In- 
ternational Relations, 
Representatives, Ninety-fifth Congress, 
first session ..., 78-12140 


House of 


Report of delegation studying the 
Panama Canal treaties and other mat- 
ters of interest to the U.S. in Latin 
America, January 3-14, 1978., 78- 
12312 

*Panama Canal treaties, 1977. 

Hearing on the Panama Canal treaties 
before the Committee on Armed Ser- 
vices, House of Representatives, 
Ninety-fifth Congress, first session Oc- 
tober 20, 1977., 78-12035 

Panama Canal treaty : in the Senate of 
the United States., 78-11954 

Treaty concerning the permanent 
neutrality and operation of the Panama 
Canal., 78-11954 

*Paper making and trade — United States. 

Recommendations for future govern- 
ment-sponsored energy conservation 
research and development in the paper 
and stecl industries /, 78-10996 

Papua New Guinea. 


Background notes., 78-11810 


Papua New Guinea, 78-11810 


*Parachutes — Rigging — Handbooks, 
manuals, etc. 
Commander's manual : parachute rigger, 
MOS 43E., 78-10700 


Parachute rigger, MOS 43E., 


Parachute rigger, MOS 43E skill level 3., 
78-10701 


78-10700 


Soldier's manual : parachute rigger, MOS 
43E skill level 3.,  78-10701 
*Parasites — bibliography. 
Index-catalogue of medical and veterina- 


ry zoology., 78-10446, 78-10447 


Parasites — Indexes. 
Index-catalogue of medical and veterina- 
ry zoology., 78-10448 
*Parasitic Diseases — bibliography. 
Index-catalogue of medical and veterina- 
ry zoology., 78-10446, 78-10447 


Parasitic diseases — Indexes. 
Index-catalogue of medical and veterina- 
ry zoology., 78-10448 
*Parathion. 
Initial scientific and 
review of parathion., 


minieconomic 
78-10960 
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*Parent and child. 

Education for parenthood : a program, 
curriculum, and evaluation guide /, 
78-11278 

the role of control 

78-11264 


Parents as leaders : 
and discipline /, 
*Part-time employment — United States. 
Federal employees part-time career em- 
ployment act of 1978 : report to ac- 
company H.R. 10126., 78-12293 


*Particle board. 

High-performance structural flakeboards 
from Douglas-fir and lodgepole pine 
forest residues /, 78-10347 

*Particle size determination. 

Particle size definitions for particulate 
data analysis /, 78-10955 

Scanning radiometer for measurement of 
forward-scattered light to determine 
mean diameter of spray particles /, 
78-11768 

*Particles. 

Advanced scavenge systems for an in- 

tegrated engine inlet particle separator 
final report for period 21 March 
1975-21 March 1977 /, 78-10815 


*Particles (Nuclear physics) 
Summaries of FY 1977 research in high 
energy physics., 78-10877 
*Particles (Nuclear physics) — Research — 
United States. 
Research projects in the 
78-10876 


physical 

sciences /, 
*Patents. 

Patenting a mining claim on Federal 


lands., 78-11589 


*Pavements. 
Analysis of permanent deformations of 
flexible airport pavements : final report 
/, 78-10753 


*Pavements — Testing. 
Use of nondestructive testing devices in 
the evaluation of airport pavements., 
78-11889 


*Payrolls. 

Need to apply adequate control over the 
centralized payroll system Depart- 
ment of Health, Education, and Wel- 

78-11107 

Review of Postal Service's payroll system 

: U.S. Postal Service., 78-11111 
Peanuts — United States — Statistics — 

Periodicals. 

Peanut stocks 
10474 


fare., 


and processing., 78- 


*Pear — Storage. 
Factors affecting the storage life of Bart- 
lett, Magness, and Moonglow pears /, 
78-10321 
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*Peat — United States. 

New technologies for old fuels : hearings 
before the Subcommittee on Fossil and 
Nuclear Energy Research, Develop- 
ment, and Demonstration of the Com- 
mittee on Science and Technology, 
Ninety-fifth Congress, first 
November 1, 1977., 78-12173 

Peat industry — United States. 

Peat., 78-11555 


session, 


*Peat soils. 
Peatland and water in the northern Lake 
States /, 78-10402 
*Pecan. 
Experimental 
inshell pecans /, 


steam conditioner for 
78-10443 


Penn Central Transportation Company — 

Finance. 

The financial condition of Penn Central 
Transportation Company: annual re- 
port to the President and the Con- 
gress., 78-11834 

*Pensions — United States. 

ERISA oversight report of the Pension 
Task Force of the Subcommittee on 
Labor Standards /, 78-12075 


*Pensions, Military — United States. 

Eligibility for veterans’ benefits pursuant 
to discharge upgradings: hearing be- 
fore the Committee on Veterans’ Af- 
fairs, United States Senate, Ninety-fifth 
Congress, first session on S. 1307 and 
related bills, June 23, 1977., 78- 
12186 


Handbook for veterans benefits coun- 


selors., 78-11933 


The military retirement system : options 
for change /, 78-12211 


Summary of benefits for veterans with 
military service before February 1, 


and their dependents., 78- 


78-11938 


Veterans disability compensation and 
survivor benefits act of 1977 : hearing 
before the Subcommittee on Compen- 
sation and Pension of the Committee 
on Veterans’ Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1703 and related bills, June 
21, 1977., 78-12188 


Veterans Services Division operations., 
78-11935 


*Percolation. 
Soil water depletion after four years of 
forest regrowth in southwestern 
Wisconsin /, 78-10372 


*Periodicals. 
Registration for periodicals on form TX., 
78-11663 


1955, 
11937, 


Perlite. 


Perlite., 78-11572 
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*Peroxides — Analysis. 
Effect of container material on several 
130°F /, 78- 


organic peroxides at 


11843 
Hazard testing of organic peroxides : gas 


evolution /, 78-11842 


*Personal property. 

property traffic 
78-10634, 

78-10637 


Personal management 


regulation., 78-10635, 


78-10636, 


*Personnel management — Study and 
teaching. 
General 


Management Training Center 


course catalogue : for executives, at- 


torneys, managers, supervisors., 78- 


10630 


United States. 
project., 78- 


*Personnel management 
Personnel 
11804 


management 


President's reorganization project : Per- 


sonnel Management Project., 78- 


11804 


*Pesticide residues in food. 


Pesticide analytical manual., 78-11229 


*Pesticides. 
Evaluation of pesticide supplics and de- 
mand for 1978 /, 78-10324 
*Pesticides United 
States. 
New innovative pesticides : 


Economic aspects 


an evaluation 
of incentives and disincentives 
commercial development by indust 
78-10909 


*Pesticides — Environmental aspects. 


Pesticide analytical manual., 78-11229 


Pesticides — Law and legislation — United 
States. 
Extending and FIFRA 


hearings before the Subcommittee on 


amending 


Department Investigations, Oversight, 

and Research of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-12020 

*Pesticides — Physiological effect. 

Bioassay of tetrachloroecthylene for possi- 

ble carcinogenicity., 78-11203 

*Pesticides — Safety measures. 

Health and safety guide for pesticide for- 


mulators., 78-11259 


*Pesticides — United States — Safety 
measures. 

Special pesticide registration by the En- 
vironmental Protection Agency should 
be improved : report to the Congress /, 
78-1 1102 

*Pesticides industry — United States — 

Safety measures. 

Health and safety guide for pesticide for- 
mulators., 78-11259 
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Pesticides industry — United States — 
Statistics — Periodicals. 
The Pesticide review., 78-10456 

*Petroleum. 

Ignition of flammable gases in crude-oil 
tankers as a result of metal fracture /, 
78-10835 

*Petroleum — Alaska — Pipe lines — 
Environmental aspects. 

Alaskan oil transportation issues., 78- 
10958 

*Petroleum — Alaska — Transportation. 
National crude oil supply and transporta- 

tion act of 1977 : hearings before the 
Subcommittee on Energy and the En- 
vironment of the Committee on Interi- 
or and Insular Affairs, 
Representatives, Nineth-fifth Congress, 
first session, on H.R. 9203, H.R. 8627, 
and H.R. 8568 ... September 30 and 
October 6, 1977., 78-12134 


*Petroleum — Alaska — Transportation — 

Environmental aspects. 

Alaskan oil transportation issues., 78- 
10958 

*Petroleum — Pipe lines — Law and 
legislation — United States. 

National crude oil supply and transporta- 
tion act of 1977 : hearing before the 
Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1868 September 14, 
1977., 78-12063 


— Reserves. 
minimize 


troleum 
seed to risks of using salt 
caverns for the strategic petroleum 
78-11104 
*Petroleum — Underground storage. 
Need to minimize risks of using salt 
caverns for the strategic petroleum 
78-11104 


reserve., 


reserve., 
*Petroleum — United States — Reserves. 
Department of Naval petroleum reserves 
: hearing before the Subcommittee on 
Military Construction and Stockpiles 
of the Committee on Armed Services, 
United States Senate, Ninety-fifth Con- 
first session, November 18, 
78-12039 


gress, 
1977., 
*Petroleum — United States — 

Transportation. 

Energy transportation security act of 
1977 : hearing before the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
fifth Congres, first session, on S.61 
July 28, October 5, and 7, 1977., 78- 
12061 

National crude oil supply and transporta- 
tion act of 1977 : hearing before the 
Committee on Commerce, Science, 
and Transportation, United States 
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Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1868 September 14, 
1977., 78-12063 


*Petroleum as fuel. 


Heating oils, 1977 /, 78-10966 


*Petroleum as fuel — Storage. 
Petroleum terminal and pipeline opera- 

78-10696 

*Petroleum industry and trade — Military 
aspects — Handbooks, manuals, etc. 
Petroleum supply specialist., 78-10711 


tions., 


Soldier’s manual : petroleum supply spe- 
cialist, MOS 76W skill level 5., 78- 
10711 

Petroleum industry and trade — United 

States — Statistics — Periodicals. 

Annual summary of oil and gas., 78- 
10542 


*Petroleum industry and trade — Vocational 
guidance — Handbooks, manuals, etc. 
Petroleum supply specialist., 78-10711 
Soldier’s manual : petroleum supply spe- 

cialist, MOS 76W skill level 5., 78- 
10711 


*Petroleum law and legislation — United 
States. 
Diesel fuel and gasoline conservation act 
of 1977 report to accompany S. 
1699., 78-12346 


Energy transportation security act of 
1977 : hearing before the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
fifth Congres, first session, on S.61 ... 
July 28, October 5, and 7, 1977., 78- 
12061 


Oil land leasing act of 1920, with amend- 
ments and other laws relating to 
mineral lands /, 78-11946 


*Pharmaceutical research — United States. 

Preclinical and clinical testing by the 
pharmaceutical industry, 1977 : hear- 
ing before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human_ Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session ..., 78-12117 

*Phencyclidine. 

Phencyclidine use among youths in drug 

abuse treatment., 78-11271 
*Phenols — Analysis. 

Decomposition characteristics of phenol 
under synthane gasifier conditons /, 
78-11084 

Phosphate rock — United States. 

Phosphate rock., 78-11560 


*Photochemical smog . 

Photochemical oxidant air pollutant ef- 
fects on a mixed conifer forest 
ecosystem : a progress report, 1976 /, 
78-10926 





*Photoelectric cells. 
Development of a thin film polycrystal- 
line solar cell for large scale terrestrial 
use /, 78-11017 
Laser damage in 8- to 14-micron mercu- 
ry-cadmiun-telluride photovoltaic de- 
tector material /, 78-10832 
Review of world experience and proper- 
tics of materials for encapsulation of 
terrestrial photovoltaic arrays., 78- 
11019 
*Photovoltaic power generation. 
Mission analysis of photovoltaic solar 
energy systems /, 78-11085 
Photovoltaic applications in the 
Southwest for the National Park Ser- 
vice /, 78-1LI1011 


Photovoltaic test and demonstration pro- 
ject /,  78-11027 
Physician services utilization — United 
States — Statistics. 
National ambulatory medical care survey 
1975 summary United States, 
January-December, 1975 /, 78-11242 


*Physicians — Salaries, pensions, etc. — 

United States. 

Hearings to receive testimony on the ex- 
tension of the Veterans’ Administra- 
tion pay comparability act of 1975 : 
hearing before the Subcommittee on 
Medical Facilitics and Benefits of the 
Committee on Veterans’ Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, [on] H.R. 
8175, H.R. 8176, July 27, 1977., 78- 
12184 


*Physicians’ assistants — United States — 
Bibliography. 
Review and analysis of State legislation 
and reimbursement practices of physi- 
cian’s assistants and nurse practitioners 


: annotated bibliography /, 78-11246 


*Pilot guides — Kattegat. 

Sailing directions (enroute) for the 

Skagerrak and Kattegat., 78-10648 
*Pilot guides — Philippine Islands. 

Sailing directions for the Philippine 

Islands., 78-10646, 78-10647 
*Pilot guides — Skagerrak. 

Sailing directions (enroute) for the 

Skagerrak and Kattegat., 78-10648 
*Pistons. 

Optimum step design for centering of 
pistons moving in an incompressible 
fluid /, 78-11712 

*Planetary boundary layer. 

Microcomputer-controlled acoustic echo 

sounder /, 78-10580 


*Plants, Effect of photochemical smog on. 
Photochemical oxidant air pollutant ef- 
fects on a mixed conifer forest 
ecosystem : a progress report, 1976 /, 
78-10926 
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*Plastics industry and trade — Safety 
measures. 
Plastics., 78-11981 

Plastics industry and trade — United States 
— Periodicals. 


Plastic bottles., 78-10538 


*Plates (Engineering) 


Brazed Borsic/aluminum 
panels /, 78-11756 


structural 


Platinum group. 


Platinum-group metals., 78-11540 


Plumbing — Equipment and supplies — 
Statistics — Periodicals. 
Pumbing fixtures., 78-10554 
*Plutonium. 
A study of the reaction of uranium and 
plutonium with bone char /, 78- 
11070 


*Plywood construction. 
A bird and bee problem in house siding 
/, 78-10369 
Poland. 
Background notes., 
Poland, 78-11811 
*Police — Labor productivity. 

Opportunities for improving productivity 
in police services : report of the Ad- 
visory Group on Productivity in Law 
Enforcement., 78-12013 


78-11811 


*Policewomen — New York (City) 
Women on patrol : a pilot study of police 
performance in New York City /, 78- 
11607 


*Political prisoners — Indonesia. 
Human rights in Indonesia : 
the situation with respect to the long- 
term political detainees : hearing be- 
fore the Subcommittee on_ Interna- 
tional Organizations of the Committee 
on International Relations, House of 
Representatives, Ninety-fifth Congress, 
first session, October 18, 1977., 78- 
12139 
*Pollution — United States. 

Environmental protection issues facing 
the nation : study by the staff of the 
U.S. General Accounting Office., 78- 
11100 


a review of 


Major financial assistance programs 
available for industrial pollution con- 
trol expenditures : Federal and EPA 
Region IIl State Programs /, 78- 
10920 

*Pollution — United States — Information 
services. 


AEROS manual series /, 78-10918 


*Pollution control equipment. 
Performance of emission control devices 
on boilers firing municipal solid waste 
and oil /, 78-10930 
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Polution control industry — United States — 
Statistics — Periodicals. 
Manufacturers’ pollution 

capital expenditures and 
costs., 78-10551 

*Polychlorinated biphenyls — Toxicology. 

Bioassay of Arcolor 1254 for possible 
carcinogenicity., 78-11205 


abatement 
operating 


*Polymers and polymerization. 

Volume reduction of tritiated liquid 

wastes with super slurper /, 78-11075 
*Ponderosa pine. 

Cone maturation in ponderosa pine 
foliage scorched by wildfire /, 78- 
10384 

Monoterpenes of ponderosa pine zylem 
resin in western United States /, 78- 
10304 

Predicting wood volumes for ponderosa 
pine from outside bark measurements 
/, 78-10378 

Poplar — Bibliography. 

Populus : a bibliography of world litera- 

ture, 1964-1974 /, 78-10358 
Poplar — North Carolina. 

Growth and development of thinned ver- 
sus unthinned yellow-poplar sprount 
clumps /, 78-10355 


*Postal service — United States. 

Customs Service mail opening : hearings 
before a subcommittee of the commit- 
tee on Government Operations, House 
of Representatives, Ninety-fifth Con- 
gress, first session ..., 78-12095 


communications and _ the 
postal service hearings before the 
Subcommittee on Energy, Nuclear 
Proliferation, and Federal Services of 
the Committee on Governmental Af- 
fairs, United States Senate, Ninety-fifth 
Congress, first session, May 26 and 
June 29, 1977., 78-12102 


*Postal service — United States — Salaries, 
pensions, etc. 
Review of Postal Service’s payroll system 
: U.S. [.stal Service., 78-11111 


Potash industry and trade — United States. 
Potash., 78-11561 


Poultry — Diseases — Periodicals. 
Exotic Newcastle disease surveillance 
program., 78-10498 
*Poultry — Prices — United States. 
Egg and poultry price spreads, 1971-76 /, 
78-10299 
Poultry houses and equipment — 
Directories. 
Accepted meat and poultry equipment., 
78-10497 
*Poultry industry. 
Proceedings of Symposium on Use of 
Solar Energy for Poultry and Livestock 
Production, Auburn University, Au- 
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Alabama, November 9-10, 


78al0976 


burn, 
1976., 


*Power resources — Law and legislation — 
United States. 
Energy Research and Development Ad- 
: Statutes and legislative 
78-12167 


ministration 
histories /, 
ERDA-—statutes and legislative histories., 
78-12167 
Statutes and 
12167 


legislative histories., 78- 
*Power resources — Research — United 

States. 

Public works for water and power 
development and energy research ap- 
propriation bill, 1979 : hearings before 
a subcommittee of the Committee on 
Appropriations, House of Representa- 

Ninety-fifth Congress, second 
78-12029 


tives, 
session /, 
projects in the _ physical 
78-10876 


Research 
sciences /, 
The role of the national laboratories in 
energy R. & D. : hearings before the 
Subcommittee on Fossil and Nuclear 
Energy Research, Development, and 
Demonstration of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-fifth Con- 


gress, first session .... 78-12178 


*Power resources — Taxation — United 
States. 
Energy tax provisions /, 78-12082 
*Power resources — United States. 
Agriculture, energy, and society : grades 
10,11,12., 78-10872 
*Power resources — United States — 
Transportation. 
National energy transportation : 
78-12079 


report /, 


Precipitation (Meteorology) — The West — 

Collected works. 

Storage-gage precipitation data _ for 
western United States., 78-10594 

*Presidents — United States — Messages. 

State of the Union : message from the 
President of the United States ..., 78- 
12240 

*Presidents — United States — Transition 
periods. 

Audit of Ford-Carter presidential transi- 
tion expenditures : report to the House 
Committee on Government Operations 
/, 78-11116 


*Pressure cookery. 


Pressure cookers., 78-11989 


Preventive health services — United States 
— Periodicals. 
Report of the National Heart, Lung, and 
Blood Advisory Council., 78-11217, 
78-11218 
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*Price regulation — United States. 


Commodity program provisions under 


the Food and Agriculture Act of 


1977., 78-10322 


*Prime rate — United States. 

An act to extend the authority for the 
flexible regulation of interest rates on 
deposits and accounts in depository in- 
stitutions, to promote the accountabili- 
ty of the Federal Reserve system, and 
for other purposes., 78-12230 

Prisoners — United States — Accidents. 
Code of Federal regulations., 78-11144 
Judicial administration, 78-11144 

*Prisons — United States — Officials and 
employees. 

Prison employee unionism : management 
guide for correctional administrators /, 
78-11605 

*Private flying — United States — Accidents. 

Aircraft accident data, cor- 
porate/executive operations US. 
general aviation, 1971-1975., 78- 
11847 


*Probability forecasts (Meteorology). 
Automated prediction of thunderstorms 
and severe local storms /, 78-10575 
Operational system for predicting severe 
local storms two to six hours in ad- 
vance /, 78-10586 


*Probes (Electronic instruments) 

A heavy ion beam probe system for in- 
vestigation of a modified penning 
discharge /, 78-11780 

*Process control. 

Instrumentation and process control for 
fossil demonstration  plants., 78- 
10965 


Produce trade — United States — Statistics. 
U.S. foreign agricultural trade statistical 
report., 78-10491 


Produce trade — United States — Statistics 
— Periodicals. 
Field crops production, 
value., 78-10480 


*Product life cycle. 
Computer mode for life cycle costing : 
user's guide /, 78-10821 


*Product safety. 
Anthropometry of infants, children, and 
youths to age 18 for product safety 
design : final report May 31, 1977 /, 
78-11963 
Generic hazards., 78-11966 
*Product safety — Law and legislation. 
Misuse of consumer products., 78- 
11990 
*Product safety — Law and legislation — 
United States. 
Substantial hazards : 


Consumer product 
11976 


disposition, 


section 15 of the 
safety act., 78- 
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*Production standards — United States. 
Unit price standards handbook /, 78- 
10818, 78-10819 
*Professional education of women — United 
States. 
Placing minority women in professional 
jobs /, 78-11656 
*Programmed instruction — Handbooks, 


manuals, etc. 
Programmer/analyst skill levels | and 2., 
78-10721 


Soldier’s manual 12-74F 10/20-pro- 
grammer/analyst, skill levels 1 and 2 /, 
78-10721 

*Programming (Electronic computers) 

FAA computer software quality pro- 

gram., 78-11890 


*Programming languages (Electronic 
computers) 
WYLBUR reference manual., 78-11197 


Project Mariner — Environmental aspects. 
Environmental statement for the Mariner 
Jupiter/Saturn 1977 program., 78- 
11792 


Mariner Jupiter/Saturn 1977 program., 
78-11792 


*Propellers, Aerial — Safety measures. 
Hazards of rotating propeller and 
helicopter rotor blades., 78-11894 


*Property tax credit — United States. 
Tax information on investment credit., 
78-11827 


*Prosecution — United States. 

Proving Federal crimes., 78-11600 
*Prosthesis. 

Veterans Administration prosthetic and 


sensory aids program since World War 
Il /, 78-11940 


*Protective coatings. 

Review of world experience and proper- 
ties of materials for encapsulation of 
terrestrial photovoltaic arrays., 78- 
11019 


*Proteins. 
Soy protein use can increase by 71% by 
1985., 78-10470 


*Protons — Spectra. 
ATS-6 NOAA solid state proton experi- 
ment : mean energy of a finite energy 
passband /, 78-10578 


Public contracts — United States. 


Code of Federal regulations., 78-11148 


Contracting out of jobs and services : 
hearings before the Subcommittee on 
Employee Ethics and Utilization of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-12157 


Federal agencies should be given general 
multiyear contracting authority for 





supplies and services : report to the 


Congress /, 78-11139 

Guide to the Service contract act., 78- 
11652 

Public contracts and property manage- 
ment, 78-11148 


Service contract act., 78-11652 


Public contracts — United States — Finance 

— Periodicals. 

Bid opening report., 

*Public health. 

Health training resources matcrial for 

Peace Corps volunteers., 78-10511 
*Public health — Research — United States. 

The National cancer program : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-fifth Con- 
gress, first session., 78-12094 

*Public health — United States. 

Better health care for America begins 
here : U.S. Health and Nutrition Ex- 
amination Survey : you are an impor- 
tant part of the picture., 78-11239 

*Public health laws — United States. 

Compilation of selected acts within the 
jurisdiction of the Committee on In- 
terstate and Forcign Commerce 
prepared for the use of the House 
Committee on Interstate and Foreign 
Commerce., 78-12123 


Public housing — United States. 
Low-income public housing moderniza- 
tion pogram processing handbook., 

78-11358 


Low-income public housing moderniza- 
tion program handbook., 78-11357 


78-11340 


The valuation analysis handbook for pro- 
ject mortgage insurance., 78-11340 


Public housing — United States — Finance. 
Low-rent housing financing handbook., 
78-11359 


Project fiscal procedures., 78-11337 


Public housing — United States — Finance 

— Handbooks, manuals, etc. 

Additional assistance program for pro- 
jects with HUD-insured or HUD-held 
mortgages., 78-11336 

Housing assistance payments program., 
78-11336 

Public housing — United States — 

Management. 

Management of HUD-insured multifamily 
projects under Section 221(d)(3) and 
Section 236 of the National housing 
act., 78-11335 

*Public opinion — United States. 

Assessment of public opinion and public 
expections concerning the Government 
and the economy : hearing before the 


78-11864 


Office of General Counsel, 
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on Economic Growth 
Joint 


Subcommittee 
and Stabilization of — the 
Economic Committee, Congress of the 
United States, Nineth-fifth Congress, 
first session, June 22, 1977., 78- 
12067 

*Public utilities — United States — Statistics. 

A guide to evaluating your firm’s injury 
and illness experience, 1976 : transpor- 
tation and public utilities industries., 
78-11651 

*Public utility holding companies — United 

States. 

The Securities and Exchange Commis- 
sion’s regulation of public utility hold- 
ing companies : an evaluation of Com- 
mission comments on a critical report : 
report to the Congress /, 78-11109 

*Public welfare — Colorado — Denver. 

The Seattle-Denver income maintenance 
experiment midexperimental labor 
supply results and a generalization to 
the national population : summary re- 
port /, 78-11156 

*Public welfare — United States. 

Impact of illegal aliens on_ public 
assistance programs : too little is 
known : report to the Senate Commit- 
tee on the Budget /, 78-11112 


Welfare reform and the elderly poor : 
hearing before the Select Committee 
on Aging, House of Representatives, 
Ninety-fifth, first session, November 
21, 1977, Miami, Fla., 78-12017 


Public welfare — United States — Addresses, 
essays, lectures. 
Compassion and 

selected speeches of Secretary David 
Mathews, 1975-1977 [i.e. 1976]., 78- 
11157 


*Public welfare — United States — Law. 
Administration's welfare reform proposal 
joint hearings before the Welfare 
Reform Subcommittee of the Commit- 
tee on Agriculture, Committee on 
Education and Labor, Committee on 
Ways and Means, U.S. House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 9030 ..., 78- 
12022 


Code of Federal regulations., 
Public welfare, 78-11150 


*Public welfare — Washington — Seattle. 
The Seattle-Denver income maintenance 
experiment midexperimental labor 
supply results and a generalization to 
the national population : summary re- 
port /, 78-11156 


common sense 


78-11150 


Public welfare administration. 
Federal disaster assistance program, cligi- 
bility handbook under Public Law 93- 
288., 78-11322 
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*Pueblo, Colo. — Floods. 
Floods in vicinity of Pueblo, Colorado., 
78-10801 
Salt Creek : floods in vicinity of Pueblo, 
Colorado., 78-10801 


*Pueblo Indians — Legal status, laws, etc. 
Providing for the return to the United 
States of title to certain lands con- 
veyed to certain Indian Pueblos of 
New Mexico and for such land to be 
held in trust by the United States for 
such tribes : report to accompany S. 
1509., 78-12257 
Pulpwood industry — Southern States — 
Statistics — Periodicals. 
Southern pulpwood  production., 78- 
10397 


Pumice industry — United States. 


Pumice and volcanic cinder., 78-11562 


Pumice industry — United States — 
Statistics. 
Preprint from the 1976 Bureau of Mines 
Minerals Yearbook, 78-11487 


Pumice and volcanic cinder., 78-11487 
Pumping machinery — Statistics — 
Periodicals. 
Pumps and compressors., 78-10548 
Pyrophyllite — United States — Statistics. 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11491 


Talc, soapstone and pyrophyllite., 78- 
11491 


*Racon. 
ATCRBS improvement program reflector 
antenna development /, 78-11911 


The development of an ATCRBS 
monopulse measurement capability at 
the Transportation Systems Center : 
fiscal year 1974 /, 78-11909 


Test and evaluation of the beacon 
processing subsystem of the automated 
radar terminal system (ARTS III) all- 
digital tracking level system /, 78- 
11915 


*Radar. 

Absolute calibration of the RADSCAT 
scatterometer using precision spheres / 
William L. Grantham, Lyle _ C. 
Schroeder, and John L. Mitchell ; 
Langley Research Center., 78-11678 


Detection of moisture in construction 


materials /, 78-10765 
An improved algorithm for 
processing /, 78-10843 
Improved azimuth and heading estimates 


using range and azimuth measurements 
/, 78-10831 


adaptive 
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*Radar — Antennas. 

ATCRBS improvement program reflector 
antenna development /, 78-L1911 

An investigation into the capability of 
monitoring the NADIF antenna /, 78- 
11913 

A simple method of height determination 
using fan-beam search radars /, 78- 
10844 

Test and evaluation of ATCRBS clec- 
tronic scan antenna : ( system test) /, 
78-11914 

*Radar — Testing — Programmed 
instruction. 

TS-148 radar test set training : final- 
training program for 24 June 1974 -23 
September 1975 /, 78-10854 

*Radar air traffic control systems. 

ATCRBS improvement program reflector 
antenna development /, 78-11911 

The ATCRBS 
monopulse measurement capability at 
the Transportation Systems Center 
fiscal year 1974 /, 78-11909 


development of an 


An investigation into the capability of 
monitoring the NADIF antenna /, 78- 
11913 

Plan view display (PVD) 
lighting /, 78-11910 

Test and evaluation of ATCRBS elec- 

( system test) /, 


background 


tronic scan antenna : 
78-11914 
*Radar defense networks — Handbooks, 

manuals, etc. 

Ground surveillance radar crewman for 
skill levels 4/5., 78-10727 

Soldier’s manual 
radar crewman for skill levels 4/5., 
78-10727 


ground surveillance 


*Radar indicators. 
Plan view display (PVD) 
lighting /, 78-11910 


*Radar meteorology. 

An analysis of weather spectra variance 

in a tornado storm /, 78-10577 
*Radiant heating. 

Apparatus for experimental investigation 
of aerodynamic radiation with absorp- 
tion by ablation products /, 78-11772 

*Radiation — Physiological effect. 

Radiation health and safety : hearings be- 
fore the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
first session .... 78-12064 

*Radiation — Safety measures. 

Radiation exposure : [an act to authorize 
appropriations for financial assistance 
to limit radiation exposure ... ], 78- 
12301 


background 


Page I-524 





Subject Index 


Radiation health and safety : hearings be- 
fore the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
first session ...,  78-12064 

*Radio — Intererences. 

Radio channel capacity limitations /, 

78-10531 
*Radio — Interference. 

Radio interference with minicomputers 
and minicomputers peripherals /, 78- 
11073 

*Radio — Interferences. 

Electromagnetic cosite 

{EMCAN] model /, 78-10530 
*Radio audiences — Indonesia. 

VOA audience estimate for urban In- 
donesia : (Java and Sumatra), 1975., 
78-11594 


analysis 


*Radio frequency. 
ELF nonlinear processing experimental 
measurements /, 78-10838 
Radio channel capacity limitations /, 
78-10531 
Radio frequency — Periodicals. 
Radio frequency plan., 78-11925 
U.S. Coast Guard radio frequency plan, 
78-11925 


Radio in navigation — Periodicals. 
Radio frequency plan., 78-11925 


U.S. Coast Guard radio frequency plan, 
78-11925 


*Radio in politics — United States. 
Broadcasting the proceedings of the 
House : a report of the Committee on 
Rules on its study of alternative 
methods of providing complete and 
unedited audio and visual broadcasting 
of the proceedings of the House of 

Representatives /, 78-12262 


*Radio industry and trade — United States 
— Equipment and supplies — Addresses, 
essays, lectures. 
Consumer _ electronics 

10614 


Thoughts on the FCC and the consumer 
electronics industry : remarks of /, 
78-10614 

*Radio noise. 

ELF nonlinear processing experimental 

measurements /, 78-10838 


*Radio relay systems — Standards — United 
States. 
FM repeater systems., 78-11603 
NILECJ standard for FM _ repeater 
systems : a voluntary national standard 
promulgated by the National Institute 
of Law Enforcement and Criminal 
Justice., 78-11603 
*Radio wave propagation. 
Electromagnetic cosite 
[EMCAN] model /, 78-10530 


industry., 78- 


analysis 
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*Radioactive decontamination. 
Formerly utilized MED/AEC 
remedial action programs : radiological 
survey of the Hooker Chemical Com- 
pany, Niagara Falls, N.Y.,  78-10875 


sites 


Hooker 
Falls, 


survey of the 
Company, Niagara 
78-10875 


Radiological 
Chemical 
New York., 

*Radioactive pollution. 

Tritium waste control project : October 

1976-March 1977 /, 78-11074 


Tritium waste control project progress 
report : July-September, 1976 /, 78- 
11071 


Radioactive substances — Alaska — 

Amchitka Island. 

Hydrologic processes and radionuclide 
distribution in a cavity and chimney 
produced by the Cannikin nuclear ex- 
plosion, Amchitka Island, Alaska /, 
78-11448 


*Radioactive Substances — Safety measures. 
Nuclear safeguards progress report 
January-June 1976... /, 78-11069 


Tritium waste control project progress 
report : July-September, 1976 /, 78- 
11071 


*Radioactive waste disposal in the ground 

— Washington (State) — Hanford. 

High-level nuclear waste : hearing before 
a subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
first session, June 18, 1977., 78- 
12098 


*Radioactivity. 

Handbook for aerial radiological moni- 
tors : supplement to Handbook for 
radiological monitors., 78-10674 

*Radiobiology — Research. 

Annual report on research project /, 

78-11008 
*Radiography — Computer programs. 

Program for colcluation X-ray powder 
diffraction interplanar (d) spacings 
with a Tektronix-31 desk top pro- 
grammable calculator /, 78-11072 


*Railroads — Abandonment. 
Abandonment of _ rail 
southwestern Wisconsin., 


service in 
78-11598 


Draft environmental impact statement : 
abandonment of rail service’ in 
southwestern Wisconsin., 78-11598 


*Railroads — Accidents — Mathematical 
models. 
Mechanics of train collision /, 
*Railroads — Cars — Dynamics. 
Dynalist II : a computer program for sta- 
bility and dynamic response analysis of 
rail vehicle systems /, 78-11873 


78-11875 





*Railroads — Environmental aspects — 
Michigan. 
Abandonment of rail 
southwestern Wisconsin., 


service in 
78-11598 

Draft environmental impact statement : 
abandonment of rail service’ in 
southwestern Wisconsin., 78-11598 

*Railroads — Nebraska — Stratton — 

Accidents. 

Railroad/highway accident report : colli- 
sion of a Burlington Northern freight 
train with a bus, Stratton, Nebraska, 
August 8, 1976., 78-11851 


*Railroads — Oklahoma — Marland — 

Accidents. 

Railroad/highway accident report : colli- 
sion of an Amtrak/Atchison, Topeka 
and Santa Fe railway train and a trac- 
tor-cargo tank semitrailer, Marland, 
Oklahoma, December 15, 1976., 78- 
11852 


*Railroads — Track. 
The effects of accelerated ballast con- 
solidation /, 78-11878 


Parametric study of track response /, 
78-11880 


*Railroads — Track — Alignment — 
Measurement. 
DOT test train program system instru- 
mentation manual /, 78-11877 


*Railroads — Track-inspection cars. 
DOT test train program system instru- 
mentation manual /, 78-11877 


Railroads — United States — Congresses. 
Congressional symposium railroads, 
1977 and beyond, problems and 
promises : background material /, 78- 
12124 


*Railroads — United States — 

Consolidation. 

Preliminary standards, classification, and 
designation of lines of class | railroads 
in the United States : a report by the 
Secretary of Transportation : additions 
and corrections., 78-11866, 78- 
11867 


*Railroads — United States — Full crew 
rules. 
The crew size dispute in the railroad in- 
dustry /, 78-11882 


*Railroads — United States — Passenger 
traffic. 
Improved passenger service for 
corridors /, 78-11870 
*Railroads and state — United States. 
Preliminary standards, classification, and 
designation of lines of class | railroads 
in the United States : a report by the 
Secretary of Transportation : additions 
and corrections., 78-11866, 78- 
11867 


Rail planning manual., 
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*Rain forests — Hawaii. 
Underplanting trials in Ohia rain forests 
/, 78-10382 
*Range management — United States. 
Opportunities to increase red meat 
production from ranges of the USA /, 
78-10291 


Rare earth industry — United States. 

Rare-earth clements, yttrium, and thori- 
um., 78-11582 

*Rayleigh scattering. 

Absolute Rayleigh scattering cross sec- 
tions of gases and freons of strato- 
spheric interest in the visible and ul- 
traviolet regions /, 78-11751 

Real estate business — United States. 

Interested persons transactions., 78- 

11352 
*Real estate investment — Law and 
legislation — United States. 

Reducing speculation in excess lands 
purchased under the Federal reclama- 
tion laws by imposing additional 
restrictions on sales and resales of such 
excess lands originally sold to qualify 
for water rights under such laws, and 
for other purposes : report together 
with dissenting views to accompany 
H.R. 3420., 78-12282 

Real property — United States — Prices. 

Farm real estate market developments., 

78-10487 


Real property tax — United States — 
Periodicals. 
Farm real estate taxes., 


*Rebates — United States. 

Rebating practices in the United States 
foreign trade : report together with ad- 
ditional views to accompany H.R. 
9518., 78-12289 

*Recall — District of Columbia. 

Aproving an amendment to the District 
of Columbia Charter relating to the re- 
call of elected officials : report to ac- 
company H. Con. Res. 471., 78- 
12344 


Home rule charter amendment providing 
for recall of elected officials : report to 
accompany H. Con. Res. 471., 78- 
12268 


*Reclamation of land — Environmental 
aspects — United States. 

Reclamation practices and environmental 
problems of surface mining : hearings 
before the Subcommittee on Energy 
and the Environment of the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 2 ..., 
78-12133 


Surface mining control and reclamation 
act of 1977., 78-12133 


78-10488 
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Reclamation of land — The West. 

Coal surface mining reclamation costs in 
the Western United States /, 78- 
11463 

Reclamation of land — United States. 
Code of Federal regulations., 78-11149 


Public lands: Interior, 78-11149 


*Referendum — District of Columbia. 
Aproving an amendment to the District 
of Columbia Charter relating to initia- 
tive and referendum : report to accom- 
pany H. Con. Res. 464., 78-12345 


Home rule charter amendment providing 
for initiative and referendum : report 
to accompany H. Con. Res. 464., 78- 
12267 


Reforestation — United States — Statistics — 
Periodicals. 
Forest planting, seeding, and _ silvical 
treatments in the United States., 78- 
10335 


*Refractory materials — Testing. 
Study of heat transfer through refractory 
lined gasifier vassel walls /, 78-11044, 
78-11045 


*Refrigeration and refrigerating machinery 

— Vocational guidance. 

The US Army Engineer School ap- 
prenticeship program for the trade of 
Refrigeration/Air conditioning 
repairer-servicer., 78-10743 


*Refrigerators — Maintenance and repair. 


Refrigerator and freezer doors., 78- 


11988 


*Refrigerators — Safety measures. 
Refrigerator and freezer doors., 78- 
11988 


*Refugees — Asia, Southeastern. 


Final report to the President., 78-11801 


Refugees — Indochina. 
Report to Congress., 78-11158 


*Refugees — United States. 
Final report to the President., 78-11801 


Report to Congress., 78-11158 


*Refugees, Political — Legal status, laws, 
etc. — United States. 
Extension of Indochina refugee 

assistance program : hearings before 

the Subcommittee on Immigration, 

Citizenship, and International Law of 

the Committee on the Judiciary, House 

of Representatives, Ninety-fifth Con- 
gress, first session, on H.R. 9133, and 

H.R. 9134, and H.R. 9110 Sep- 

tember 23 and 27, 1977., 78-12146 


*Refuse and refuse disposal — Information 
services. 
Worldwide solid waste literature : collec- 
tion/retrieval services available from 
EPA /, 78-10922 
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*Rehabilitation of criminals. 

Treaty with Mexico on the execution of 
penal sentences and Treaty with 
Canada the execution of penal sen- 
tences : report together with individual 
views to accompany Ex. D, 95-1 and 
Ex. H., 95-1., 78-11955 

Relocation (Housing) — United States. 

Relocation policies and procedures., 

78-11307 
*Remote sensing systems — Handbooks, 
manuals, etc. 

Ground surveillance radar crewman for 
skill levels 4/5.,  78-10727 


Soldicr’s manual ground surveillance 
radar crewman for skill levels 4/5., 
78-10727 


Renal insufficiency — Economic aspects — 

United States. 

Review of Medicare payments to renal 
physicians under the alternative 
method of reimbursement /, 78- 
12190 


*Rent subsidies — United States. 
Section 236 rental housing : 
tion with Iessons for the future : 
to the Congress /, 78-11136 
Rental housing — United States. 
Rental and cooperative housing for lower 
78-11341 


an cvalua- 
report 


income familics., 
*Repairing trades — Vocational guidance. 
Aircraft powertrain 
repairer/nondestructive —_inspector., 
78-10735 


Fabric repairman., 78-10703 


Soldier's 
repaircr/ 
MOS 68B, 
10735 


aircraft powertrain 
inspector, 


1/2/3., 78- 


manual 
nondestructive 
skill levels 
Soldicr’s manual : fabric repairman., 
78-10703 


The US Army Engineer School ap- 
prenticeship program for the trade of 
electrician repairer., 78-10745 

The US Army Engineer School ap- 
prenticeship program for the trade of 
Refrigeration/Air conditioning 
repairer-servicer., 78-10743 

*Repairing trades — Vocational guidance — 

Handbooks, manuals, etc. 

Fabric repairman, MOS 43M skill levels 
land 2., 78-10702 

Solider’s manual fabric repairman, 
MOS 43M skill levels | and 2., 78- 
10702 

*Requisitions, Military. 

Quartermaster equipment repairman., 
78-10695 

Soldicr’s manual MOS 63J quarter- 
master equipment repariman, _ skill 
level one/two., 78-10695 
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*Research — Antarctic regions — Costs. 
Financing research in Antarctica : tighter 
control of logistic support costs needed 
: report to the Committee on Foreign 
Relations, United States Senate /, 78- 
11126 


*Research — United States — Finance. 

Need for a Government-wide budget 
classification structure for Federal 
research and development information 
: apendix IV : report to the Congress /, 
78-11134 


*Research, Industrial. 

Mcthodology of cvaluating research and 
development projects : final report /, 
78-11012 

Restaurants, lunch rooms, etc. — Employees 

— Taxation — United States. 

Reporting your tips for Federal tax pur- 
poses., 78-11826 

*Retired military personnel — Employment 

— United States. 

Dual compensation, retired military per- 
sonnel in Federal civilian positions : 
hearings before the Subcommittee on 
Investigations of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, July 26, 28, and Sep- 
tember 21, 1977.,  78-12158 


*Retirement — Ohio — Cleveland. 

Retirement age policies and housing for 
the elderly in Cleveland, Ohio 
hearings before the Select Committee 
on Aging, House of Representatives, 
Ninety-fifth Congress, first session, 
Cleveland, Ohio, August 8, 9, and 10, 
1977., 78-12016 


*Retirement — United States. 
The carly retirement decision : evidence 
from the 1969 retirement history study 
/, 78-11166 


*Reusable space vehicles. 
Correlation of self-contamination experi- 
ments in orbit and scattering return 
flux calculations /, 78-11749 


Heat-transfer distributions on a 0.013- 
scale shuttle solid rocket booster at 
Mach 3.70 and angles of attack from 0 
to 180 /, 78-11752 

Space transportation system hearings 
(including report) before the Subcom- 
mittee on Space Science and Applica- 
tions of the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, May 17, 18, 1977., 78-12170 

*Revenue sharing — United States. 

Extension and_ revision of general 
revenue sharing : areas for Committee 
consideration /, 78-12084 

Rhenium. 

Rhenium., 78-11583 
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Right to Read program. 
Education bricfing paper., 
Right to read, 78-11184 

*Ripley, Miss. — Floods. 
Floods in Ripley, Mississippi : South Tip- 

pah Creek and tributaries., 78-10802 

South Tippah Creck and Tributaries., 
78-10802 

River channels. 

Hydraulic geometry of river cross-sec- 
tions : theory of minimum variance /, 
78-11450 

*Rivers — Alaska. 


Channel crosion surveys along TAPS 
route, Alaska, 1975 /, 78-11442 


*Rivers — Mathematical models. 

A mathematical model for unsteady-flow 
computations through the complete 
spectrum of flows on the lower Ohio 
River : final report /, 78-10749 

*Riverton, N.J. — Floods. 

Floods in Riverton-Cinnaminson vicinity, 
New Jersey ; how to avoid damage., 
78-10803 

*Roads — Design — Data processing. 

Roadway design system : user manual., 

78-11853 


*Roads — Environmental aspects — 

Colombia. 

Pan American Highway Darien Gap, 
Tocumen, Panama, to Rio Leon, 
Colombia : administrative action : final 
environmental impact statement., 78- 
11861 


*Roads — Environmental aspects — 
Color do. 
Final environmental/4(f) statement, pro- 
ject I 70-2(11), Dotsero-West., 78- 
11859 


*Roads — Environmental aspects — 

Colorado — Colorado Springs. 

Project M 5313(i), Union Boulevard in 
Colorado Springs, Colorado : adminis- 
trative action, combined draft environ- 
mental impact statement and location 
report /, 78-11860 


*Roads — Environmental aspects — 

Panama. 

Pan American Highway Darien Gap, 
Tocumen, Panama, to Rio Leon, 
Colombia : administrative action : final 
environmental impact statement., 78- 
11861 


*Roads — Snow and ice control. 
A computer model of municipal snow 
removal /, 78-10769 


*Roads — United States — Finance. 

Federal aid highway act of 1978 
hearings before the Subcommittee on 
Transportation of the Committee on 
Environment and Public Works, 
United States Senate, Ninety-fifth Con- 
gress, first session .... 78-12161 
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Roads — United States — Finance — 
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Bid opening report., 
Roads — United States 
Periodicals. 
Highway statistics charts., 


Highway statistics charts., 


78-11864 


- Statistics — 


78-11855 


*Rocket engines. 
Heat-transfer distributions on a 0.013- 
scale shuttle solid rocket booster at 
Mach 3.70 and angles of attack from 0 
to 180 /, 78-11752 
*Rocks. 

Research on the physical properties of 
geothermal reservoir rocks ... /, 78- 
11001 

*Roofs. 

Detection of 

materials /, 


moisture in construction 


78-10765 


*Ross Sea — Navigation — Tables. 
Area 22, Ross Sea, station C (Hawaii), 
78-10650 
Omega propagation correction tables for 
10.2 kHz : area 22, Ross Sea, station C 
(Hawaii)., 78-10650 


*Rotors (Helicopters) 

Correlation of full-scale helicopter rotor 
performance in air with model-scale 
freon data /, 78-11700 

Effects of rotor model degradation on 
the accuracy of rotorcraft real-time 
simulation /, 78-11729 

Preliminary design study of an_inter- 
grated tail rotor servo power module : 
final report /, 78-10813 


*Rotors (Helicopters) — Safety measures. 

Hazards of rotating propeller and 
helicopter rotor blades., 78-11894 

*Rotors (Helicopters) — Testing. 

Flight test of a composite multi-tubular 
spar main rotor blade on the AH-1G 
helicopter final report for period 
June 1974-January 1977 /, 78-10812 

Rubidium. 


Cesium and rubidium., 78-11576 


*Rural conditions — Statistics. 
Community program. statistics 
1975., 78-10465 


1940- 


*Rural development — United States. 
Agriculture, rural development, and re- 
lated agencies appropriations for 1979 


hearings before a subcommittee of 


the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session /, 78-12026 
Rural electrification — United States — 
Statistics — Periodicals. 
Annual report of energy purchased by 
REA borrowers., 78-10435 
*Rural environmental assistance program. 
Agricultural conservation program., 78- 
10461, 78-10462 
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Agricultural Conservation Program 
practice accomplishments by states 
40 year summary, 1936 through 1975., 
78-10452 

Draft environmental statement 

conservation program., 78- 
78-10462 


> agricul- 
tural 
10461, 


Pennsylvania annual report., 78-10450 


Practice accomplishments by states., 
78-10452 
*Rural environmental assistance program — 
Statistics. 
Community program 
1975., 78-10465 


statistics 1940- 


1950-1975., 


Housing program statistics : 
78-10466 


*Rural health services — Maine. 

Rural health care, problems = and 
prospects, 1977 : hearing before the 
Subcommittee on Health and Scientific 
Research of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, first session 
Bangor, Maine, August 30, 1977., 
78-12118 


*Rural health services — United States. 
Nonurban drug abuse programs 
descriptive study., 78-11270 
*Rural poor — Transportation — West 
Virginia. 
Feastibility of developing low-cost mea- 
sures of demand for public transporta- 
tion in rural ares /, 78-11838 


*Russia — Economic conditions — 1965- 
Soviet economic problems and prospects 
:astudy /, 78-12073 


*Russia — Economic policy — 1976- 

Soviet economic problems and prospects 

:astudy /, 78-12073 
*Russia — Foreign relations — United 

States. 

Threshold test ban and peaceful nuclear 
explosion treaties : hearings before the 
Committee on Foreign Relations and 
the Subcommittee on Arms Control, 
Oceans, and International Environment 
of the Committee on Foreign Rela- 
tions, United States Senate, Ninety- 
fifth Congress, first session, on Execu- 
tive N, 94th Cong., 2d sess. ...,  78- 
12090 


Saccharin. 

The banning of saccharin, 1977: hearing 
before the Subcommittee on Health 
and Scientific Research of the Com- 

on Human Resources, United 
Senate, Ninety-fifth Congress, 
June 7, 1977., 78- 


mittee 
States 
first session 
12119 
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*Safety goggles — Testing. 

Development of criteria and test methods 
for eye and face protective devices /, 
78-11260 

*Safety hats — Testing. 

Development of criteria and test methods 
for eye and face protective devices /, 
78-11260 

*Safety regulations — United States. 

General safety criteria., 78-11142 

*Salinity. 

Performance evaluation of guideline 
mode! 8400 laboratory salinometer /, 
78-10584 

*Salinity — Wyoming — Green River Basin. 

An analysis of salinity in streams of the 
Green River Basin, Wyoming /, 78- 
11451 

Salt industry and trade — United States. 

Salt., 78-11573 


Salt industry and trade — United States — 
Statistics. 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11488 


Salt., 78-11488 


*Saltwater encroachment — United States. 
Salt water intrusion in the United States 
/, 78-10910 
Sand and gravel industry — United States. 
Sand and gravel., 78-11584 


*Sand-dunes. 
Planting guidelines for dune creation and 
stabilization /, 78-10779 
Sand-dunes — Texas — Padre Island. 
Monitoring of foredunes on Padre Island, 
Texas /, 78-10770 


*School buildings — Law and legislation — 

Jordan. 

School construction : agreement between 
the United States of America and Jor- 
dan signed at Amman July 22, 1976., 
78-11819 


*School buildings — Law and legislation — 

United States. 

School construction : agreement between 
the United States of America and Jor- 
dan signed at Amman July 22, 1976., 
78-11819 

*School children — Food — United States. 

Summer food and fun., 78-10494 


*School integration — United States. 

Better criteria needed for awarding 
grants for school desegregation : report 
of the Comptroller General of the 
United States., 78-11122 

School 
problems and prospects., 


desegregation in the 1970's 
78-11187 
*Science and state — United States. 
Reorganization of Federal science and 
technology activities : report /, 78- 
12105 


Page I-527 





Scientific apparatus and instruments — 
Statistics — Periodicals. 
Selected instruments 

products., 78-10550 

Scrap metal industry — United States. 

Iron and steel scrap., 78-11528 


and related 


Scrap metal industry — United States — 
Statistics. 


Iron and steel scrap., 78-11480 


Preprint from the 1975 Bureau of Mines 

Minerals Yearbook, 78-11480 
*Screws. 

Denial of import relief for the U.S. bolt, 
nut, and large screw industry : commu- 
nication from the President of the 
United States .... 78-12249 

*Scrubber (Chemical technology) 

Evaluation of foam scrubbing as a 
method for collecting fine particulate 
/, 78-10941 

*Sea ice. 

Ice accumulation on ocean structures /, 
78-10761 

Icc arching and the drift of pack ice 
through channels /, 78- 
10762 

The internal structure of fast ice near 
Narwhal Island, Beaufort Seca, Alaska 
/, 78-10768 

*Sea ice drift. 

Ice arching and the drift of pack ice 
through restricted channels /, 78- 
10762 


restricted 


*Sea-power. 
The U.S. sea contro! mission : 
capabilities, and requirements /, 78- 
12205 


forces, 


*Secondary recovery of oil. 

EL Dorado Micellar-Polymer Demonstra- 
second annual report 
78-10970 


tion Project 
July 1975-May 1976 /, 

Little Tom Thermal Recovery Demon- 
stration Project, Zavala County, Texas 
/, 78-10968 


North Stanley polymer demonstration 
project first annual report /, 78- 
10969 


*Secondary recovery of oil — United States. 

Interfacial effects in the recovery of 
residual oil by displacement : studies at 
Northwestern University /, 78-10985 

Security classification (Government 
documents) — United States. 

National Archives, security classification 
problems involving Warren Commis- 
sion files and other records : hearing 
before a subcommittee of the Commit- 
tee on Government Opcrations, House 
of Representatives, Ninety-fourth Con- 
gress, first session, November li, 
1975., 78-12092 
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*Sediment transport. 
Calculating a yearly limit depth to the 
active beach profile /, 78-10773 
Impact of nearstream vegetation and 
stream morphology on water quality 
and stream biota /, 78-10925 


*Sedimentation and deposition — 

Handbooks, manuals, etc. 

A guide for crosion & sediment control 
in urbanizing areas of Colorado ; in- 
terim guide., 78-10418 

Seed industry and trade — United States — 

Statistics — Periodicals. 

Seed crops., 78-10481 

*Seismic waves. 

Utilization of exploration 
technology for high resolution mapping 
of a geothermal reservoir /, 78-11088 


seismic 


*Seismological research. 
Utilization of seismic exploration 
technology for high resolution mapping 
of a geothermal reservoir /, 78-11088 
Selenium. 


Selenium and tellurium., 78-11554 


*Semiconductors. 
Adhesion and friction of iron and gold in 
contact with elemental semiconductors 

/, 78-11736 


*Sentences (Criminal procedure) — United 

States. 

Sentencing guidelines : structuring judi- 
cial discretion : report on feasibility 
study /, 78-11606 

*Separators (Machines) 

Advanced scavenge systems for an in- 

tegrated engine inlet particle separator 
final report for period 21 March 
1975-21 March 1977 /, 78-10815 


*Sequences (Mathematics) 
Mean and variance of the correlation 
magnitude of random and pseudonoise 
sequences /, 78-10842 


Service industries — United States. 

Contracting out of jobs and services : 
hearings before the Subcommittee on 
Employce Ethics and Utilization of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-12157 

*Service industries workers — Vocational 
guidance. 

The US Army Engineer School ap- 
prenticeship program for the trade of 
Refrigeration/Air conditioning 
repairer-servicer., 78-10743 

*Sewage — Biological treatment. 

Cultivation on sewage of microalgae har- 
vestable by microstrainers : progress 
report /, 78-10887 
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*Sewage — Purification — Activated sludge 
process — Congresses. 

Handling, treatment and disposal of 
wastewater sludge., 78-10911 

USA/USSR Symposium: Handling, Treat- 
ment and Disposal of Wastewater 
Sludge, Moscow, USSR, May 13-16, 
1975 /, 78-10911 

Sewage — Purification — Chlorination. 

Disinfection efficiency and residual tox- 
icity of several wastewater disinfec- 
tants: /, 78-10942 

Sewage disposal. 

Disinfection efficiency and residual tox- 
icity of several wastewater disinfec- 
tants: /, 78-10942 

*Sewage disposal — Congresses. 

Handling, treatment and disposal of 

wastewater sludge., 78-10911 


USA/USSR Symposium: Handling, Treat- 
ment and Disposal of Wastewater 
Sludge, Moscow, USSR, May 13-16, 
1975 /, 78-10911 


Sewage disposal — United States. 

Central water and sewage systems 
(ownership and organization)., 78- 
11329 


*Sewage disposal plants — United States. 
European waste-to-energy systems : case 
study of Geneva-Cheneniers, Switzer- 
land /, 78-10982 
*Sewage sludge. 
Control schemes for the activated-sludge 
/ by Robert Smith, Richard G. Eilers., 
78-10945 


*Sewage sludge — Congresses. 
Handling, treatment and disposal of 
wastewater sludge., 78-10911 


USA/USSR Symposium: Handling, Treat- 
ment and Disposal of Wastewater 
Sludge, Moscow, USSR, May 13-16, 
1975 /, 78-10911 


*Sex discrimination against women — Law 
and legislation — United States. 
Legislation to prohibit sex discrimination 

on the basis of pregnancy : hearing be- 
fore the Subcommittee on Employ- 
ment Opportunities of the Committee 
on Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 5055 and H.R. 
6075 ..... 78-12078 


*Sex discrimination against women — 
United States. 
The equal rights amendment and alimony 
and child support laws., 78-12007 


Sheep — United States — Statistics — 
Periodicals. 


Sheep and goats., 78-10479 





*Sheltered workshops — United States — 

Statistics. 

Sheltered workshop study : a nationwide 
report on sheltered workshops and 
their employment of handicapped in- 
dividuals., 78-11654 

*Shielding (Radiation) 

Building design for radiation shiclding 
and thermal efficiency., 78-10675 

Design, fabrication, and structural testing 
of a lightweight shadow shield for 
deep-space application /, 78-11698 

Ship-building — United States. 

The depressed condition of the U.S.-flag 
tanker industry : hearing before the 
Committce on Commerce, United 
States Senate, Ninety-fourth Congress, 
first session ... February 7, 1975., 78- 
12058 

Shipbuilding, ship maintenance, and 
claims hearings before the Task 
Force on National Security and Inter- 
national Affairs of the Committee on 
the Budget, House of Representatives, 
Nincty-fifth Congress, first session, Oc- 
tober 4 and 5, 1977., 78-12056 

*Shipment of goods — Standards. 

Personal property traffic management 
regulation., 78-10634, 78-10635, 
78-10636, 78-10637 


*Shipping bounties and subsidies — United 
States. 
Costs of cargo preferences : 
Comptroller General of 
States., 78-11135 


report of the 
the United 


*Ships — Safety regulations — United 
States. 
Marine safety manual., 


78-11926 


*Shore-lines. 

A numerical hindcast model for wave 
spectra on water bodies with irregular 
shoreline geometry report /, 78- 
10755 

*Shore protection — California — Imperial 

Beach. 

Breakwater stability study, Imperial 
Beach, California : hydraulic model in- 
vestigation, final report /, 78-10750 

*Shore protection — United States — 

History. 

The history of the Beach Erosion Board, 
U.S. Army, Corps of Engineers, 1930 - 
63 /, 78-10771 

*Short take-off and landing aircraft. 

Wind-tunnel investigation of internally 
blown jet-flap STOL airplane model /, 
78-11696 

*Shower-baths — Accidents. 


Bathtub and shower injurics., 78-11967 


*Shrimps. 
Studies on the time course of salinity and 
temperature adaptation in the com- 
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mercial brown shrimp penacus aztecus 
ives : final report /, 78-10757 
*Signal generators — Testing — 

Programmed instruction. 

SG-299 B/U signal generator training : 
final-training program for 24 June 
1974 - 23 September 1975 /, 78- 
10865 

URM-25D signal gencrator training 
final-training program for 24 June 
1974 -23 September 1975 /, 78- 
10861 

*Signal processing. 

ELF nonlinear processing experimental 

measurements /, 78-10838 
*Silane. 

Floating substrate process : large arca sil- 
icon sheet task, low-cost silicon solar 
array project /, 78-11020 

Large area silicon sheet task, low-cost 
silicon solar array., 78-11020 

Synthesis of silane and silicon in a non- 
equalibrium plasma jet... /, 78- 
11025, 78-11026 

*Silicon. 

Chemical vapor deposition growth /, 
78-11021 

Floating substrate process : large area sil- 
icon sheet task, low-cost silicon solar 
array project /, 78-11020 

Heat exhanger-ingot casting/slicing 
process : silicon shect growth develop- 
ment for the large area silicon sheet 
task of the low cost silicon solar array 
project /, 78-11022 

Hot forming of silicon sheet, silicon sheet 
growth development for the large area 
silicon shect task of the low cost sil- 
icon solar array project /, 78-11023 

Large area silicon sheet task, low-cost 
silicon solar array., 78-11020 

Silicon ribbon growth by a capillary ac- 
tion shaping technique ... /, 78-11018 

Solar silicon via improved and expanded 
metallurgical silicon technology /, 78- 
11024 

Synthesis of silane and silicon in a non- 
equalibrium plasma jet... /, 78- 
11025, 78-11026 

Silicon — Statistics. 

Preprint from the 1976 Bureau of Mines 
Minerals Yearbook, 78-11489 

Silicon., 78-11489 

*Silos. 
Utlization and construction of pit silos., 
78-10519 
Silver mines and mining — United States. 
Gold and silver., 78-11533 
*Skis and skiing — Accidents and injuries. 
Skiing and skiing equipment., 78-11975 
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*Skis and skiing — Equipment and supplies. 

Skiing and skiing cquipment., 78-11975 

*Slash (Logging) 

A logging residue “yield” table for Ap- 
palachian hardwoods /, 78-10373 

A management improve 
timber sale slash brush 
disposal activity review action plan and 
report : Pacific Northwest Region., 
78-10340 

Small business. 

Small business, minority and labor sur- 
plus area contracting program., 78- 
11315 

*Small business — Law and legislation. 

H.R. 3981 and H.R 3984, the small busi- 
ness energy conservation and commer- 
cialization amendments : hearing be- 
fore the Subcommittee on Energy, En- 
vironment, Safety, and Research of the 
Committee on Small Business, House 
of Representatives, Ninety-fifth Con- 
gress, first session ..., 78-12181 

The Regulatory flexibility act, S. 1974 : 
hearing before the Subcommittee on 
Administrative Practice and Procedure 
of the Committee on the Judiciary, 
United States Senate, Ninety-fifth Con- 
gress, first session ...,  78-12149 


*Small business — Law and legislation — 
United States. 
Small Business Administration and _ in- 
vestment act with amendments : 1953- 
76/, 78-11949 


*Small business — Taxation. 
Business use of your home., 


contract to 
treatment 


78-11828 


*Small business investment companies. 
Small Business Administration and _ in- 
vestment act with amendments : 1953- 
76/, 78-11949 


*Smokemeters. 
Smoke detectors., 78-11986 


Smoking — Periodicals — Bibliography. 
Bibliography on smoking and health., 
78-11191 


*Snow — Maps. 
Winter snow-cover maps of North Amer- 
ica and Eurasia from satellite records, 
1966-1976 /, 78-10581 


*Snow removal — Mathematical models. 
A computer model of municipal snow 
removal /, 78-10769 


*Snow surveys — Colorado. 
Water supply outlook 
private-cooperative 
78-10427 
Soapstone — United States — Statistics. 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11491 


Federal-State- 
snow surveys., 


Talc, soapstone and pyrophyllite., 78- 
11491 
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Italy. 

International agreement with Italy on so- 
message from the Pre- 


United States ...,  78- 


cial security 
sident of the 
12255 


*Social security Law and legislation 
United States. 

International agreement with Italy on so- 
message from the Pre- 


United States , 78- 


cial security 
sident of the 
12255 

United States. 

Long-term financing of the social securi- 


*Social security 


ty trust funds (decoupling) /, 78- 
12191 
Recent changes in social security., 78- 


11165 
United States. 
measuring America., 


*Social surveys 
Census surveys 
78-10532 


Measuring America., 78-10532 


*Social workers — United States 

Congresses. 

Working Conference on 

Minimum Review Criteria for Profes- 

sional Social Work Practice : April 4- 
1976, Pittsburgh, Pennsylvania /, 


78-11234 


Proceedings, 


Sodium compounds. 


Sodium compounds., 78-11574 


*Soil conservation. 
Guidelines for monitoring and reporting 
demonstration projects section 32 


program Streambank crosion control 
evaluation and 


1974, final report /, 78-10756 


Planting guidelines for dune creation and 
stabilization /, 78-10779 


Planting guidelines for marsh develop- 
ment and bank stabilization /, 78- 


10778 


*Soil consolidation. 
Analysis of consolidation of earth and 
rockfill report /, 78- 
10758 


dams final 
United States. 
Soil and water management systems for 
78-10439 


*Soil erosion 


sloping land 


*Soil mechanics. 
Evaluation of laboratory suction tests for 
prediction of heave in foundation soils 


final report /, 78-10752 


*Soils — California — Contra Costa 


Maps. 
Soil survey of 


Contra Costa 


78-10422 


County, 
California 
*Soils 
Maps. 
Soil survey of Appanoose County, lowa 
78-10419 


lowa — Appanoose County 
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*Soils 
Maps. 
Soil survey of Oldham County, Kentucky 

/, 78-10426 


Kentucky — Oldham County — 


*Soils — Louisiana — Composition. 


Ground-water levels and soil charac- 


teristics in a forested typic glossaqualf 


/, 78-10391 
*Soils 
Maps. 
Soil survey of Lawrence County, Missis- 
sippi /, 78-10424 
*Soils 
Maps. 
Soil survey of Big Horn County area, 
Montana /, 78-10420 


Nebraska 


Mississippi — Lawrence County 


Montana — Big Horn County — 


*Soils 
Maps. 
Soil survey of Frontier County, Nebraska 

/, 78-10423 

*Soils — Texas — Calhoun County — Maps. 

Soil survey of Calhoun County, Texas /, 
78-10421 

*Soils 

List of 
10425 

*Soils — Wisconsin — Composition. 

Peatland and water in the northern Lake 
States /, 78-10402 


Frontier County — 


United States — Catalogs. 
published soil surveys., 78- 


*Solar batteries. 
Development of a thin film polycrystal- 
line solar cell for large scale terrestrial 


use /, 78-11017 


Results from the IMP-J violet solar cell 
experiment and violet cell balloon 


flights /, 78-11735 


Thin films of gallium arsenide on low- 


cost substrates /, 78-11089 


*Solar collectors. 
Development of plastic honeycomb flat- 


plate solar collectors ... /, 78-11086 


Final report for heat pipes applied to 

flat-plate solar collectors /, 78-10991 
Natural convection 
flate plate collectors : 
/, 78-11005 


progress report 


Non-imaging concentrators for wide 
angle collection of solar energy ... /, 


78-1L0988 


Residential solar heating and cooling 
using an evacuated tube solar collector 


./, 78-10997 


Study of corrosion and its control in alu- 


minum solar collectors ... /, 78-11002 


*Solar energy. 
Central 

system 

report., 


solar thermal 
phase 1, Preliminary design 
78-1O884 


receiver power 


Industrial applications of solar total ener- 
gy : final report., 78-1O886 
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characteristics of 





photovoltaic solar 


78-1L1085 
KWt 


Mission analysis of 
energy systems /, 
report 10 solar 


78-10995 


Preliminary test 
energy receiver., 
Proceedings of Symposium on Use of 
Solar Energy for Poultry and Livestock 
Production, Auburn University, Au- 
Alabama, 9-10 
78-10976 


burn, November 


1976., 
Solar energy for heating and cooling., 
78-10878 


Solar pilot plant, phase 1.,  78-11087 


Solar silicon via improved and expanded 
metallurgical silicon technology /, 78- 
11024 

*Solar energy — Law and legislation — 

United States. 

Legal barriers to solar heating and cool- 


ing of buildings ... /, 78-11016 


*Solar energy research. 

Review of world experience and proper- 
ties of materials for encapsulation of 
terrestrial photovoltaic arrays., 78- 
11019 

*Solar energy research — Law and 
legislation — United States. 

Energy Research and Development Ad- 

statutes and legislative 

78-12167 
ERDA-—statutes and legislative histories., 
78-12167 


ministration 
histories /, 


Statutes and legislative histories., 78- 


12167 
*Solar energy research — United States. 
Solar Energy Environmental and 
Resource Assessment Program : sum- 
mary report., 78-11030 


*Solar heating. 

Annual collection and storage of solar 
energy for the heating of buildings, re- 
port no. 1 /, 78-11079 

solar thermal power 
Preliminary design 


receiver 
phase 1, 
78-10884 


Central 
system 
report., 

Corrosion inhibitors for solar heating and 


cooling systems /, 78-11742 


Residential solar heating and cooling 
using an evacuated tube solar collector 
./, 78-10997 
Solar energy for heating and cooling., 
78-10878 


cooling of mobile 


78-10993 


Solar heating & 
homes, phase I /, 
Solar space heating systems using annual 
heat storage ... /,  78-11003 
*Solar houses. 
Energy systems betting on solar., 78- 
11366 


HUD solar status : a builder asks 


78-11367 





HUD solar 
betting on solar., 

HUD solar status 
road., 78-11364 

HUD solar status : second round award 
news! : $4 million in solar grants for 
1411 residential units., 78-11365 


status energy 


78-11366 
HUD van on the 


systems 


HUD solar status : solar standards : lay- 
ing the groundwork for a solid indus- 
try., 78-11368 


HUD van on the road., 


Second round award news, $4 million in 
solar grants for 1411 residential units., 
78-11365 

*Solar radiation. 

Correlation of total, diffuse, and direct 
solar radiation /, 78-11753 

Test and evaluation of the performance 
of solar radiation sensors at inclination 
from the horizontal under Laboratory 
and ficld conditions /, 78-11015 


78-11364 


*Solar radiation — Measurement. 
solar radiation measuring 
78-11081 


Catalog of 

equipment /, 
*Solar water heaters. 

An cconomic and performance design 
study of solar prcheaters for domestic 
hot water heaters in North Carolina/, 
78-11786 

Project SAGE : solar assisted gas energy 
project ... / authors, A. Hirshberg ... 
[et al.], 78-11014 

*Soldiers’ bodies, Disposition of — 

Handbooks, manuals, etc. 

Commander's manual : 
tion specialist, MOS 57F ., 


graves registra- 
78-10707 
registration specialist., 78- 
78-10709 


Graves 
10707, 
Graves registration specialist, MOS 57F 
skill level 1 and 2., 78-10708 
Graves registration specialist, MOS 57F 
skill level 4., 78-10710 
Soldier's manual : graves registration spe- 
cialist, MOS 57F skill level | and 2., 
78-10708, 78-10709, 78-10710 
*Solid propellent rockets — Combustion — 
Mathematical models. 
A computer simulation of the afterburn- 
ing processes occurring within solid 
motor plumes in the tropo- 
78-11691 


rocket 
sphere /, 
*Solvents. 
Solvent refined coal (SRC) process 
operation of solvent refined coal pilot 
plant at Wilsonville, Alabama ... /, 
78-11054 


*Sound-waves — Damping. 
Dispersive effects of liners on nonlinear 
wave propagation in ducts /, 78- 
11836 
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Southern pine beetle. 

Southern pine bectle survival in trees 
felled by the cut and top-cut and Icave 
method /, 78-10387 

*Soybean products — United States. 

Soy protein use can increase by 71% by 

1985., 78-10470 
Space flight — Environmental aspects. 

Environmental statement for the Mariner 
Jupiter/Saturn 1977 program., 78- 
11792 


Mariner Jupiter/Saturn 1977 program., 

78-11792 
*Space heaters. 

Space heaters and wood and coal burn- 

ing heating stoves., 78-11977 
*Space sciences. 

Apollo-Soyuz [experiments in space] /, 

78-11784 
*Space sciences — Economic aspects. 

Cost-benefit analysis of space technology 

/, 78-11767 
*Space sciences — United States. 

Space industrialization : hearing before 
the Subcommittce on Space Science 
and Applications of the Committee on 
Science and Technology, U.S. Con- 
gress, first session, September 29, 
1977., 78-12174 

*Space trajectories. 

Optimal reusable-tug and expendable- 
kickstage trajectories for high-energy 
planetary missions including correction 
for nodal precession /, 78-11734 

*Space vehicles. 

Apparatus for experimental investigation 
of acrodynamic radiation with absorp- 
tion by ablation products /, 78-11772 

Space transportation system hearings 
(including report) before the Subcom- 
mittee on Space Science and Applica- 
tions of the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, May 17, 18, 1977., 78-12170 


*Space vehicles — Atmospheric entry. 
Correlation of self-contamination experi- 
ments in orbit and scattering return 


78-11749 


*Space vehicles — Propulsion systems. 
Mass study for modular approaches to a 
solar electric propulsion module /, 
78-11774 


*Spanish Americans. 

American association of spanish-speaking 
and national association of minority 
certified public accounting firms., 78- 
10528 


flux calculations /, 


*Spanish Americans — Employment — 
United States. 
A profile of 

1974-1976., 


Hispanic employment 


78-10625 
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*Spanish language — Dictionaries — 
English. 
A glossary of agricultural terms : English- 
Spanish, Spanish-English /, 78-10516 
environmental terms 
English-Spanish /, 


Glossary of 
Spanish-English, 
78-10520 

*Spectral energy distribution. 

ATS-6 NOAA solid state proton experi- 
ment : mean energy of a finite energy 
passband /, 78-10578 

*Spectrum analysis. 

Optimal spectral estimates /, 78-10836 

A special reflectance estimation 
technique using multispectral data 
from the Viking lander camera /, 78- 
11686 

*Spiders — United States. 

Controlling the brown recluse spider /, 

78-10302 
*Spoilers (Airplanes) 

Low-speed wind-tunnel investigation of 
flight spoilers as trailing-vortex-allevia- 
tion devices on a medium-range wide- 
body tri-jet airplane model /, 78- 
11720 


*Spray painting — Safety measures. 
Airless paint spray guns., 78-12002 


*Spraying equipment — Safety measures. 
Airless paint spray guns., 78-12002 
Sri Lanka — Imprints. 


Accessions list., 78-11659, 78-11660 


Library of Congress accessions list., 78- 
11659, 78-11660 
*Stability. 
Effect of coefficient changes on stability 
of linear retarded systems with con- 
stant time delays /, 78-11743 


*Stability of helicopters. 

Hydrofluidic stability | augmentation 
system (HYSAS): operational suitabili- 
ty demonstration final report for 
period March 1973-March 1977 /, 
78-10817 


*Stairs — Safety measures. 

Older consumers and stairway accidents., 

78-11982 
*Stalling (Aerodynamics) 

Analysis of the development of dynamic 
stall based on oscillating airfoil experi- 
ments /, 78-11730 

*State governments — Administration. 

Program evaluation and analysis : a 
management report for State and local 
governments., 78-11286 

evaluation and analysis : a 
guide for State and local 
78-11290 


Program 
technical 
governments., 

*Steam power-plants. 

Comparative evaluation of technical and 

economic indices for MHD and ther- 
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mionic toppers for steam turbine facili- 
tices /, 78-10978 
*Steam power-plants — United States — 

Cooling. 

Effect of water treatment on the com- 
parative costs of evaporative and dry 
cooled power plants /, 78-10990 

*Steel, Effect of radiation on. 

Irradiation cffects on fatigue 
propagation in austenitic 
stecls /, 78-10848 


crack 
Stainless 


*Steel, Heat resistant. 

Effect of hold time and thermal aging on 
temperature fatigue crack 
austenitic stainless 


clevated 
propagation in 

steels /, 78-10849 
fatigue crack 
stainless 


effects on 
austenitic 


Irradiation 
propagation in 
stecls /, 78-10848 

*Steel, Stainless — Fatigue. 

Effect of hold time and thermal aging on 
clevated temperature fatigue crack 
propagation in austenitic stainless 
stecls /, 78-10849 

crack 


effects on fatigue 


austenitic 


Irradiation 
propagation § in 
stecls /, 78-10848 


Stainless 


*Steel industry and trade. 
Closed loop system for the treatment of 
water pickle liquor /, 78-10938 


Environmental assessment of steelmaking 
furnace dust disposal methods /, 78- 
10934 


*Steel industry and trade — United States. 

Recommendations for future govern- 
ment-sponsored energy conservation 
research and development in the paper 
and steel industries /, 78-10996 

*Steel industry and trade — United States — 

Addresses, essays, lectures. 

Employment Security and Plant Produc- 
tivity Committee ten coordinating 
steel companies 
78-11798 

*Steel industry and trade — United States — 

Costs. 

The Council on Wage and Price Stabili- 
ty’s steel industry report : hearing be- 
fore the Subcommittee on Economic 
Stabilization of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, October 18, 
1977., 78-12048 


*Stockholders — United States. 

The role of the shareholder in the cor- 
porate world : hearings before the Sub- 
committee on Citizens and Sharchol- 
ders Rights and Remedies of the Com- 
mittee on the Judiciary, United States 
Senate, Nincty-fifth Congress, first ses- 
sion ..., 78-12150 


: a presentation /, 
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*Stockton, Calif. — Floods. 
Floods northwest stream 
Stockton, California., 78-10805 
Stone industry and trade — United States. 
Stone., 78-11559 


group, 


*Storms. 
Automated prediction of thunderstorms 
and severe local storms /, 78-10575 
Operational system for predicting severe 
local storms two to six hours in ad- 
vance /, 78-10586 


*Storms — Tropics. 


A relationship between weakening of 


tropical cyclone cloud patterns and 
lessening of wind speed /, 78-10582 
*Stoves — Safety measures. 
Kitchen ranges., 78-11970 
Space heaters and wood and coal burn- 
78-11977 
*Stoves, Wood — Safety measures. 
Space heaters and wood and coal burn- 
ing heating stoves., 78-11977 


ing heating stoves., 


*Strains and stresses. 

Fatigue life analysis for traction drives 
with application to a toroidal type 
geometry /, 78-11721 

*Strawberries — Diseases and pests — 

United States. 

Strawberry diseases /, 78-10293 


*Stream channelization — Environmental 
aspects. 
Impact of nearstream vegetation and 
stream morphology on water quality 
and stream biota /, 78-10925 
Stream measurements — Colorado — 
Yearbooks. 
Water resources data for Colorado., 78- 
11452 


Stream measurements — Delaware — 
Yearbooks. 
Water resources data for Maryland and 
Delaware., 78-11453 
Stream measurements — Maryland — 
Yearbooks. 
Water resources data for Maryland and 
Delaware., 78-11453 
Stream measurements — Michigan — 
Yearbooks. 
Water resources data for Michigan., 78- 
11454 
Stream measurements — Oklahoma — 
Yearbooks. 
Water resources data for Oklahoma., 
78-11456 
Stream measurements -— Pennsylvania — 
Yearbooks. 
Water resources data for Pennsylvania., 
78-11457 
Stream measurements — Utah — Yearbooks. 
Water resources data for New Mexico., 
78-11455 
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Water resources data for Utah., 78- 


11458 
Stream measurements — Wisconsin — 

Yearbooks. 

Water resources data for Wisconsin., 
78-11459 

*Streambank planting. 

Guidelines for monitoring and reporting 
demonstration projects section 32 
program Streambank erosion control 
evaluation and demonstration act of 
1974, final report /, 78-10756 


*Strip mining — Environmental aspects — 

Appalachian region. 

Strip mining and the flooding in Ap- 
palachia : hearing before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-fifth Congress, first session, 
July 26, 1977., 78-12091 

Strip mining — Environmental aspects — 

The West. 

Coal surface mining reclamation costs in 
the Western United States /, 78- 
11463 


*Strip mining — Environmental aspects — 

United States. 

Preliminary guidance for estimating ero- 
sion on areas disturbed by surface min- 
ing activities in the interior western 
United States /, 78-10905 


*Strip mining — Environmental aspects — 
Utah — Kane County. 
Alton Coal Field, Kane County, Utah., 
78-11590 


Energy mineral rehabilitation inventory 
and analysis : summary reort, Alton 
Coal Field, Kane County, Utah., 78- 
11590 


Summary, Utah study site, resource and 
potential reclamation evaluation, Alton 
study site, Alton Coal Field., 78- 
11590 

*Strip mining — Kansas. 
Black walnut on Kansas strip mine spoils 
some observations 25 years after 
pruning /, 78-10351 
*Strip mining — Law and legislation — 

United States. 

Reclamation practices and environmental 
problems of surface mining : hearings 
before the Subcommittee on Energy 
and the Environment of the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 2 ..., 
78-12133 

Surface mining control and reclamation 
act of 1977., 78-12133 

*Structures, Theory of — Data processing — 

Congresses. 

NASTRAN, users’ experience : [selected 
papers prepared for] Fifth Colloquium 





held at Ames Research Center, Moffet 
Field, California., 78-11754 
*Student aid — Law and legislation - 

United States. 

College opportunity act of 1978 : report 
together with additional views to ac- 
company S. 2539., 78-12323 

Middle income student assistance act 
report together with additional views, 
individual views, and dissenting views 
to accompany H.R. 11274., 78-12294 

*Student aid — United States. 

Basic educational opportunity grant pro- 
gram, 1978-79 family contributions 
schedule : hearing before the Subcom- 
mittce on Postsecondary Education of 
the Committee on Education and 
Labor, House of Representatives, 
Ninety-fifth Congress, first session 
September 12, 1977., 78-12076 

Subject headings — Medicine — Periodicals. 

Medical subject headings., 78-11222, 

78-11223 
*Subsidences (Earth movements) — 

California, Southern. 

Recent elevation change 
California /, 78-10583 


in Southern 


*Substitution reactions. 

Interfacial effects in the recovery of 
residual oil by displacement : studies at 
Northwestern University /, 78-10985 

*Subversive activities — Latin America. 

Subversion : Uruguayan Armed Forces 
summary of subversive movement in 
Latin America., 78-12212 


Uruguayan Armed Forces summary of 


subversive movement in Latin Amer- 
ica., 7&-12212 
*Subversive activities — Uruguay. 
Subversion : Uruguayan Armed Forces 
summary of subversive movement in 
Latin America., 78-12212 


Uruguayan Armed Forces summary of 


subversive movement in Latin Amer- 
ica., 78-12212 
*Sudden death in infants. 
Sudden unexplained infant death : 1970 
through 1975, in un- 
derstanding /, 


an evolution 
78-11233 


*Sugar — Prices. 

International sugar agreement, 1977 
from the President of the 
78-11957 


message 
United States ..., 
*Sugar-cane — Florida — Varieties. 
Sugarcane varicty tests in Florida, 1976- 
77 harvest season /, 78-10440 
*Sulphite pulping process. 
Energy and protein production from pulp 
mill wastes ... /, 78-11006 
Sulphur industry — United States. 
Sulfur., 78-11534 
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*Summer employment. 
Park areas and employment opportuni- 
tics for summer 1978., 78-11586 
*Sun. 
Solar and magnetospheric science /, 78- 
11759 
*Sunset reviews of government programs — 
Law and legislation — United States. 
“Sunset” legislation : hearing before a 
subcommittee of the Committee on 
Government Operations, 
Representative, Ninety-fifth Congress, 
first session, on H.R. 1756 and related 
bills... October 17, 1977., 78-12101 


Superconducting magnets. 

Conceptual design and analysis of the 
tracked magnetically levitated vehicle 
technology program (TMLYV) : repul- 
sion scheme., 78-11872 

levitated vehicle 


(TMLV), 78- 


Tracked magnetically 
technology program 
11872 


*Superconductors — Thermal properties. 
Helium research in support of supercon- 
ducting power transmission annual 
report for the period, July 1975-Sep- 
tember 1976 /, 78-10984 
*Supersonic planes — Bibliography. 
Bibliography of supersonic cruise aircraft 
research (SCAR) program from 1972- 
to mid-1977 /, 78-11793 


*Supersonic planes — Data processing. 
Bibliography of supersonic cruise aircraft 
research (SCAR) program from 1972- 


to mid-1977 /, 78-11793 


*Supersonic transport planes. 
Effects of upper-surface 
thrust vectoring on 
acrodynamic characteristics of a large- 
scale supersonic transport model /, 
78-11687 


blowing and 
low-speed 


Low-speed wind-tunnel investigation of a 
large-scale advanced arrow-wing super- 
sonic transport configuration with en- 
gines mounted above wings for upper- 
surface blowing /, 78-11714 

*Support (Domestic relations) — United 

States. 

The equal rights amendment and alimony 
and child support laws., 78-12007 


Surgery — United States — Quality control. 
Quality of surgical care : hearings before 
the Subcommittee on Oversight and 
Investigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session, On important cost 
and quality issues of health care ...., 
78-12125 
Surgery, Elective — United States. 
Quality of surgical care : hearings before 
the Subcommittee on Oversight and 
Investigations of the Committee on In- 
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terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session, on important cost 
and quality issues of health care ...., 
78-12125 
*Surplus government property — Law and 
legislation — United States. 

Distribution of Federal surplus property 
to State and local organizations 
source book amendments to the 
Federal property and administrative 
services act of 1949 made by Public 
Law 94-519 (with regulations and 
statutes) /, 78-12100 


*Surplus military property — Law and 
legislation — United States. 

Distribution of Federal surplus property 
to State and local organizations 
source book amendments to the 
Federal property and administrative 
services act of 1949 made by Public 
Law 94-519 (with regulations and 
statutes) /, 78-12100 


*Surveillance radar — Handbooks, manuals, 
etc. 
Ground surveillance radar crewman for 
skill levels 4/5., 78-10727 
Soldier’s manual 
radar crewman for skill levels 4/5., 
78-10727 


*Surveying — Vocational guidance — United 

States. 

The US Army Engineer School ap- 
prenticeship program for the trade of 
surveyor (engineering)., 78-10742 

*Survivors’ benefits — United States. 

Veterans disability compensation and 
survivor benefits act of 1977 : hearing 
before the Subcommittee on Compen- 
sation and Pension of the Committee 
on Veterans’ Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1703 and related bills, June 
21, 1977., 78-12188 

*Swelling soils. 

Evaluation of laboratory suction tests for 
prediction of heave in foundation soils 
: final report /, 78-10752 

*Synthetic fuels. 

Fusion energy applied to synthetic fuel 
production : a report to the DOE Divi- 
sion of Magnetic Fusion Energy based 
on a preliminary study by an AD-Hoc 
Advisory Group /, 78-10874 


ground surveillance 


Issued relative to the development and 
commercialization of a coal-derived 
synthetic liquids industry : executive 
summary /, 78-11040 

Report to the DOE Division Magnetic 
Fusion Energy based on a preliminary 
study by an Ad-Hoc Advisory Group : 
fusion cnergy applicd to synthetic fuel 
production., 78-10874 
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Synthetic products — Statistics — 
Periodicals. 
Synthetic organic chemicals., 78-11832 
*System analysis — Study and teaching. 
and layout flow charting for 
workbook., 78-10627 


Process 
analysis 


T 


Tale — United States — Statistics. 
Preprint from the 1975 Burcau of Mines 


Mincrals Yearbook, 78-11491 


Talc, soapstone and pyrophyllite., 78- 
11491 
*Tankers — Fires and fire prevention. 
Ignition of flammable gases in crude-oil 
tankers as a result of metal fracture /, 
78-10835 


Tanks (Military science) 


Department of Defense considerations of 


West 
Army's new main battle tank : 
to the Congress /, 78-11137 


Leopard as the 
report 


Germany's 


*Tanks (Military science) — Handbooks, 
manuals, etc. 
Soldicr’s manual : MOS 45K, tank turret 
skill one/two., 78- 


repariman, level 


10691 


Tank turret repairman., 78-10691 


*Tanks (Military science) — Turrets — 
Handbooks, Is, ete. 
Sheridan MS5S5I turret 


45P., 78-10724 
Soldicr’s manual : Sheridan M551 turret 


MOS 45P,_ Skill 
78-10724 





mechanic MOS 


mechanic levels 


onc/two., 

Soldicr’s manual : tank turret mechanic 
MOS 45N, skill levels one/two., 78- 
10723 


Tank turret mechanic., 78-10723 


Tantalum — United States. 
Columbium and tantalum., 
*Tariff — United States. 
Denial of import relicf for the U.S. bolt, 
commu- 
of the 


78-11579 


nut, and large screw industry : 
from the President 
78-12249 


nication 
United States ..., 
Denial of import relicf for the U.S. high 
carbon ferrochromium industry : com- 
munication from the President of the 
United States ..... 78-12247 
*Tariff on wool — United States. 

Tuition tax relicf act of 1978 : report to 
accompany H.R. 3946., 78-12322 
Tax administration and procedure — United 

States — Periodicals. 


Cumulative bulletin, 78-11825 


Internal revenue cumulative bulletin., 
78-1L1825 
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*Tax auditing — United States. 

Allegations that IRS harassed Mississippi 
civil rights activists unsupported : re- 
port of the Comptroller General of the 
United States., 78-11115 


*Tax credits — United States. 

Tuition tax relief act of 1978 : report to 

accompany H.R. 3946., 78-12322 
*Taxation — United States. 

Tax proposals : message from the Pre- 
sident of the United States ..., 78- 
12244 

*Taxation — United States — Bibliography. 

Catalog and quick index to taxpayer in- 

formation publications., 78-11830 
*Taxation — United States — Law. 

Tax reform act of 1976 : H.R. 10612 : 
testimony to be received Tuesday, July 
20, 1976 and administration position 
on certain provisions of H.R. 10612 /, 
78-12085 


Taxation — United States — Law — 
Periodicals. 


Cumulative bulletin, 78-11825 


Internal revenue cumulative bulletin., 
78-11825 


*Taxation, Double — Philippine Island — 

Treaties. 

Income tax convention with the Republic 
of the Philippines, and an exchange of 
notes : message from the President of 
the United States .... 78-11952 


*Taxation, Double — Treaties. 
Tax treatics between the United States 
and other countries., 78-11829 


*Taxation, Double — United States — 

Treaties. 

Income tax convention with the Republic 
of the Philippines, and an exchange of 
notes : message from the President of 
the United States ..... 78-11952 


*Taxation, Exemption from — United 
States. 
Tax treaties between the United States 


and other countries., 78-11829 


*Taxicabs. 
A multi-origin/destination taxi system /, 
78-11835 


Technical assistance, American. 

Proposal for a program in appropriate 
technology : transmitted by the Agen- 
cy for International Development, pur- 
suant to section 107 of the Forcign 

78-12142 
*Technical assistance, American — Abu 

Dhabi. 

Technical assistance in Customs im- 
provement : agreement between the 
United States of America and Abu 
Dhabi signed at Abu Dhabi and 
Washington January 18 and April 26, 
1976., 78-11816 


assistance act., 


Do not order from index; see indicated entry 





*Technological innovations. 

Methodology of evaluating research and 
development projects : final report /, 
78-11012 

Technological innovations — United States 

— Congresses. 

Technological innovation and economic 
development : has the U.S. lost the in- 
itiative? : proceedings on a Symposium 
on Technological Innovation, Washing- 
ton, D.C., April 19-20, 1976 /, 78- 
10973 


*Technology and state — United States. 

Export licensing : foreign availability of 
stretch forming presses : hearing be- 
fore the Subcommittee on _ Interna- 
tional Economic Policy and Trade and 
the Committee on International Rela- 
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sion., 78-10714 


United States. Army. Corps of Military 

Police — Handbooks, manuals, etc. 

CID special agent soldicr’s manual., 78- 
10726 

Commander's manual : CID special agent 
soldier's manual, skill levels 1, 2, 3, 4., 
78-10726 

Military 
level 3., 


police soldicr’s manual, skill 


78-10725 
United States. Army — Evaluation. 

Army training and evaluation program 
for service company : (collection and 
classification), 78-10736 

United States. Army — Handbooks, 
manuals, etc. 

The US Army 


Engineer School ap- 


prenticeship program for the trade of 


electrician repairer., 78-10745 
The US Army 
prenticeship program for the trade of 
Refrigeration/Air conditioning 
repairer-servicer., 78-10743 
United States. Army — Officers’ handbooks. 
Combat communications within the divi- 
78-10714 


Engineer School ap- 


sion., 
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United States. Army — Ordnance and 
ordnance stores. 
Ammunition — specialist 

78-10692 


commander's 
manual., 


Ordnance and 


dh L 


United States. Army 
ordnance stores — H 
ete. 

Ammunitions — specialist 

78-10693 





Ss, 


soldier's 
manual., 
United States. Army — Recruiting, 
enlistment, etc. 

Report of the hearings in impropricties 
of U.S. Army recruiting practices be- 
fore the Investigations Subcommittee 
of the Committee on Armed Services, 
House of Representatives, Ninety-fifth 


Congress, first session., 78-12036 


United States. Army — Registers of dead. 
Commander's manual 
tion specialist, MOS 57F ., 


graves registra- 
78-10707 


Graves registration specialist., 78-10707 


Graves registration specialist, MOS 57F 
skill level 1 and 2., 78-10708 

Graves registration specialist, MOS 57F 
skill level 4.,  78-10710 

Soldicr’s manual : graves registration spe- 
cialist, MOS 57F skill level 1 and 2., 
78-10708, 78-10710 

United States. Army — Registers of dead — 
Handbooks, manuals, etc. 


Graves registration specialist., 78-10709 


Soldicr’s manual : graves registration spe- 
cialist, MOS 57F skill level 3., 78- 
10709 
United States. Army — Supplies and stores. 
Military standard transportation and 
movement 78-10631, 
78-10632, 


procedures., 
78-10633 


United States. Army — Supplies and stores 

— Handbooks, manuals, etc. 

Senior supply sergeant., 78-10713 

Soldicr’s manual : senior supply sergeant, 
MOS 76Z skill level 5., 78-10713 

Soldier's manual subsistence = sup- 
plyman, MOS 76X skill levels 3 and 4., 
78-10712 


Subsistence supplyman., 78-10712 


United States. Army — Weapons systems. 
Department of Defense considerations of 
West 
Army's new main battle tank : 

to the Congress /,  78-11137 


Germany's Leopard as_ the 


report 


United States. Army Aviation Systems 
Command. 
Planned realinement of two Army com- 
mands in St. Louis, Missouri : report 
Comptroller General of the 
78-11130 


of the 
United States., 
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United States. Army Engineer School, Fort 

Belvoir, Va. 

The US Army Engineer School ap- 
prenticeship program for the trade of 
power house clectrician/repairer., 78- 
10746 

United States. Army Troop Support 

Command. 

Planned realinement of two Army com- 
mands in St. Louis, Missouri : report 
of the Comptroller General of the 
United States., 78-11130 


United States. Board of Governors of the 

Federal Reserve System. 

Maintaining and making public minutes 
of Federal Reserve meetings : hearings 
before the Subcommittee on Domestic 
Monetary Policy of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 9465 

H.R. 9589 October 27, 28, 
November 17, 1977., 78-12043 
United States. Bureau of Land 

Management. 

BLM facts 
lands digest., 


Arizona national resource 
78-11588 


United States. Bureau of Reclamation — 
Rules and practice. 
Code of Federal regulations., 78-11149 


Public lands: Interior, 78-11149 


*United States — Census. 
Census surveys : measuring Amcrica., 
78-10532 


Measuring America., 78-10532 


United States. Central Intelligence Agency. 
Project MKULTRA, the CIA’s program 
of research in behavioral modification 
: joint hearing before the Select Com- 
mittee on Intelligence and the Sub- 
committee on Health and Scientific 
Research of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, first session, Au- 
gust 3, 1977., 78-12144 
United States. Civil Aeronautics Board. 
Federal aviation act of 1958.,  78-10563 
Civil 


Regulations of the Acronautics 


Board., 78-10565 


Report to Congress - Civil Acronautics 
Board., 78-10562 


United States. Civil Service Commission. 
Proposal to longstanding 
problems in investigations of Federal 
employees : Civil Service Commission : 
report to the Congress /,  78-11110 
United States. Civil Service Commission. 
General Management Training Center — 
Curricula. 
General Management Training Center 
: for executives, at- 


resolve 


course catalogue 
torneys, managers, 
10630 


supervisors., 78- 
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United States. Coast Guard — Officers 

Registers. 

Register of officers - 
11928 


Coast Guard., 78- 

United States. Coast Guard — Rules and 

practice. 

Code of Federal regulations., 
78-11152, 78-11154 


78-1LLESI, 


78-11ISI, 


Shipping, 78-11152, 78- 


11154 
United States 
Periodicals. 
The Chinese cconomy and forcign trade 
78-1L0610 


Commerce — China 


perspective., 


United States — Commerce Periodicals. 


The annual report of the Secretary of 


Commerce., 78-10527 


Toward cconomic progress, 78-10527 


Statistics. 
foreigh trade 


*United States — Commerce 
Factfinder for the Nation : 


Statistics., 78-10559 


Foreign trade statistics., 78-10559 


United States. Commission on Federal 
Paperwork — Records and 
correspondence. 

a report of the Commission on 

78-12010 


Energy 
Federal Paperwork., 


United States. Community Services 
Administration — Appointments, 

promotions, salaries, etc. 

Nomination : hearing before the Com- 

Resources, United 


mittee on Human 


States Senate, Ninety-fifth Congress, 


September 9, 1977., 


first session 
78-12115 


United States. Congress. 


District of Columbia representation in 


Congress report together with dis- 
senting and separate views to accom- 


pany H.J. Res. 554.,  78-12265 


United States. Congress. House. 


Broadcasting the proceedings of the 


House : a report of the Committee on 


Rules on its study of alternative 


methods of providing complete and 


unedited audio and visual broadcasting 


of the proceedings of the House of 


Representatives 78-12262 


Final report of the Commission on Ad- 


ministrative Review communication 


from the chairman, Commission on 
Administrative Review, U.S. 
Representatives 78-12220 
United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs 
Appropriations and expenditures. 
Providing funds for the expenses of the 
investigations and studies to be con- 
ducted by the Committee on Banking, 
Finance, and Urban Affairs : report to 
accompany H. Res. 976... 78-12275 
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Subject Index 


United States. Congress. House. Committee 
on Government Operations — 
Appropriations and expenditures. 
Providing for the expenses of investiga- 

tions, studics, oversight, and functions 
to be conducted by the Committee on 
report to ac- 

78-12277 


Government Operations : 
company H. Res. 1001., 


United States. Congress. House. Committee 
on House Administration — 
Appropriations and expenditures. 
Providing funds for the Committee on 

report to ac- 

78-12259 


House Administration : : 
company H. Res. 984., 
Providing funds for the expenses of the 
Committee on House Administration 
to provide for the maintenance and 
improvement of ongoing computer ser- 
vices for the House of Representatives, 
for the investigation of additional com- 
puter services for the 
Representatives, and to provide com- 
puter support to the committees of the 
House of Representatives 
accompany H. Res. 977., 


report to 
78-12260 


United States. Congress. House. Committee 
on Interior and Insular Affairs — 
Appropriations and expenditures. 
Providing for the expenses for the second 

session activities of the Committee on 
Interior and Insular Affairs : report to 
accompany H. Res. 979., 78-12276 


United States. Congress. House. Committee 
on Interstate and Foreign Commerce — 
Finance. 

Committee budget and justification state- 


ments /, 78-12122 


United States. Congress. House. Committee 
on Public Works and Transportation — 
Appropriations and expenditures. 
Providing funds for the Committee on 

Public Works and Transportation, and 
report to accom- 

78-12278 


for other purposes : 
pany H. Res. 1003., 


United States. Congress. House. Committee 
on Rules — Appropriations and 
expenditures. 

Providing funds for the Committee on 
Rules 
1012., 


report to accompany H. Res. 
78-12279 
United States. Congress. House. Committee 
on the District of Columbia — 
Appropriations and expenditures. 
Providing funds for the Committee on 
the District of Columbia : report to ac- 
company H. Res. 953., 78-12273 


United States. Congress. House. Committee 
on Veterans’ Affairs — Appropriations 
and expenditures. 

Providing funds for the Committee on 
Veterans” Affairs 
pany H. Res. 957., 


report to accom- 
78-12274 


Do not order from index; see indicated entry 


House of 





United States. Congress. House. Committee 
on Ways and Means — Appropriations 
and expenditures. 

Providing for expenses of investigations 
and studies to be conducted by the 
Committee on Ways and Means : re- 
port to accompany H. Res. 963., 78- 
12258 

United States. Congress. House — 
Information services. 

Providing funds for the expenses of the 
Committee on House Administration 
to provide for the maintenance and 
improvement of ongoing computer scr- 
vices for the House of Representatives, 
for the investigation of additional com- 
puter services for the House of 
Representatives, and to provide com- 
puter support to the committees of the 
House of Representatives : report to 
accompany H. Res. 977., 78-12260 

United States. Congress. House. Permanent 
Select Committee on Intelligence — 
Appropriations and expenditures. 
Providing funds for the Permanent Select 

Committee on Intelligence: report to 
accompany H. Res. 1034., 78-12281 

United States. Congress. House. Select 
Committee on Aging — Appropriations 
and expenditures. 

Providing for the expenses of the in- 
vestigations and studies to be con- 
ducted by the Committee on Aging, 
and for other purposes : report to ac- 
company H. Res. 1021., 78-12280 

United States. Congress. Office of the 
Attending Physician. 

Audit of the Office of the Attending 
Physician revolving fund -fiscal year 
1977 : Congress of the United States : 
report to the Congress /, 78-l11114 

United States. Congress. Senate. Committee 
on Armed Services — Appropriations and 
expenditures. 

Authorizing additional expenditures by 
the Committee on Armed Services for 
inquiries and investigations : report to 
accompany S. Res. 385.,  78-12324 

United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs 
— Appropriations and expenditures. 
Authorizing additional expenditures by 

the Committce on Banking, Housing, 
and Urban Affairs for inquiries and in- 
vestigations : report to accompany S. 
Res. 371., 78-12325 

United States. Congress. Senate. Committee 
on Commerce, Science, and 
Transportation — Appropriations and 
expenditures. 

Authorizing additional expenditures by 
the Committee on Commerce, Science, 
and Transportation for inquiries and 
investigations : report to accompany S. 
Res. 374... 78-12327 





United States. Congress. Senate. Committee 
on Energy and Natural Resources — 
Appropriations and expenditures. 
Authorizing additional expenditures by 

the Committee on Energy and Natural 
Resources for inquiries and investiga- 
tions : report to accompany S. Res. 
367., 78-12328 

United States. Congress. Senate. Committee 
on Environment and Public Works — 
Appropriations and expenditures. 
Authorizing additional expenditures by 

the Committée on Environment and 
Public Works for inquirics and in- 
vestigations : report to accompany S. 
Res. 379., 78-12329 

United States. Congress. Senate. Committee 
on Finance — Appropriations and 
expenditures. 

Authorizing additional cxpenditures by 
the Committee on Finance for inqui- 
report to ac- 

78-12330 


rics and investigations : 
company S. Res. 392., 
United States. Congress. Senate. Committee 
on Foreign Relations — Appropriations 
and expenditures. 
Authorizing additional cxpenditures by 
the Committee on Foreign Relations 
ertaining to the 


for a study of matters 
foreign policy of the United States : re- 


port to accompany S. Res. 377.,  78- 
12331 


United States. Congress. Senate. Committee 
on Governmental Affairs — 
Appropriations and expenditures. 
Authorizing additional expenditures by 

the Committee on Governmental Af- 
fairs for inquiries and investigations : 
report to accompany S. Res. 370., 
78-12332 


United States. Congress. Senate. Committee 
on the Budget — Appropriations and 
expenditures. 

Authorizing additional expenditures by 
the Committee on the Budget for 
inquiries and investigations : report to 
accompany S. Res. 387.,  78-12326 

United States. Congress. Senate. Committee 
on the Judiciary — Appropriations and 
expenditures. 

Authorizing additional expenditures by 
the Committee on the Judiciary for 
inquiries and investigations : report to 
accompany S. Res. 398., 78-12320, 
78-12333 ‘ 

United States. Congress. Senate. Committee 
on Veterans’ Affairs — Appropriations 
and expenditures. 

Authorizing additional expenditures by 
Affairs 
for inquiries and investigations : report 
to accompany S. Res. 382.,  78-12334 


the Committee on Veterans’ 
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United States. Congress. Senate — History 

— Bibliography. 

The United States Senate : a historical 
bibliography / prepared under the 
direction of Francis R. Valeo, Secreta- 
ry of the Senate, by Richard A. Baker, 

Historian, United States 
78-11951 


Senate 
Senate., 
United States. Congress. Senate — Officials 
and employees. 

Blind trusts : report of the Committee on 
Governmental Affairs, United States 
Senate, together with minority views /, 
78-12319 

United States. Congress. Senate. Select 

Committee on Indian Affairs — 

Appropriations and expenditures. 

Authorizing expenditures by the Select 
Committee on Indian Affairs : report 
to accompany S. Res. 368., 78-12337 

United States. Congress. Senate. Select 

Committee on Intelligence — 

Appropriations and expenditures. 

Authorizing additional expenditures by 
the Select Committee on Intelligence : 
report to accompany S. Res. 383., 
78-12336 


United States. Congress. Senate. Select 
Committee on Small Business — 
Appropriations and expenditures. 
Authorizing additional expenditures by 

the Select Committee on Small Busi- 
ness for inquiries and investigations : 
report to accompany S. Res. 378., 
78-12335 


United States. Congress. Senate. Special 

Committee on Aging. 

Providing the Special Committee on 
Aging regular permanent staff, six 
professional and six clerical : report to 
accompany S. Res. 376., 78-12339 

United States. Consumer Product Safety 

Commission. 

Consumer Product Safety Commission : 
oversight : hearings before the Sub- 
committee on Oversight and Investiga- 
tions and the Subcommittee on Con- 
sumer Protection and Finance of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Nincty-fifth Congress, first session ..., 
78-12128 

United States. Customs Service. 

Customs Service mail opening : hearings 
before a subcommittee of the commit- 
tee on Government Operations, House 
of Representatives, Ninety-fifth Con- 
gress, first session ...,  78-12095 

United States. Defense Logistics Agency. 

MAPAD., 78-10658, 78-10659, 78- 
10660, 78-10661, 78-10662, 78- 
10663, 78-10665, 78-10666, 78- 
10667, 78-10668 
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program address 
78-10659, 
78-10662, 
78-10666, 


assistance 
78-10658, 
78-10661, 
78-10663, 78-10665, 
78-10667, 78-10668 


United States. Defense Supply Agency. 
Defense inactive item program could be 
more effective : Defense Supply Agen- 
cy., 78-11128 
United States — Defenses. 
Code of Federal regulations., 
78-11146 
National defense, 
The U.S. sea control mission : forces, 
capabilities, and requirements /, 78- 
12205 


Military 
directory., 
78-10660, 


78-11145, 


78-11145, 78-11146 


United States. Dept. of Agriculture. 

The importance of a strong and indepen- 
dent Department of Agriculture : re- 
port to accompany S. Res. 407.,  78- 
12321 

Opportunities to increase red meat 

production from ranges of the USA /, 
78-10291 


United States. Dept. of Agriculture — 
Appropriations and expenditures. 
Agriculture, rural development, and re- 

lated agencies appropriations for 1979 

hearings before a subcommittee of 
the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session /, 78-12026 

United States. Dept. of Commere. 

The annual report of the Secretary of 
Commerce., 78-10527 


Toward economic progress, 78-10527 


United States. Dept. of Defense. 

Information on use of Medicare reimbur- 
sement method to determine hospital 
payments under the Civilian health and 
medical program of the uniformed ser- 
vices : Department of Defense : report 
of the Comptroller General of the 
United States., 78-11117 


Planned realinement of two Army com- 
mands in St. Louis, Missouri : report 
of the Comptroller General of the 
United States., 78-11130 


United States. Dept. of Defense — Officials 
and employees — Transportation. 
Personal property traffic management 

regulation., 78-10634, 78-10635, 
78-10636, 78-10637 


United States. Dept. of Defense — Positions. 
Defense Department-Deputy and Under 
Seeretarics of Defense, position 
changes : [an act to amend title 10, 
United States Code, to abolish one of 

the two positions of Deputy Secretary 

of Defense and establish the position 

of Under Secretary of Defense for Pol- 

icy and to change the title of the 
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Director of Defense Research and En- 
gineering to the Under Sceretary of 
Defense for Research and Enginecr- 
ing]., 78-12225 
United States. Dept. of Energy. 
Department of Naval petroleum reserves 
hearing before the Subcommittee on 
Military Stockpiles 
of the Committee on Armed Services, 
United States Senate, Ninecty-fifth Con- 
November 18, 


Construction and 


first session, 
78-12039 


gress, 
1977., 
The role of the national laboratorics in 
energy R. & D 
Subcommittee on 


hearings before the 
Fossil and Nuclear 


Energy Research, Development, and 


Demonstration of the Committee on 

Fechnology, U.S. House 

Ninety-fifth Con- 
78-12178 


Science and 
of Representatives, 
gress, first session 
United States. Dept. of Energy 
Appointments, promotions, salaries, etc. 
Nomination of Lynn R. Coleman to be 
General Counsel of the Department of 
report together with minority 
78-11958 


Energy 
and additional views 


United States. Dept. of Energy 
Appropriations and expenditures. 
An act to authorize appropriations to the 
Department of Energy, for energy 
research, development, and demonstra- 
programs —— 


tion, and related 


12303 


Radiation exposure : [an act to authorize 
appropriations for financial assistance 
to limit radiation cxposure |, 78- 


12301 


Supplemental appropriation : communi- 


cation from the President of the 
United States transmitting a proposed 
supplemental appropriation for the De- 
partment of Energy for fiscal 
1978., 78-12248 


year 


nited States. Dept. of Health, Education, 
and Welfare 
lectures. 


Addresses, essays, 


Compassion and common — sense 
selected speeches of Secretary David 
Mathews, 1975-1977 [i.c. 1976]... 78- 


11157 


‘nited States. Dept. of Health, Education, 
and Welfare — Officials and employees 
Salaries, allowances, etc. 

Need to apply adequate control over the 
centralized payroll Depart- 
ment of Health, Education, and Wel- 

fare., 78-11107 


system 


nited States. Dept. of Health, Education, 
and Welfare — Rules and practice. 

Code of Federal regulations... 78-11150 
Public welfare, 78-1 1150 
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United States. Dept. of Housing and Urban 
Development. 
Definitions, policy 

general rulings., 


statements, and 


78-11326 
Energy systems betting on solar., 78- 
11366 


HUD solar status : a builder asks ... 


78-11367 


HUD 
betting on solar., 


solar status energy systems 


78-11366 
HUD van 


HUD solar status on the 


road., 78-11364 


HUD solar status : second round award 
$4 million in solar grants for 
78-11365 


news! 
1411 residential units., 


HUD solar status : solar standards : lay- 
ing the groundwork for a solid indus- 
try., 78-11368 


HUD van on the road., 78-11364 


Second round award news, $4 million in 
solar grants for 1411 residential units., 
78-11365 


Inited States. Dept. of Housing and Urban 
Development — Appointments, 
promotions, salaries, etc. 


Housing technician program., 78-11296 


Inited States. Dept. of Housing and Urban 
Development — Appropriations and 
expenditures. 
Administrative 

11309 


control of funds., 78- 


recording, and adjusting 


78-11311 


Incurring, 
obligations., 
Letter of credit procedures; Treasury re- 
office system, 
78-11312 


gional = disbursing 


recipient organizations., 

Processing of requisitions and analysis of 
reports submitted by HUD grantces., 
78-11310 


Jnited States. Dept. of Housing and Urban 
Development. Library and Information 
Division. 
Library ser- 


and program information 


vices., 78-11317 
\nited States. Dept. of Housing and Urban 
Development. New Communities 
Administration. 
New Communitics Administration., 78- 
11304 


‘nited States. Dept. of Housing and Urban 
Development. Office of General Counsel. 
Office of General Counsel, 78-11303 


Organization: Office of General Counsel., 
78-11303 


United States. Dept. of Housing and Urban 
Development. Office of Policy 
Development and Research. 

Organization: Office of the Assistant 
Secretary for Policy Development and 
Research., 78-11305 
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United States. Dept. of Housing and Urban 
Development — Officials and employees 
— Leave regulations. 
Hours of duty, absence and leave., 78- 
11298 
United States. Dept. of Housing and Urban 
Development — Personnel management. 
Administrative reemployment rights., 
78-11295 
Employee counscling and occupational 
health programs (ECOHP)., 78- 
11302 


Executive evaluation system., 78-11297 


Personnel policy, labor-management rela- 
tions., 78-11299, 78-11300 

Personnel policy on employment of con- 
sultants and experts., 78-11294 


Personnel policy, standards of conduct., 
78-11301 


United States. Dept. of Housing and Urban 

Development — Procurement. 

Small business, minority and labor sur- 
plus area contracting program., 78- 
11315 

United States. Dept. of Housing and Urban 

Development — Public relations. 

Consumer complaint handling system., 
78-11349 

Fair housing and cqual opportunity com- 
plaint and compliance review reporting 
and control procedures., 78-11360 

Writing for consumers; guidelines on 
style and content for preparing HUD 
publications., 78-11350 

United States. Dept. of Housing and Urban 

Development — Records and 

correspondence. 

Field office processing., 78-11308 


Headquarters monthly time reporting 


system., 78-11313 
Single family mortgage insurance records 
retirement, retricval services and ad- 
ministrative control., 78-11316 
Single family underwriting reports and 
forms catalog., 78-11331 
United States. Dept. of Housing and Urban 
Development — Rules and practice. 
Contract compliance handbook, execu- 
tive order 11246., 78-11361 
for insurance for 
78-11330 


Endorsement home 


mortgage programs., 
11246 contract com- 
78-11361 


Executive order 

pliance handbook, 
Headquarters building parking plan., 
78-11314 


Records control handbook., 78-11327 


United States. Dept. of Justice. 
Justice Department internal investigation 
policies : hearings before a subcommit- 
tee of the Committee on Government 





Operations, House of Representatives, 
Ninety-fifth Congress, first session ..., 
78-12096 

United States. Dept. of Justice — 

Accounting. 

Internal audit coverage of financial mat- 
ters in the Department of Justicc., 
78-11105 

United States. Dept. of Justice — 

Appropriations and expenditures. 

An act to amend the Controlled sub- 
stances act to extend for three fiscal 
years the authorization of appropria- 


tions under the act for the expenses of 


the Department of Justice in carrying 
out that act., 78-12224 

Departments of State, Justice, and Com- 
merce, the Juciciary, and related agen- 
cies appropriations for fiscal year 1979 


hearings before a subcommittee of 


the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, second session., 78-12034 

State, Justice, and Commerce, and the 
Judiciary, and related agencies ap- 
propriations, year 1979., 78- 
12034 

United States. Dept. of Justice — Rules and 

practice. 

Code of Federal regulations., 78-11144 

Judicial administration, 78-11144 


United States. Dept. of Labor — 
Appointments, promotions, salaries, etc. 
Mora nomination : joint hearing before 

the Committee on Human Resources 

and Committee on Veterans’ Affairs, 

United States Senate, Nincty-fifth Con- 
... June 9, 1977., 


fiscal 


gress, first session 
78-12111 
United States. Dept. of State — 
Appropriations and expenditures. 
Departments of State, Justice, and Com- 
merce, the Juciciary, and related agen- 
cies appropriations for fiscal year 1979 


hearings before a subcommittee of 


the Committee on Appropriations, 

United States Senate, Ninety-fifth Con- 

gress, second session., 78-12034 

State, Justice, and Commerce, and the 
Judiciary, and related agencies ap- 
propriations, 1979., 78- 
12034 


United States. Dept. of the Air Force — 
Rules and practice. 
Code of Federal regulations., 
National defense, 78-11146 


United States. Dept. of the Army — 

Management. 

Internal auditing by the Department of 
the Army : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Represen- 


fiscal year 


78-11146 
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tatives, Ninety-fifth Congress, first ses- 
sion, July 27, 1977., 78-12093 
United States. Dept. of the Interior — 
Appropriations and expenditures. 
Department of the Interior and related 
agencies appropriations for 1979 
hearings before a subcommittee of the 
Committee on Appropriations, House 
of Representatives, Ninety-fifth Con- 
gress, second session /, 78-12028 
United States. Dept. of the Interior — Rules 
and practice. 
Code of Federal regulations., 78-11149 
Public lands: Interior, 78-11149 


*United States — Diplomatic and consular 
service. 

Counsuler services abroad can be im- 
proved : process of evaluating need for 
posts questioned : report to the Con- 

78-11124 
*United States — Economic conditions. 

Economic problems of rural America : 
hearings before the Subcommittee on 
Economic Growth and Stabilization of 
the Joint Economic Committee, Con- 
gress of the United States, Ninety-fifth 
Congress, first session, June 7 and 15, 
1977., 78-12072 

Special economic development and ad- 
justment assistance : title IX in brief., 
78-10572 

United States — Economic conditions — 

Congresses. 

Technological innovation and cconomic 
development : has the U.S. lost the in- 
itiative? : proceedings on a Symposium 
on Technological Innovation, Washing- 
ton, D.C., April 19-20, 1976 /, 78- 
10973 

*United States — Economic conditions — 

1971- 

Budgetary strategies for fiscal years 
1979-1983 : a report to the Senate and 
House Committee on the Budgcet., 
78-12198 


Economic outlook., 


gress /, 


78-12198 


Recovery with inflation., 78-12201 


measures to simulate the 

78-12199 

*United States — Economic policy. 

Assessment of public opinion and public 

expections concerning the Government 
and the economy : hearing before the 
Subcommittee on Economic Growth 
and Stabilization of the = Joint 
Economic Committee, Congress of the 
United States, Nincth-fifth Congress, 
first Junc 22, 1977., 78- 
12067 


Short-run 
economy /, 


session, 


Summary of Administration's cconomic 
stimulus program and summary of tax 
reductions in 1975 and 1976 /, 78- 
12189 
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The Investment policy act of 1977 
hearings before the Subcommittee on 
Economic Stabilization of the Commit- 
tee on Banking, Finance, and Urban 
Affairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 7102 ... September 27 and 28, 
1977., 78-12044 

United States. Employment Standards 

Administration. 

Sheltered workshop study : a nationwide 
report on sheltered workshops and 
their employment of handicapped in- 
dividuals., 78-11654 

United States. Energy Research and 

Development Administration. 

Program plan for ERDA’s participation 
in the IEA Working Party on Energy 
Conservation Research and Develop- 
ment., 78-11031 

United States. Environmental Protection 

Agency. 

Grants 
10917 


administration manual., 78- 
Special pesticide registration by the En- 
vironmental Protection Agency should 


be improved : report to the Congress /, 
78-11102 
*United States — Executive departments. 
Reorganization of Federal science and 
technology activities : report /, 78- 
12105 
1978 


Reorganization plan no. | of 
the President of the 
78-12253 


message from 
United States ..., 
*United States — Executive departments — 

Accounting. 

Need for more effective cross-service au- 
diting arrangements Office of 
Management and Budget., 78-11108 

*United States — Executive departments — 

Records and correspondence. 

Reports to be made to Congress : com- 
munications from the Clerk, U.S. 
House of Representatives transmitting 
a list of reports which it is the duty of 
any officer or department to make to 
Congress, pursuant to Rule III, clause 
2, of the Rules of the House of 
Representatives., 78-12242 

United States. Executive Office of the 

President. 

Reorganization plan no. | of 1977 
(Executive Office of the President) : 
hearings before a subcommittee of the 
Committee on Government Opera- 
tions, House of Representatives, 
Nincty-fifth Congress, first session, Au- 
gust 3 and September 8, 1977., 78- 
12099 
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United States. Farmers Home 
Administration. 
Changes in Farmers Home Administra- 
hearings before 
Agricultural 


tion loan programs 
the Subcommittee on 
Credit and Rural Electrification of the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Nincty-fiftth Congress, first session, on 
S$. 32 S. 2126 S. 2146 ..., 78- 
12024 
United States. Federal Aviation 
Administration — Appropriations and 
expenditures. 
Fiscal year budget estimates Federal 
Aviation Administration., 78-11899, 
78-L1900, 78-11901 


1978 FAA R. & D 
hearings before the Subcommittee on 


authorization 


Aviation and Transportation R. & D. 


of the Committee on Science and 


Fechnology, U.S. House of Represen- 
tutives, Ninety-fourth Congress, second 


session., 78-12168 


1979 FAA R. & D. authorization 

hearings before the Subcommittee on 
Fransportation, Aviation, and Weather 
Science and 


of the Committee on 


Fechnology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
78-12179 


ston 
United States. Federal Aviation 
Administration 
FAA 
gram., 


Data processing. 
computer software 
78-1 1890 


quality pro- 


United States. Federal Aviation Agency. 


Federal aviation act of 1958., 78-10563 


United States. Federal Banking Commission. 
1977 
and report of the Senate Governmental 


Federal bank commission act of 
Affairs Committee on bank regulatory 
agency consolidation : hearings before 
the Committee on Banking, Housing, 
Affairs, States 
Senate, Ninety-fifth Congress, first ses- 
sion ... September 16 and 19, 1977., 
78-12051 


and Urban United 


United States. Federal Communications 
Addresses, essays, lectures. 
industry.,  78- 


Commission 
Consumer — clectronics 


10614 
Joseph R. 


Remarks by Commissioner 


Fogarty, Federal Communications 
Commission, before the United States 
Independent Association's 
80th 
Nevada, 


10613 


Telephone 
annual 
December  §, 


convention, Las Vegas, 
1977., 78- 


Thoughts on the FCC and the consumer 
electronics industry : remarks of /, 


78-1L0614 
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United States. Federal Disaster Assistance 
Administration — Appropriations and 
expenditures. 
Federal disaster 

78-11324 

United States. Federal Election Commission. 

Federal clection campaign act amend- 
ments of 1978 : report together with 
minority, supplemental, and additional 
views to accompany H.R. 11315., 78- 
12295 


assistance program., 


United States. Federal Energy 
Administration. Office of Inspector 
General. 

FEA compliance programs : 
fore the Subcommittce on Energy and 
Power of the Committce on Interstate 


hearing be- 


and Forcign Commerce, 
Representatives, Nincty-fifth Congress, 
first session, on H.R. 2788 ... April 6, 
1977., 78-12130 


United States. Federal Insurance 
Administration. 
Federal Insurance 

11306 


Administration, 78- 


Federal Insurance Ad- 
78-11306 


Organization: 
ministration., 
United States. Federal Railroad 
Administration. 


Work measurement manual., 78-11869 


United States. Federal Trade Commission. 

Federal Trade Commission amendments 
of 1978 : conference report to accom- 
pany H.R. 3816., 78-12269 

United States. Food and Drug 

Administration — Officials and 

employees. 

Equal employment opportunity plan 
Food and Drug Administration : for 
period September 30, 1976 to Sep- 
tember 30, 1978., 78-11227 

Food and Drug Administration affirma- 
tive action plan., 78-11227 

*United States — Foreign economic 
relations. 

Rebating practices in the United States 

: report together with ad- 
H.R. 


forcign trade 
views to 


78-12289 


ditional 
9518., 
*United States 
Africa. 
Report of the Delegation to the Middle 
East and Africa of the Committce on 
Armed Services, House of Representa- 
Ninety-fifth 


accompany 


Foreign relations — 


Congress., 78- 


lives, 
12037 
*United States - 
Cyprus. 
Progress in 


Foreign relations — 


Cyprus 
from the President of the 
78-12243 


negotiations 
Message 
United States ..., 
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*United States — Foreign relations — Latin 

America. 

Report of delegation studying — the 
Panama Canal treaties and other mat- 
ters of interest to the U.S. in Latin 
America, January 3-14, 1978., 78- 
12312 

*United States — Foreign relations — Near 

East. 

Report of the Delegation to the Middle 
East and Africa of the Committee on 
Armed Services, House of Representa- 
tives, Nincty-fifth Congress., 78- 
12037 

*United States — Foreign relations — 

Nicaragua. 

Rethinking United States forcign policy 
toward the developing world 
Nicaragua : hearing before the Sub- 
committee on International Develop- 
ment of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first. ses- 

78-12143 
*United States — Foreign relations — 

Panama. 

Defense, maintenance, and operation of 
the Panama Canal, including adminis- 
tration and government of the Canal 

report ..., 78-12314 
Panama Canal treaty disposition of 

United States territory : hearing before 

the Subcommittee on Separation of 

Powers of the Committee on the Ju- 

diciary, United States Senate, Ninety- 

fifth Congress, first session ...., 78- 

12148 


sion ..., 


Zone : 


Proposed Panama Canal treaties 
hearings before the Committee on In- 
ternational Relations, House’ of 
Representatives, Ninety-fitth Congress, 

78-12140 

*United States — Foreign relations — 
Russia. 

Threshold test ban and peaceful nuclear 
explosion treaties : hearings before the 
Committee on Foreign Relations and 
the Subcommittee on Arms Control, 
Oceans, and International Environment 
of the Committee on Foreign Rela- 
tions, United States Senate, Ninety- 
fifth Congress, first session, on Execu- 
tive N, 94th Cong., 2d sess. ...,  78- 
12090 


first session ..., 


United States — Foreign relations — 1945- 

Executive sessions of the Senate Forcign 
Relations Committec., 78-12088 

*United States — Foreign relations 
administration. 

Authorizing additional expenditures by 
the Committee on Foreign Relations 
for a study of matters pertaining to the 
foreign policy of the United States : re- 
port to accompany S. Res. 377.,  7&- 
12331 





United States. Forest Service — 
Appropriations and expenditures. 
Expansion of the Forest Service's volun- 


teer program : report to accompany S. 
2370., 78-12343 
*United States — Full employment policies. 

Full employment and balanced growth 
act of 1978 report together with 
minority, supplemental, and additional 
views to accompany H.R. 50., 78- 
12271 

United States. General Services 

Administration. 

More flexibility needed by the Gencral 
Services Administration for delegating 
leasing authority to Federal agencies., 
78-11133 

United States. General Services 

Administration — Management. 

Economies available through improved 
inventory management., 78-11132 

United States. General Services 

Administration — Procurement. 

GSA _architect-engineer ~=procurement 
process : hearings before the Subcom- 
mittee on Public Buildings and 
Grounds of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-fifth Congress, 
first session, September 19 and 20, 
1977., 78-12166 


United States. Goddard Space Flight 

Center, Greenbelt, Md. 

Environmental impact statement for the 
Goddard Space Flight Center., 78- 
11788 

United States — Government property. 

Code of Federal regulations., 78-11148 

Public contracts and property manage- 
ment, 78-11148 

United States — Government publications — 

Bibliography. 

Publications of the National Bureau of 
Standards., 78-10560 


United States — Industries — Periodicals. 
Annual survey of manufactures., 78- 
10533, 78-10534 
United States. Internal Revenue Service. 
Allegations that IRS harassed Mississippi 
civil rights activists unsupported : re- 
port of the Comptroller General of the 
United States., 78-11115 
United States. Interstate Commerce 
Commission — Rules and practice. 
Code of Federal regulations., 78-11153 


78-1L1153 


United States. Laws, statutes, etc. 
A guide to the Walsh-Healey public con- 
tracts act., 78-11653 
Walsh-Healy public contracts act., 78- 
11653 


Transportation, 
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United States. Lewis Research Center, 

Cleveland. 

Environmental impact statement, Na- 
tional Acronautics and Space Adminis- 
tration, Lewis Research Center, Cleve- 
land, Ohio., 78-11791 

United States. Library of Congress. Library 
of Congress Office, Dethi. 


Accessions list. India., 78-11658 


78-11658 


United States — Manufactures — Statistics 
— Periodicals. 
Annual survey of 

10533, 78-10534 

*United States. Marine Corps. 

Marine Corps aviation : the carly years, 
1912-1940 /, 78-10852 

United States. Marine Corps. 

Marine Corps aviation : the carly years, 
1912-1940 /, 78-10852 

United States. Medicare Bureau. 
Comparison of the Health Care Financ- 

ing Administration’s Medicare bureau 
Clains processing costs for 1973 and 
fiscal year 1975 : House of Represen- 
tatives report to the Committee on 
Ways and Means /, 78-11118 

United States. National Aeronautics and 
Space Administration — Appropriations 
and expenditures. 

Department of Housing and Urban 
Development—independent agencies 
appropriations for 1979 : hearings be- 
fore a subcommittee of the Committee 
on Appropriations, House of Represen- 
tatives, Ninety-fifth Congress, second 

78-12027 


India, 


manufactures., 78- 


session /, 


United States. National Agricultural 
Library. 
Agricola., 78-10411 

United States. National Agricultural Library 
— Officials and employees. 

Key staff and services., 78-10412 

United States. National Archives and 
Records Service. 

National Archives, security classification 
problems involving Warren Commis- 
sion files and other records : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-fourth Con- 
gress, first session, November 11, 
1975., 78-12092 


United States. National Bureau of Standards 
— Bibliography. 
Publications of the National Bureau of 
Standards., 78-10560 


United States. National Environmental Data 

Service. 

NOAA products and services of the Na- 
tional Weather Service, National En- 
vironmental Satellite Service, Environ- 
mental Data Service, and the Environ- 
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mental Research Laboratories /, 
10574 
United States. National Environmenta! 

Satellite Service. 

NOAA products and services of the Na- 
tional Weather Service, National En- 
vironmental Satellite Service, Environ- 
mental Data Service, and the Environ- 
mental Research Laboratories /, 78- 
10574 

*United States — National Guard. 

The story of the Army National Guard., 

78-10672 


Take command., 78-10671 


United States. National Health Service 

Corps. 

Its a two-way street : the National Health 
Service Corps scholarship program for 
sudents of medicine, osteopathy, and 
denistry., 78-11250 

United States. National Highway Traffic 

Safety Administration. Safety Research 

Laboratory. 

Report, National Traffic Safety Adminis- 
tration [sic] Safety Research Laborato- 

78-11837 
United States. National Institutes of Health 

— Appropriations and expenditures. 

Huntington's disease : hearing before a 
subcommittee of the Committee on 
Appropriations, United States Senate, 
Ninety-fifth Congress, first session 
special oversight hearing., 78-12031 

United States. National Labor Relations 

Board — Appointments, promotions, 

salaries, etc. 

Nomination : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on John H. Fanning ... to 
be Chairman, National Labor Rela- 
tions Board, October 26, 1977., 78- 
12116 


United States. National Oceanic and 

Atmospheric Administration. 

Briefing on the National Oceanic and At- 
mospheric Administration hearings 
before the Subcommittee on the En- 
vironment and the Atmosphere of the 
Committee on Science and Technolo- 
gy, U.S. House of Representatives, 
Ninety-fifth Congress, first session, 
May 17, 18, 1977., 78-12180 

United States. National Oceanic and 

Atmospheric Administration — 

Appropriations and expenditures. 

NOAA research budget for fiscal year 
1978 : hearing before the Subcommit- 
tee on the Environment and the At- 
mosphere of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-fifth Con- 
gress, first session, March 3, 1977., 
78-12175 


ry facilities study., 
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United States. National Science Foundation 
— Appointments, promotions, salaries, 
etc. 

Nominations : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session ... September 27, 1977., 
78-12113 


*United States — National security. 
International tranfer of technology : an 
agenda of of national security issues /, 
78-12141 
Report of the Hon. Thomas N. Downing, 
chairman, Subcommittee on Merchant 


Marine on the oversight hearings of 


the Subcommittee on Merchant 
Marine, Committee on Merchant 
Marine and Fisheries, with respect to 
the U.S.-flag merchant marine., 78- 
12152 


United States. National Weather Service. 

NOAA products and services of the Na- 
tional Weather Service, National En- 
vironmental Satellite Service, Environ- 
mental Data Service, and the Environ- 
mental Research Laboratories /, 78- 
10574 

Numerical weather prediction activities., 
78-10593 

United States. Navy. 

Shipbuilding, ship maintenance, and 
claims hearings before the Task 
Force on National Security and Inter- 
national Affairs of the Committee on 
the Budget, House of Representatives, 
Ninety-fifth Congress, first session, Oc- 
tober 4 and 5, 1977., 78-12056 

United States. Navy — Aviation. 

Marine Corps aviation : the early years, 

1912-1940 /, 78-10852 


United States. Navy — Handbooks, manuals, 
etc. 

Manual of Navy enlisted manpower and 
personnel classifications and occupa- 
tional standards., 78-10823, 78- 
10824, 78-10825, 78-10827, 78- 
10828, 78-10829 


United States. Navy — Personnel 
management. 

Manual of Navy enlisted manpower and 
personnel classifications and occupa- 
tional standards., 78-10823, 78- 
10824, 78-10825, 78-10826, 78- 
10827, 78-10828, 78-10829 


United States. Navy — Vocational guidance. 
Manual of Navy enlisted manpower and 
personnel classifications and occupa- 
tional standards., 78-10823, 78- 
10824, 78-10825, 78-10826, 78- 
10827, 78-10828, 78-10829 


United States. Navy Dept. — Rules and 
practice. 
Code of Federal regulations., 


78-1L1145 


78-11145 


National defense, 
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United States. Nuclear Regulatory 

Commission. 

NRC program for the 
generic issues related to nuclear power 
plants : (includes plans for the resolu- 
tion of “Unresolved Safety Issues” pur- 
suant to section 210 of the Energy 
reorganization act of 1974, as 
amended) : report to Congress January 
1, 1978., 78-12009 

Observations on the reactor safety study 
:areport/, 78-12132 

Reactor safety study., 78-12132 


*United States — Occupations — 
Classification. 
Dictionary of occupational titles., 78- 
11657 
*United States — Occupations — 
Terminology. 
Dictionary of occupational titles., 78- 
11657 
United States. Office of Education. 
The energy agenda of the U.S. Office of 
Education /, 78-11171 


United States. Office of Education. 
Educational Materials Review Center. 
Education briefing paper., 78-11185 


resolution of 


Educational Materials Review Center 
(EDMARC), 78-11185 


United States. Office of Human 
Development Services — Bibliography. 
Publications of the Office of Human 

Development Services : with an appen- 
dix of films., 78-11277 


United States. Office of Management and 
Budget — Appointments, promotions, 
salaries, etc. 

Nomination of James T. McIntyre, Jr. to 
be Director of the Office of Manage- 
ment and Budget : report., 78-11959 


*United States — Officials and employees. 
Federal employment of noncitizens., 
78-10624 


Nominations : hearings before the Com- 
mittee on Environment and Public 
Works, United States Senate, Ninety- 
fifth Congress, first session ..., 78- 
12162 


*United States — Officials and employees — 
Appointment, qualifications, tenure, etc. 
Medical records librarian : opportunities 

in the Federal government GS-5/12., 
78-10622 


*United States — Officials and employees — 
Salaries, allowances, etc. 
Civil service classification and salary laws 
: vol. Il, 87th through 94th Congress, 
78-11948 


Civil service preference retirement, and 
salary classification laws /, 78-11947, 
78-11948 
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Laws relating to civil service retirement., 

78-11947 
*United States — Officials and employees — 

Statistics. 

A profile of Hispanic employment 
1974-1976., 78-10625 

*United States — Officials and employees — 

Travel regulations. 

Travel expenses of government officials 
paid by private foundations : report to 
accompany H.R. 810., 78-12291 

United States. Ozarks Regional Commission. 

Annual report - Ozarks Regional Com- 

mission., 78-12213 
United States. Peace Corps. 

Opportunities in Peace Corps & VISTA., 
78-10507 

Preventive medicine in tropical Africa : 
Peace Corps Liberia health handbook 
/, 78-10506 

United States — Politics and government. 

Congressional record, 78-11942 


Congressional record; proceedings and 
debates of the Congress., 78-11943, 
78-11944, 78-11945 


Daily digest of the Congress, 78-11942 


*United States — Politics and government — 

1974- 

Republican report for the first session, 
Ninety-fifth Congress of Senator 
Howard H. Baker of Tennessee, 
Republican leader., 78-12311 


Year-end report, 1977 : the Republican 
report for the first session, Ninety-fifth 
Congress of Senator Howard H. Baker 
of Tennessee, Republican leader., 78- 
12311 


United States. Postal Service. 
Review of Postal Service’s payroll system 
: U.S. Postal Service., 78-11111 


*United States — Public buildings. 
Repairs, alterations, and new construc- 
tion prospectuses., 78-12160 


Repairs and alterations prospectuses 
hearings before the Subcommittee on 
Regional and Community Develop- 
ment of the Committee on 
{Environment and] Public Works, 
United States Senate, Ninety-fifth Con- 
gress, first session ..., 78-12160 


United States — Public lands. 


Code of Federal regulations., 78-11149 


Endangered American wilderness act of 
1978., 78-12302 
Patenting a mining claim on Federal 
lands., 78-11589 
Public lands: Interior, 78-11149 
*United States — Public works. 
Creating jobs through construction of 


public works projects in areas of high 
unemployment., 78-10570 





Creating jobs through public works pro- 
jects in areas of high unemployment., 
78-10571 

The local public works program : creat- 
ing jobs through construction of public 
works projects in areas of high uncm- 
ployment., 78-10570 

Local public works program, status re- 
port creating jobs through public 
works projects in areas of high unem- 
ployment., 78-10571 

Public works and energy research ap- 
propriations, 1978., 78-12033 

Public works for water and power 
development and energy research ap- 
propriations for fiscal year 1978 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
first session, on H.R. 7553 ...., 78- 
12033 


United States. Railroad Retirement Board 
— Appointments, promotions, salaries, 
ete. 

Nomination : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Nincty-fifth Congress, 
first session, on Charles J. Chamber- 
lain, of Hlinois, to be a member of the 
Railroad Retirement Board, October 6, 
1977., 78-12112 


*United States — Rural conditions. 

Economic problems of rural America 
hearings before the Subcommittee on 
Economic Growth and Stabilization of 
the Joint Economic Committee, Con- 
gress of the United States, Ninety-fifth 
Congress, first session, June 7 and 15, 
1977., 78-12072 


United States. Rural Electrification 
Administration. 
Revision of REA bulletin 109-3, 409-2., 
78-10434 


United States. Securities and Exchange 

Commission. 

The Securities and Exchange Commis- 
sion’s regulation of public utility hold- 
ing companies : an evaluation of Com- 
mission comments on a critical report : 
report to the Congress /, 78-11109 

United States. Southwestern Power 

Administration — Appropriations and 

expenditures. 

Joint resolution making urgent power 
supplemental appropriations for the 
Department of Energy, Southwestern 
Power Administration for the fiscal 
year ending September 30, 1978., 78- 
12310 


*United States — Statistics. 

Statistics for States and metropolitan 
areas : preprint from County and city 
data book, 1977 regions, divisions, 
states, metropolitan arcas., 78-10535 
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United States — Statistics, Vital. 

Statistics needed for national policies re- 
lated to fertility : a report of the 
United States National Committee on 
Vital and Health Statistics., 78-11241 

United States. Veterans Administration - 

Appropriations and expenditures. 

Appropriations of medical 
research in health care during 1967-75 
/, 78-12187 


care and 


Department of and Urban 
Development— independent 


appropriations for 1979 : hearings be- 


Housing 
agencies 


fore a subcommittee of the Committee 
on Appropriations, House of Represen- 
tatives, Ninety-fifth Congress, second 


session /, 78-12027 


United States. Veterans Administration. 
Dept. of Medicine and Surgery — 
Officials and employees — Salaries, 
allowances, etc. 

Hearings to receive testimony on the ex- 
tension of the Veterans’ Administra- 
tion pay comparability act of 1975 
hearing before the Subcommittee on 
Medical Facilities and Benefits of the 
Committee on Veterans’ Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, [on] H.R. 
8175, H.R. 8176, July 27, 1977., 78- 
12184 


United States. Veterans Administration. 
Prosthetic and Sensory Aids Service. 
Veterans Administration prosthetic and 

sensory aids program since World War 
Il /, 78-11940 

United States. Veterans Administration — 
Rules and practice. 

Code of Federal regulations., 78-11147 
Pensions, bonuses, and veterans’ relief, 
78-11147 

United States. Volunteers in Service to 
America. 

ACTION domestic 
gramming and training., 


Operations  pro- 


78-10S505 


Opportunities in Peace Corps & VISTA., 
78-10507 
VISTA volunteer handbook., 


78-10505 


United States. Warren Commission. 
National Archives, security classification 
problems involving Warren Commis- 
sion files and other records : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-fourth Con- 
gress, first session, November 11, 
1975., 78-12092 
United States. Youth Conservation Corps — 
Handbooks, manuals, etc. 
Youth Conservation Corps : source book 
of environmental awareness : people 
and natural resources., 78-11440 
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United States. 95th Congress, Ist session, 

1977. 

Republican report for the first session, 
Ninety-fifth Congress of Senator 
Howard H. Baker of Tennessee, 
Republican leader., 78-12311 

Year-end report, 1977 : the Republican 
report for the first session, Nincty-fifth 
Congress of Senator Howard H. Baker 
of Tennessee, Republican leader., 78- 
12311 

United States Capitol Historical Society, 

Washington, D.C. 

Audit of the United States 
Historical Society for the year ended 
January 31, 1977 : report to the Con- 

78-11113 


Capitol 


gress /, 
*Universities and colleges — United States 
— Curricula — Statistics. 
Allied health education programs in ju- 
nior and senior colleges, 1975., 78- 
11248 


University of Southern California. 
Environmental Management Institute. 
Education and _ training information 

exchange bulletin., 78-11862 


*Upholstery trade — Fires and fire 
prevention. 


Upholstered furniture., 78-11983 


*Uranium. 
A study of the reaction of uranium and 
plutonium with bone char /, 78- 


11070 


Uranium industry — United States. 
Uranium., 78-11585 


Uranium industry — United States — 
Statistics. 
Preprint from the 1975 Bureau of Mines 
Minerals Yearbook, 78-11492 


Uranium., 78-11492 


*Urban transportation. 
A comparative analysis of urban trans- 


portation requirements /, 78-11856 


*Urban transportation — Study and 
teaching. 

User-oriented materials for UTPS : an in- 
troduction to urban travel demand 
forecasting : a self-instructional text., 
78-11865 

*Urban transportation — United States. 

Urban transportation and energy : the 
potential savings of different modes., 
78-12206 

*Urban transportation policy — United 

States. 

Urban transportation and energy, the 
potential savings of different modes : 
hearing before the Subcommittee on 
Transportation of the Committee on 
Environment and = Public Works, 
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